Y¥0>»*  f-MW 


96th  Congress   1 
1st  Session      / 


COMMITTEE  PRINT 


Committee 
Print  90-IFC  33 


WASTE  DISPOSAL  SITE  SURVEY 


REPORT 

together  with 

ADDITIONAL  AND  SEPARATE  VIEWS 

BY  THE 

SUBCOMMITTEE  ON  OVERSIGHT  AND 
INVESTIGATIONS 

OF  THE 

COMMITTEE  ON  INTERSTATE  AND 

FOREIGN  COMMERCE 

HOUSE  OF  REPRESENTATIVES 

NINETY-SIXTH  CONGRESS 

FIRST  SESSION 


OCTOBER  1979 


"ft  SSHCr  }  COMMITTEE  PKINT  {p^^SS  33 


WASTE  DISPOSAL  SITE  SURVEY 


REPORT 

together  with 
ADDITIONAL  AND  SEPARATE  VIEWS 

BY   THE 

SUBCOMMITTEE  OX  OVERSIGHT  AND 
INVESTIGATIONS 

OF   THE 

COMMITTEE  ON  INTERSTATE  AND 

FOREIGN  COMMERCE 

HOUSE  OF  REPRESENTATIVES 

NINETY-SIXTH  CONGRESS 

FIRST   SESSION 


OCTOBER  1979 


U.S.   GOVERNMENT  PRINTING  OFFICE 
52-419  O  WASHINGTON  :  1979 


For  sale  by  the  Superintendent  of  Documents,  U.S.  Government  Printing  Office 
Washington,  D.C.  20402 


COMMITTEE   OX  INTERSTATE  AND  FOREIGN  COMMERCE 
HARLEY  O.  STAGGERS,  West  Virginia,  Chairman 


JOHN  D.   DINGELL,  Michigan 
LIONEL  VAN  DEERLIN,  California 
JOHN  M.  MURPHY.  New  York 
DAVID  E.  SATTERPIBLD  III,  Virginia 
BOB  ECKHARDT,  Texas 
RICHARDSON  PREYER,  North  Carolina 
JAMES  H.  SCHEUER,  New  York 
RICHARD  L.  OTTINGER,  New  York 
HENRY  A.  WAXMAN,  California 
TIMOTHY  E.  WIRTH,  Colorado 
PHILIP  R.  SHARP,  Indiana 
JAMES  J.  FLORIO,  New  Jersey 
ANTHONY  TOBY  MOFFETT,  Connecticut 
JIM  SANTINI.  Nevada 
ANDREW  MAGUIRE,  New  Jersey 
MARTY  RUSSO,  Illinois 
EDWARD  J.  MARKEY,  Massachusetts 
THOMAS  A.  LUKEN,  Ohio 
DOUG  WALGREN,  Pennsylvania 
ALBERT  GORE,  Jr.,  Tennessee 
BARBARA  A.  MIKULSKI,  Maryland 
RONALD  M.  MOTTL,  Ohio 
PHIL  GRAMM,  Texas 
AL  SWIFT,  Washington 
MICKEY  LELAND,  Texas 
RICHARD  C.  SHELBY,  Alabama 

Kenneth  J.  Painter,  Acting  Chief  Clerk  and  Staff  Director 
Eleanor  A.  Dinkins,  Assistant  Clerk 


JAMES  T.  BROYHILL,  North  Carolina 

SAMUEL  L.  DEVINE,  Ohio 

TIM  LEE  CARTER.  Kentucky 

CLARENCE  J.  BROWN,  Ohio 

JAMES  M.  COLLINS,  Texas 

NORMAN  F.  LENT.  New  York 

EDWARD  R.  MADIGAN,  Illinois 

CARLOS  J.  MOORHEAD,  California 

MATTHEW  J.  RINALDO,  New  Jersey 

DAVE  STOCKMAN,  Michigan 

MARC  L.  MARKS,  Pennsylvania 

TOM  CORCORAN,  Illinois 

GARY  A.  LEE,  New  York 

TOM  LOEFFLER.  Texas 

WILLIAM  E.  DANNEMEYER,  California 


Subcommittee  on  Oversight  and  Investigations 
BOB  ECKHARDT,  Texas,  Chairman 


NORMAN  F.  LENT.  New  York 
MATTHEW  J.  RINALDO,  New  Jersey 
MARC  L.  MARKS,  Pennsylvania 
TOM  CORCORAN.  Illinois 
WILLIAM  E.  DANNEMEYER.  California 
JAMES  T.  BROYHILL.  North  Carolina 
(Ex  Officio) 


JIM  SANTINI,  Nevada 
ALBERT  GORE,  Jr.,  Tennessee 
PHILIP  R.  SHARP,  Indiana 
ANTHONY  TOBY  MOFFETT,  Connecticut 
ANDREW  MAGUIRE,  New  Jersey 
MARTY  RUSSO,  Illinois 
DOUG  WALGREN,  Pennsylvania 
RONALD  M.  MOTTL,  Ohio 
MICKEY  LELAND,  Texas 
TIMOTHY  E.  WIRTH,  Colorado 
HARLEY  O.  STAGGERS,  West  Virginia 
(Ex  Officio) 

Mark  J.  Raabe,  Staff  Director/Chief  Counsel 

Ben  SMETHrnsr.  Special  Assistant 

Lester  Brown,  Special    \ssistant 

H.  Claire  Whitney.  Minority  Staff  Assistant 

(n) 


(Ill) 
LETTER  OF  TRANSMITTAL 

October  15,  1979 


Honorable  Harley  0.  Staggers 

Chairman 

Committee  on  Interstate  and  Foreign 

Commerce 
Washington,  D.C.   20515 

Dear  Mr.  Chairman: 

The  attached  report  of  the  Subcommittee  on  Oversight  and 
Investigations  sets  forth  the  results,  findings,  conclusions  and 
recommendations  relating  to  the  Subcommittee's  survey  of  process 
waste  disposal  practices  of  the  53  largest  domestic  chemical  com- 
panies.  This  survey  was  conducted  in  conjunction  with  the  Sub- 
committee's year-long  investigation  of  disposal  problems,  the 
results  of  which  are  contained  in  the  Subcommittee's  recently  re- 
leased report  entitled,  "Hazardous  Waste  Disposal". 

During  the  course  of  the  Subcommittee's  investigation,  it 
became  clear  that  millions  of  tons  of  toxic  wastes  are  disposed  in 
an  environmentally  unsound  manner,  resulting  in  "ticking  time  bombs" 
which  pose  hazards  to  public  health  and  the  environment.   Facing  a 
paucity  of  information  on  the  location  and  content  of  sites  contain- 
ing hazardous  wastes,  the  Subcommittee  conducted  its  own  limited 
survey--the  first  national  study  of  waste  disposal  sites--to  begin 
to  determine  in  a  systematic  manner,  the  number,  nature  and  loca- 
tion of  all  waste  disposal  sites  across  the  country.   The  largest 
chemical  manufacturers  were  selected  for  the  survey,  not  to  single 
that  industry  out,  but  rather,  because  the  chemical  industry  as  a 
whole  produces  some  of  the  most  toxic  wastes,  even  though  by  volume 
it  is  not  the  single  largest  generator  of  hazardous  wastes  each  year, 

The  survey  reveals  that  since  1950  the  53  companies,  operating 
1605  facilities,  dumped  wastes  at  3,383   sites.   Although  only 
34  percent  of  the  sites  were  owned  by  the  companies,  94  percent  of 
the  wastes  were  dumped  in  on-site  facilities.   During  this  thirty 
year  period,  the  53  generators  produced  762  million  tons  of  chemical 
process  wastes  of  which  100  million  tons  went  to  sites  which  are  now 
closed.   In  1978  alone,  66  million  tons  were  generated.   The  survey 
does  not  reveal  what  percentage  of  these  wastes  is  hazardous. 
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Honorable  Harley  0.  Staggers 
Page  Two 
October  IS,  1979 

A  directory  of  waste  disposal  sites  identified  in  the  survey, 
including  descriptive  data  on  each  site,  appears  in  the  Appendix. 
It  is  noted  these  sites  represent  only  those  locations  used  for  dis- 
posal of  chemical  process  wastes  by  tne  1,605  plant  facilities  of 
the  53  participating  companies.   The  directory  does  not  include  waste 
disposal  sites  in  the  United  States  which  have  been  used  over  the 
years  by  other  chemical  companies  and  other,  far  larger  waste- generat- 
ing industrial  groups. 

While  the  directory  sets  forth  the  amount  (by  weight)  of  report- 
ed waste  dumped  in  each  company-owned  site  (94%  of  reported  waste) , 
such  data  is  not  being  included  for  the  off-site  disposal  facilities 
which  are  privately  and  municipally  owned  (671  of  reported  sites), 
since  those  sites  could  very  well  include  waste  produced  by  other 
generators.   In  this  connection,  it  should  be  noted  that  the  relatively 
small  amount  of  waste  reported  in  the  survey  going  to  these  private  or 
municipal  sites,  utilized  over  2,200  sites  or  approximately  two-thirds 
of  those  identified  in  the  survey. 

I  should  further  emphasize  that  these  are  waste  disposal  sites, 
not  necessarily  hazardous  waste  disposal  sites.  Not  all  reported 
waste  would  necessarily  produce  a  hazardous  site.  Moreover,  neither 
the  exact  quantity  of  any  particular  chemical  component  in  the  waste 
disposed  nor  the  condition  of  the  site  itself  is  known.  Thus,  these 
sites  do  not  necessarily  pose  threats  to  public  health  or  the  environ- 
ment . 

The  survey  results  clearly  demonstrate  the  need  for  a  national 
accounting  of  on-and  off-site  as  well  as  of  active  and  inactive  waste 
disposal  sites.   Since  the  Environmental  Protection  Agency  has  not 
conducted  such  a  survey,  the  Subcommittee  includes  in  its  recommenda- 
tions, that  the  Agency  undertake,  in  conjunction  with  the  states,  a 
comprehensive  national  inventory  of  disposal  sites  utilized  by  princi- 
pal waste-producing  industry  groups. 

In  closing,  I  wish  to  express  special  appreciation  to 
Dr.  Anne  Harris  Cohn,  who  as  a  Congressional  Science  Fellow  in  the 
office  of  Subcommittee  Member  Albert  Gore,  Jr.,  played  the  key  role  in 
designing  and  executing  the  survey.   I  would  also  like  to  thank 
Hillel  Sukenik  and  Frank  Kopel,  and  their  staff  at  House  Information 
Systems,  for  their  enormous  effort  in  computerizing  the  survey  infor- 
mation; and,  Geraldine  M.  Carr,  Congressional  Research  Service,  for 
her  technical  assistance;  and,  the  Subcommittee  staff  for  the  long 
hours  involved  in  processing  the  information.   Last,  but  certainly 
not  least,  the  cooperation  of  the  53  participating  companies  and  their 
1,605  plant  facilities,  as  well  as  the  assistance  of  the 
Chemical  Manufacturers  Association,  Inc.,  is  very  much  appreciated. 

Sincerely, 


Bob  Eckhardt 
Chairman 
Subcommittee  on 
Oversight  and  Investigations 


PREFACE 

Waste  is  a  by-product  of  most  chemical  production.  Some  wastes 
are  hazardous.  Others  are  not.  All  must  be  disposed  of.  The  methods 
of  disposal  dictate  which  hazardous  wastes  may  pose  threats  to  the 
public  health  or  the  environment.  This  report  is  an  initial  step  in  the 
assessment  of  potential  dangers  that  may  exist  because  of  past  or 
present  hazardous  waste  disposal  practices.  The  data  contained  in  this 
report  are  summarized  from  responses  provided  voluntarily  by  the 
53  largest  domestic  chemical  companies  to  a  request  by  the  Subcom- 
mittee on  Oversight  and  Investigations  of  the  Interstate  and  For- 
eign Commerce  Committee.  It  is  intended  to  serve  as  a  basis  for  sub- 
sequent surveys  and  investigations  to  determine  more  precisely  the 
extent  and  nature  of  public  health  and  environmental  hazards  that 
have  been  or  are  being  created  by  the  improper  disposal  of  hazardous 
wastes. 
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I.  Introduction 


a.    OVERVIEW 


The  hazardous  waste  disposal  problem  may  well  be  the  single  most 
significant  environmental  health  issue  of  this  decade.  Millions  of  tons 
of  toxic  wastes  are  disposed  of  each  year  in  an  environmentally  un- 
sound manner  resulting  in  what  have  been  aptly  labeled  "ticking  time 
bombs"  which  pose  imminent  and  untold  hazards  to  man  and  the 
environment. 

In  October  of  1978,  the  Subcommittee  on  Oversight  and  Investiga- 
tions of  the  Interstate  and  Foreign  Commerce  Committee,  prompted 
by  increasing  hazardous  waste  disposal  problems  including  events  at 
Love  Canal  in  Niagara  Falls,  Xew  York,  began  an  extensive  investiga- 
tion into  the  matter.  The  Subcommittee  was  interested  in  the  mag- 
nitude of  the  problem  and  the  adequacy  of  existing  legislation  to  cope 
with  it.  In  addition,  the  Subcommittee  wanted  to  assess  the  U.S. 
Environmental  Protection  Agency's  (EPA)  progress  in  implementing 
a  1976  Congressional  law — the  Resource  Conservation  and  Recovery 
Act  (RCRA)1 — which  provided  EPA  with  the  authority  to  regulate 
hazardous  waste  disposal,  and  to  determine  if  RCRA  would  (1)  allow 
for  appropriate  public  response  to  situations  like  Love  Canal  and  (2) 
preclude  the  possibilities  for  such  situations  in  the  future. 

The  Subcommittee's  inquiries  disclosed  that  despite  enactment  of 
hazardous  waste  legislation  in  1976.  little  was  known  about  the  true 
magnitude  of  the  problem.  Xo  one  knew  how  many  millions  of  tons 
of  hazardous  waste  were  generated  each  year.  And  more  importantly, 
while  it  was  believed  that  hundreds  of  "ticking  time  bombs"  existed 
across  the  country,  no  one  knew  exactly  how  many,  where  they  were 
located,  or  who  was  responsible  for  them. 

Believing  that  it  was  most  important  to  secure  such  information, 
and  since  EPA  was  not  acting  with  dispatch  to  collect  it,  the  Sub- 
committee decided  to  conduct  its  own  survey — the  first  national  study 
of  waste  disposal  sites — to  begin  to  determine  the  magnitude  of  the 
problem. 

The  purpose  of  the  survey  was  to  initiate  a  systematic  effort  to 
identify  the  number,  nature,  and  location  of  all  waste  disposal  sites 
across  the  country,  whether  they  currently  pose  health  or  environ- 
mental hazards  or  not.  As  a  first  step,  the  Subcommittee  requested  the 
participation  of  the  53  largest  domestic  chemical  companies.  This  was 
not  to  suggest  that  the  disposal  practices  of  the  chemical  industry  are 
particularly  bad  or  that  the  chemical  industry  is  primarily  responsible 
for  hazardous  sites.  But  the  very  nature  of  the  chemical  industry  is 
such  that  large  quantities  of  potentially  dangerous  wastes  are  gen- 
erated, and  the  national  survey  had  to  begin  somewhere.  The  results 
are  only  a  sampling  of  the  situation.  All  of  the  companies  cooperated 
voluntarily.  They  provided  information  about  the  waste  disposal  prac- 
tices of  the  1,605  chemical  plant  facilities  that  they  own  or  operate 
including  data  on  3,383  disposal  sites  used  by  these  facilities  since 


1Pub.  L.  94-580,  Oct.  21.  1976. 
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1950.  This  report  describes  the  intent,  conduct,  and  findings  of  that 
survey. 

The  methodology  for  selecting  the  companies  participating  in  the 
survey,  their  identity,  the  Subcommittee's  letter  of  invitation,  and  the 
standardized  questionnaire  and  related  instructions  which  were  fur- 
nished to  the  companies  are  set  forth  in  Appendices  A,  B,  C  and  D, 
respectively. 

Each  of  the  1,605  facilities  was  asked  to  provide  information  on 
every  site  or  location  used  since  1950  (or  earlier  if  records  or  em- 
ployees' memories  permitted)  for  the  disposal  of  wastes  from  the 
plant's  chemical  processes.  Information  requested  included:  amount 
and  content  of  waste  disposed  at  a  particular  site,  kinds  of  disposal 
methods  used  at  the  site,  current  status  of  the  site  (open  or  closed), 
ownership  of  the  site,  and  the  site's  name  and  location.  For  any  waste 
hauled  from  the  plant  and  taken  to  a  location  unknown  to  the  plant 
operators,  information  was  requested  on  the  name  of  the  hauler  and 
the  amount  and  content  of  the  waste  hauled.  Facilities  were  also 
asked  to  report  the  amount  of  process  waste  generated  at  their  plants 
during  1978  that  was  not  directly  reprocessed  or  recycled  at  the  plant 
or  covered  by  a  National  Pollutant  Discharge  Elimination  System 
(XPDES)  permit,  and  the  methods  by  which  these  wastes  were 
disposed. 

B.    FINDINGS   AND   CONCLUSIONS 

1.  The  survey  disclosed  that  approximately  66  million  tons  of 
chemical  process  wastes  were  generated  in  1978  by  the  1,605  chemical 
plants  of  the  53  largest  domestic  chemical  companies.  It  is  not  known 
what  percent  of  all  chemical  wTastes  this  amount  represents,  nor  is  it 
known,  in  the  absence  of  final  federal  definitions  of  what  constitutes 
''hazardous''  waste,  what  percent  of  the  66  million  tons  of  chemical 
process  waste  wrould  be  classified  as  hazardous.  It  is  noted  EPA  esti- 
mates that  about  379  million  tons  of  indusf/'la!  wastes  were  generated  in 
1977  (by  all  industry),  of  which  EPA  estimates  approximately  B9 
million  tons  were  hazardous:1  Thus,  the  66  million  tons  of  chemical 
process  wastes  generated  in  1978  by  the  1,605  facilities  participating 
in  the  survey  relates  to  about  17  percent  of  the  379  million  tons  of 
industrial  wastes  which  EPA  estimates  were  generated  in  1977. 

Because  the  actual  amount  of  hazardous  waste  generated  annually 
will  profoundly  affect  the  size  and  scope  of  federal  and  state  waste1 
regulation  programs,  the  Subcommittee  concludes  that  it  is  of  para- 
mount importance  to  obtain  better  estimates  of  proportions  of  all 
chemical  and  industrial  wastes — including  the  66  million  tons  identi- 
fied in  the  Subcommittee's  survey — that  will  need  to  be  regulated, 
once  federal  definitions  of  hazardous  waste  are  finalized. 

2.  The  survey  revealed  that  approximately  762  million  tons  of  chem- 
ical wastes  generated  by  the  participating  companies  since  1950.  or 
earlier,  have  been  disposed  in  3,383  Locations  known  to  the  companies. 
These  sites  do  not  necessarily  pose  threats  to  the  public  health  or  the 
environment.  Of  those  762  million  tons,  94  percent  were  disposed  of 
on  the  immediate  property  of  the  chemical  plants;  6  percent  were  sent 
off-site  for  disposal. 


-4.'{  Fed.  Reg.  58947  (12/18/78)  and  Feb.  L979  Issue  of  EPA  -Journal  (p.  12)  (EPA  estl 
mates  arc  given  In  metric  tons  which  have  been  equated  t<>  tons  for  purposes  of  uniformity 
in  this  report.)  It  is  noted  that  lU'A  expects  the  quantities  of  hazardous  waste  to  In- 
crease by  ■"•  percent  annually. 
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Many  of  the  current  on-site  disposal  facilities  will  not  qualify  for 
permitted  disposal  under  EPA's  proposed  hazardous  waste  regulations 
suggesting  that,  once  the  RCRA  regulations  are  promulgated,  the 
chemical  industry  may  find  it  necessary,  for  financial  reasons,  to  sub- 
stantially reduce  the  amount  of  on-site  disposal.  Unfortunately,  there 
is  also  a  paucity  of  off-site  disposal  locations  across  the  country  that 
will  qualify  for  permitted  disposal  under  EPA's  proposed  rules.  Con- 
sequently, the  Subcommittee  is  concerned  about  the  large  amounts  of 
wastes,  including  some  previously  disposed  of  on-site,  which  will  be 
in  search  of  final  resting  grounds. 

3.  Of  the  3,383  sites  used  by  the  participating  companies  for  disposal 
of  their  wastes  since  1950,  the  survey  disclosed  that  1,099  (32  percent) 
are  known  to  be  closed,  and  an  additional  319  (9  percent)  may  be 
closed.  Over  100  million  tons  of  waste  were  sent  to  the  1,099  sites  now 
known  to  be  closed.  Of  those  1,099  sites,  37  percent  are  on  private  lands, 
not  owned  by  any  of  the  participating  companies.  Many  of  these  closed 
sites  contain  wastes  with  chemical  components  known  to  pose  poten- 
tially serious  hazards  to  the  public  health  and  the  environment.  Dis- 
posal methods  used  at  many  of  these  closed  sites,  given  the  chemical 
components  of  the  waste,  also  suggest  the  possibility  of  imminent  haz- 
ard. Unfortunately,  these  closed  sites  will  not  come  under  the  purview 
of  EPA's  hazardous  waste  program  because  RCRA  calls  for  regulation 
of  existing  and  future  sites  only. 

Since  it  is  unlikely  that  these  closed  sites  are  currently  bein£  moni- 
tored for  imminent  hazards,  the  Subcommittee  concludes  it  is  of  utmost 
importance  that  further  data  be  collected  on  these  sites.  Further, 
should  any  of  these  closed  sites,  particularly  those  on  private  lands, 
pose  imminent  hazards,  they  may  well  require  financial  coverage  under 
a  central  clean  up  fund,  such  as  that  proposed  by  the  "super  fund" 
legislation. 

4.  The  survey  also  revealed  that  approximately  4.8  million  tons  of 
chemical  process  wastes  generated  bv  the  53  participating  companies 
since  1950  were  transported  off-site  for  disposal  by  some  960  haulers 
to  locations  unknown  to  the  facility  operators.  Those  wastes  contain  a 
varietv  of  chemical  components  known  to  be  toxic  or  otherwise  hazard- 
ous to  tbe  public  health  and  the  environment. 

The  Subcommittee  concludes  that  it  is  essential  to  determine  where 
and  how  those  wastes  were  disposed. 

C.    RECOMMENDATIONS 

The  Subcommittee  is  making  available  to  EPA  its  survey  findings 
including  information  on  all  disposal  locations  and  haulers  identified 
in  the  study.  The  Subcommittee  recommends  that  EPA : 

1.  undertake,  in  conjunction  with  the  states,  a  comprehensive 
rational  inventory  of  disposal  sites  utilized  by  principal  waste- 
producing  industry  groups ; 

2.  conduct  appropriate  investigation  with  respect  to  all  haulers 
identified  in  the  survey  who  transported  wastes  to  locations  un- 
known to  the  waste  generators  to  determine  where  such  wastes 
were  taken  and  the  manner  in  which  they  were  disposed ; 

3.  conduct,  where  warranted,  a  follow-up  study  of  the  disposal 
sites  identified  in  the  survey,  particular! v  those  known  to  be  closed 
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and  on  private  lands,  to  determine  whether  there  is  reason  to  sus- 
pect that  anv  of  those  sites  pose  threats  to  the  public  health  or  the 
environment : 

4.  utilize  the  survey  findings  as  a  basis  for  better  determining 
the  size  and  scope  of  a  clean  up  fund  for  hazardous  waste  disposal 
problems: 

'».  analyze  the  implications  of  the  survey  findings  and  reassess 
the  scope  and  magnitude  of  the  hazardous  waste  disposal  problem 
relative  to  the  implementation  and  management  of  both  federal 
and  state  hazardous  waste  programs;  and 

6.  reexamine,  in  conjunction  with  the  chemical  and  other  waste- 
producing  industry  groups,  alternative  disposal  methods  includ- 
ing reprocessing  and  recycling,  incineration,  and  other  technology 
to  determine  the  most  practical  and  safest  means  of  disposal  of 
those  wastes  judged  to  be  hazardous  under  ROTC  A  definitions,  once 
EPA's  regulations  are  promulgated. 

IT.  Background 

When  the  Subcommittee  initiated  its  investigation  into  hazardous 
waste  disposal  problems  in  the  fall  of  1978.  the  only  information 
available  concerning  the  volume  of  hazardous  waste  generated  annually 
in  the  United  States  was  EPA's  estimate  of  39  million  tons.  EPA 
further  estimated  that  as  much  as  90  percent  of  this  hazardous  waste 
was  being  disposed  of  in  a  manner  not  in  accordance  with  EPA's  pro- 
posed regulations  implementing  the  provisions  of  RCRA.3 

The  Subcommittee  was  concerned  that  EPA  would  be  unable  to 
propose  a  rational  hazardous  waste  regulatory  program  without  solid 
figures  on  the  amount  of  hazardous  waste  generated  annually.  More- 
over, the  Subcommittee  considered  it  essential  that  EPA  know  the 
location  of  sites  posing  imminent  hazards. 

When  questioned  by  Congressman  Albert  Gore.  Jr..  at  the  Subcom- 
mittee's October  1978  hearinsr,  EPA  officials  could  not  provide  the 
number  of  hazardous  waste  disposal  sites  across  the  country  nor  the 
number  or  location  of  sites  posing  threats  to  public  health  or  the 
environment.  They  informed  the  Subcommittee  that  EPA  was  in  the 
process  of  collecting  such  information  from  its  regional  offices  and 
the  states. 

Tn  November  1978,  EPA  released  a  list  of  103  potentially  dangerous 
sites  and  estimated  that  838  sites  across  the  country  contain  significant 
amounts  of  hazardous  waste  and  could  pose  threats  to  health  and  the 
environment.  After  a  review  of  the  methodology  used  to  develop  the 
list  and  the  estimated  number  of  sites,  the  Subcommittee  concluded 
that  the  estimate  was  both  inadequate  and  misleading.'  Accordingly. 


■  Til. 

1  Acting  upon  a  reouesl  by  Congressman  Gore  to  analyse  EPA's  rite  surrey,  the  General 
Accounting  office  arrived  at  the  Bame  conclusion.  In  testimony  before  the  Subcommittee  on 
■Tun.-  4.  I!i7!i.  QAO  stated  : 

"We  concluded  thai  1 1 1 « -  838  disposal  site  figure  is  not  an  accurate  or  complete  estimate 
and  dues  not  correctly  Identify  those  sites  that  are  most  in  need  of  corrective  ;i<'tlon. 
We  found  thai  EPA's  regional  Offices  developed  the  estimates  on  the  basis  of  existing 
or  easilv  obtainable  information  using  earlOUS  assumptions  .  .  .  Overall,  we  concluded 
th.it  at  the  present  time  information  available  at  the  Federal  and  State  level  Is  inadenuate 
tn  determine  Ml  the  number  of  hazardous  wa8te  sites.  (2)  the  number  of  sites  po<inp  ;) 
thrcjit    to    public    health    or    the   environment,    and    (8)    the   costs   that    may    be   Involved    in 

correcting  the  problems 
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the  Subcommittee  believes  that  a  national  survey  to  determine  the 
location  of  hazardous  waste  sites  and  to  identify  those  sites  in  need 
of  careful  monitoring  or  immediate  clean  up  is  essential  to  an  effective 
hazardous  waste  management  program  on  the  part  of  EPA  and  the 
states. 

Facing  a  paucity  of  information  on  hazardous  waste  sites  through- 
out the  country,  the  Subcommittee  decided  to  conduct  its  own  pre- 
liminary survey.  The  primary  purpose  of  the  survey  was  to  begin  the 
systematic  effort  to  identify  the  number,  location,  and  content  of 
open  and  closed  hazardous  waste  disposal  sites  in  the  United  States. 
At  the  same  time,  the  survey  provided  an  opportunity  to  compile  re- 
liable statistics  on  the  amount  of  chemical  process  waste  generated 
annually  and  industry's  overall  waste  disposal  practices.  The  Sub- 
committee looked  forward  to  using  such  information  in  its  oversight 
assessment  of  the  adequacy  of  the  RCRA  program.  The  Subcommittee 
also  perceived  that  such  information  would  be  essential  to  Con- 
gress as  it  begins  to  debate  legislative  solutions  to  problems  posed 
by  inactive  and  "orphaned"  waste  disposal  sites. 

III.    LIMITATIONS 

This  is  the  first  national  survey  of  waste  disposal  sites  and,  as  such, 
provides  initial  statistics  on  the  magnitude  and  dimensions  of  waste 
disposal  problems  in  the  country.  This  preliminary  study  is  not, 
however,  without  limitations  which  must  be  considered  in  inter- 
preting and  using  the  findings. 

First,  the  study  is  limited  to  the  53  largest  domestic  chemical 
companies.  Although  their  1,605  facilities  participating  in  the  survey 
represent  approximately  14  percent  of  all  chemical  plants  in  the 
country,  their  practices  and  experiences — because  they  are  the 
largest— may  not  be  truly  representative  of  the  chemical  industry 
as  a  whole.  It  can  be  expected,  for  example,  that  many  of  their  plants 
are  larger  than  those  of  smaller  chemical  companies  and  that  many 
more  of  them  have  access  to  the  most  modern  disposal  techniques 
than  do  those  of  smaller  companies. 

Second,  because  chemical  waste  disposal  has  only  become  a  public 
and  corporate  concern  in  recent  years,  most  companies  do  not  have 
detailed  records  dating  back  to  1950  on  their  disposal  practices.  While 
companies  used  what  records  they  do  have  (which,  on  average,  date 
back  to  1968)  in  completing  the  survey,  they  were  asked  also  to  utilize 
employee  knowledge  in  providing  the  desired  information.  (Facilities, 
on  the  average,  used  employee  recall  dating  back  to  1960,  with  28  per- 
cent of  the  facilities  using  employees'  memory  of  disposal  practices 
prior  to  1950.)  Thus,  much  of  the  information  collected  is  not  based 
on  actual  corporate  records,  but  on  employees'  recollection,  and  mav 
be  incomplete.  The  tight  time  schedule  for'  the  study— 60  davs  for 
gathering  responses— also  may  have  contributed  to  incompleteness. 

Inird,  while  standardized  instructions  on  data  collection  were  pro- 
vided to  all  companies,  some  variability  in  interpretation  of  questions 
on  the  survey  forms  could  be  expected.  For  example,  while  wastes  re- 
processed on-S]te  were  to  be  excluded  from  the  survey,  in  some  instances 
tney  may  have  been  included.  Based  on  discussions  With  different  com- 
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pany  representatives,  however,  the  Subcommittee  believes  that  varia- 
bility in  interpretation  of  questions,  while  present,  is  minimal. 

And  finally,  while  the  central  purpose  of  the  survey  is  to  be<rin  the 
compilation  of  an  inventory  of  waste  disposal  sites  across  the  country, 
it  was  beyond  the  scope  of  this  study  to  collect  information  which 
would  clearly  differentiate  waste  disposal  sites  that  pose  serious,  or 
potentially  serious,  hazards  to  public  health  and  the  environment 
from  those  which  do  not.  For  example,  the  Subcommittee  did  not  seek 
information  on  the  relative  amounts  of  chemical  components  in  the 
companies'  wastes,  nor  the  specific  methods  of  disposal  used  for  each 
waste,  nor  the  types  of  monitoring  utilized  at  sites  to  safeguard 
against  hazards.  In  this  way,  the  Subcommittee  was  successful  in 
avoiding  delays  in  data  collection  that  may  have  resulted  from  com- 
pany resistance  in  answering  questions  calling  for  confidential  or 
proprietary  information.  Therefore,  the  information  gathered  is  in- 
sufficient to  determine  which,  if  any.  sites  present  imminent  hazards. 

The  Subcommittee's  survey  does  provide  valuable  descriptive  in- 
formation about  waste  disposal  practices  of  the  giants  in  the  chemical 
industry  and  about  the  types  of  waste  disposal  sites  across  the  coun- 
try. It  also  provides  the  basis  for  further  in-depth  investigations  of 
specific  sites  to  determine  whether  they  pose  health  or  environmental 
hazards. 

IV.  Survey  Results 

Any  interpretation  or  use  of  the  data  contained  in  this  survey  should 
take  into  account  the  following  factors : 

First,  waste  disposal  practices  vary  considerably  among  participat- 
ing companies  depending  upon  size,  types  of  waste  generated,  geo- 
graphic location  of  facilities,  and  corporate  policy.  Just  as  no  one 
chemical  plant  exactly  represents  the  waste  handling  practices  of  its 
parent  company,  so  no  one  corporation  represents  the  chemical  indus- 
try as  a  whole.  The  aggregate  statistics  presented  in  this  report  reflect 
the  combined  practices  of  53  companies  and  their  1.605  chemical 
facilities  and  thus  may  differ  substantially  from  any  one  corporate 
view  of  how  chemical  wastes  are.  were,  or  perhaps  will  be  handled. 

And  second,  just  as  waste  disposal  practices  vary  by  company,  they 
vary  also  by  region  of  the  country  and  by  state.  Climate,  density  of 
population,  and  state  environmental  and  land  use  laws  are  significant 
factors  influencing  waste  handling  practices  across  the  country.  Thus. 
these  findings  may  differ  from  impressions  or  observations  of  those 
familiar  with  waste  disposal  practices  in  only  one  state  or  only  one 
part  of  the  country. 

A.    I'm;   FACILITIES 

Of  the  approximately  L,200  chemical  producers  in  the  country,5  the 
53  largest  chemical  companies  participated  in  the  study.  Table  I  shows 
the  breakdown  by  state  of  the  1,605  chemical  plants,  owned  or  operated 
by  the  53  companies,  which  provided  information  on  their  waste  dis- 
posal practices.6 


•  Based  on  statistics  in  the  Directory  of  Chemical  Producers,  compiled  i>y  the  Stanford 
Research  Institute. 

•  Some    small    Dumber    of    these    facilities    had    been    closed    hy    the    date    of    the    study. 

While    information    on    waste   disposal    practices   during    1978    was    therefore    not    available. 

data  on  past  disposal  methods  were. 
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Table  I. — X umber  of  facilities  participating  in  the  study  by  State 

State                                              X umber  State  Xumber 

Alabama 42   Montana 4 

Alaska    2   Nebraska   9 

Arizona 4   Nevada 5 

Arkansas   24   New  Hampshire 2 

California    140   New  Jersey 116 

Colorado    10   Xew    Mexico 4 

Connecticut 20   Xew    York 59 

Delaware  20   North  Carolina 57 

Florida 49    Ohio    105 

Georgia 57    Oklahoma 15 

Hawaii 4   Oregon    11 

Idaho    3   Pennsylvania    77 

Illinois   88   Puerto    Rico 15 

Indiana 32    Rhode   Island 2 

Iowa   15    South    Carolina 35 

Kansas 16    South  Dakota 1 

Kentucky 31    Tennessee    42 

Louisiana 68   Texas    159 

Maine   5    Utah    9 

Maryland 24   Virginia   31 

Massachusetts 25   Washington 19 

Michigan    42    West    Virginia 33 

Minnesota    5    Wisconsin    16 

Mississippi 15   Wyoming   7 

Missouri 31  ■ 

Total 1,605 

These  1.605  facilities  represent  approximately  14  percent  of  the 
estimated  11.425  operating  chemical  facilities  in  the  country.7  although 
they  do  not  totally  reflect  the  distribution  of  different  types  of  chemi- 
cal manufacturing  within  the  industry. 

As  shown  in  Table  II.  manufacturers  of  plastic  materials  and 
synthetics  are  the  most  over-represented  of  all  chemical  concerns  in 
the  study  population,  compared  with  the  industry  as  a  whole,  fol- 
lowed by  inorganic  chemical  manufacturers.  Paint  and  allied  products 
manufacturing  facilities  are  under-represented  in  the  study  popula- 
tion. Any  generalizations  from  the  study  population  to  the  chemical 
industry  as  a  whole  should  be  made  with  this  in  mind. 

Table  II. — Type  of  facilities  as  a  percentage  of  the  entire  chemical 
industry  and  of  the  participating  study  population* 

t™~  ~*  ,„„„u  Percentage  of  the 

±ype  or  facility  Chemical  industry  Study  population 

Inorganic  chemicals 9  28 

Plastic  materials  and  synthetics 4  22 

Paints  and  allied  products 14  2 

Organic  chemicals 7  16 

Agricultural  products 11  14 

♦Based  on  select  standard  industrial  classification  codes. 

The  1.605  facilities  participating  in  the  study  reflect  the  growth 
and  development  of  the  chemical  industry  over  the  years,  with  some 
facilities  opening  as  early  as  the  late  1800's,  but  with  the  majority 
opening  in  the  1950's  and  later.  The  graph  below  depicts  the  years 
facilities  opened,  demonstrating  the  major  growth  of  the  chemical 
industry  after  World  War  II  and  into  the  1960's.  with  a  decline  in 
new  starts  in  the  1970?s. 


7  Based  on  U.S.  Department  of  Commerce,  Bureau  of  the  Census.  Census  of  Manufactur- 
ers, 1972,  Vol.  II. 
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Graph:  Years  Facilities 
Participating  in  the  Study  Opened 


Number  of 
Facil ities 


Year 

Opened      1900        1910        1920 


1930 


1940        1950 


1960 


1970 


1979 


Pre  ■ 

1900 

53 

1900- 

■1909 

40 

1910- 

1919 

86 

1920- 

-1929 

117 

1930- 

1939 

82 

1940 

-1949 

243 

1950 

-1959 

330 

1960- 

-1969 

412 

1970 

-1979 

242 

1,605 


B.    WASTE    GENERATION    AND   DISPOSAL    IN    19  78 

The  1,605  facilities  participating  in  the  study  were  asked  to  report 
the  total  amount  of  process  wastes  (wastes  resulting  directly  from 
chemical  production  processes,  excluding  those  recycled  or  reprocessed 
on-site  or  discharge  waters  covered  under  XPDES  permits)  generated 
in  1978.  The  facilities  reported  generating  a  total  of  approximately 
66  million  tons  of  chemical  process  waste  for  disposal.  Table  III  shows 
the  amount  of  process  waste  generated  by  participating  facilities  by 
state. 
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Table  III. — Amount  of  waste  generated  in  1978  reported  by  facil- 
ities participating  in  the  study  by  state 


State 
Alabama  __. 

Alaska 

Arizona 

Arkansas  __ 
California  _ 

Colorado 

Connecticut 
Delaware  _. 


Florida *215, 

Georgia 2 

Hawaii 

Idaho  

Illinois 

Indiana 

Iowa 

Kansas 

Kentucky 

Louisiana 

Maine 

Maryland 

Massachusetts 

Michigan 

Minnesota  

Mississippi    

Missouri 

Montana 


[Figures  in  hundreds  of  tons] 

Amount  State  Amount 

5, 174.  4   Nebraska 16. 1 

24.0     Nevada 4,351.0 

0.4    New   Hampshire 631.0 

201.  2    New   Jersey 4,  823.  7 

4,929.4    New  Mexico *56,  066.  0 

902.7  New  York 8,015.1 

200.0    North  Carolina 4,367.3 

1,702.6    Ohio   16,596.2 

654.8  Oklahoma 8,418.8 

143.9  Oregon 36.7 

7.  0    Pennsylvania   17,  017.  6 

655.0    Puerto  Rico 687.6 

192.  0   Rhode  Island 0.  4 

641.0  South  Carolina 1,009.7 

014.1  South   Dakota 3.0 

473.5    Tennessee   20,898.8 

513.8  Texas 39,333.5 

081.2  Utah 7,506.6 

49.6    Virginia 1,073.5 

675.  4    Washington 218.  8 

133.0    West  Virginia 2,467.7 

814.9  Wisconsin 250.7 

121.3  Wyoming *84,  905.  5 

807.  9  Total  (or  approx.  66  million 

394.0           tons) 658,984.7 

782.3 


26, 

18, 
7, 
1, 

2, 
•80, 

1, 
2, 
4, 


2, 


♦Reflects  generation  of  large  amounts  of  wastes  such  as  phosphate  slag,  gypsum  stacks, 
certain  mining  wastes,  etc. 

Although  these  1,605  facilities  represent  only  about  14  percent  of  all 
chemical  plants  in  the  country,  they  undoubtedly  account  for  well 
over  14  percent  of  all  process  waste  generated  annually  by  the  chemi- 
cal industry  since  they  belong  to  the  largest  chemical  companies.  How- 
ever, absent  specific  information  on  production  by  the  chemical  in- 
dustry as  a  whole,  it  is  not  possible  to  determine  what  proportion  of 
all  chemical  process  wastes  generated  annually  these  66  million  tons 
represent.  Similarly,  not  knowing  the  specific  chemical  components 
of  these  wastes,  it  is  not  possible  to  determine  what  proportion  of  these 
wastes  could  be  regarded  as  "hazardous"  by  any  definition  of  the 
term. 


52-419    0 


79 
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Table  IV  shows  the  variety  of  methods  by  which  the  wastes  gen- 
erated in  107^  by  the  participating  companies  were  disposed.  Twenty- 
nine  percent  of  the  wastes  were  placed  in  landfills,  pits,  ponds,  and 
lagoons.  An  additional  10  percent  were  disposed  of  in  deep  wells. 
While  much  of  these  wastes  may  not  pose  environmental  or  health 
hazards,  the  Subcommittee  is  concerned  that  for  those  that  do.  the 
ground  may  not  be  the  optimal  resting  place.  Incineration,  which  is 
probablv  the  safest  and  most  effective  disposal  technology  available 
today,  though  expensive  by  comparison  with  other  methods,  was  used 
for  only  two  percent  of  the  wastes. 

TABLE  IV.— METHODS  OF  DISPOSAL  FOR  PROCESS  WASTES  GENERATED  IN  1978 
|Amounts  in  thousands  of  tons] 

Percentage  of 

reporting  faci!-  Amount  of  waste  Percentage  of 

ities  using  disposed  of  in  wastes  disposed 

Method                                                                             this  method'  this  manner'*  of  in  this  manner 

Landfil 

Pits,  ponds,  and  lagoons 

s 

Stacks  piles  (notably  gypsum) 

I  nci  neration 

Reprocessing  and  recylcing  (oftsite) 

Evaporation 

Other  methods'" 

Total 143  M  SI  100 

•Column  sums  to  more  than  100  percent  owing  to  the  use  of  more  than  one  method  by  many  facilities. 
"Column  does  not  sum  to  66  million  tons,  as  disposal  methods  for  all  wastes  were  not  provided. 
'"Includes  storage,  disposal  in  navigable  waters,  treatment  land  farming,  and  open  pit  burning. 

C.    THE    SITE> 

The   Subcommittee  received  information  on  approximately 
disposal  sites.5  These  sites  are  located  throughout  the  country,  as  indi- 
cated in  Table  V. 


63 

7,658 

12 

23 

11.148 

17 

7 

6,325 

10 

1 

22.889 

35 

19 

1,112 

2 

12 

679 

1 

3 

8.290 

13 

15 

6,219 

10 

..:^  number  is  treated  as  approximate  since  certain   sites  may  have  been  identified 
by  more  than  one  facility  in  a   manner  undiscernible   to   the   SubcommiTtp^.   The   initial 
information  gathered  included  5.114  data  sets.  Through  analysis  of  names  and  adrir 
it  became  apparent  these  data  -  ted  3,383  different  sites.  Because  some  dupli- 

cation   may   not    have    been    determined,    this    number   is    beinz    treated    as    approximate 
rather  than  specific. 
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As  shown  in  Table  VI,  31  percent  of  these  sites  are  located  on  the 
immediate  property  of  one  of  the  1,605  participating  facilities  and. 
with  few  exceptions,  were  used  only  by  that  facility  or  other  facili- 
ties owned  by  the  company.  The  remainder,  or  69  percent,  are  off-site. 
Thirty-four  percent  of  all  sites  were  owned  by  one  of  the  participating 
companies  at  the  time  of  disposal.  An  additional  48  percent  were 
owned  by  private  concerns  other  than  participating  companies,  usually 
a  disposal  company  or  disposal  contractor.  Sixteen  percent  were  pub- 
licly-owned sites,  typically  municipal  dumps. 

Table  VI. — Descriptive  information  on  the  3383  sites 

Location:  Percent 

Onsite  31 

Offsite 60 

Ownership : 

Owned  by  a  company  participating  in  the  survey 34 

Owned  by  a  private  concern,  not  one  of  the  companies 48 

Publicly-owned  16 

Unknown  ownership 2 

Current  status : 

Closed 32 

Open   58 

Unknown  if  open  or  closed 9 

Users  of  site : 

Only  facility  reporting  on  site 28 

Facility  reporting  on  site  and  other  company  facilities 3 

Company  facilities  and  others 52 

Unknown  who  users  are 16 

Some  of  the  sites  were  used  as  early  as  1904  for  disposal,  with  10 
percent  being  used  before  1950.  The  majority,  however,  were  used  for 
about  a  decade,  generally  from  1970  to  date.  Over  half  the  sites  were 
used  for  disposal  in  1979,  although  one-third  have  not  been  used  by 
any  participating  facility  since  1976,  the  year  RCRA  was  enacted 
into  law. 

A  total  of  762  million  tons  of  process  waste  were  disposed  of  at 
these  3,383  sites.  About  59  percent  (1,999)  of  the  sites  utilized  only 
one  disposal  method.  As  shown  in  Table  VII,  of  the  1,999  sites  using 
only  one  disposal  method,  65  percent  used  some  form  of  landfill — 
primarily  a  landfill  with  mixed  industrial  wastes.  As  the  table  indi- 
cates, the  use  of  other  disposal  methods — such  as  pits,  ponds,  and 
lagoons  or  incineration — occurs  more  frequently  at  sites  utilizing  a 
variety  of  disposal  techniques.  However,  when  considering  the  amount 
of  waste  disposed  of  by  different  methods,  it  is  apparent  that  while 
dumps,  pits  and  the  like  are  more  frequently  used,  relatively  small 
quantities  of  waste  are  disposed  by  these  methods. 
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TABLE  VII.— PERCENT  OF  ALL  SITES  (3,383)  USING  DIFFERENT  DISPOSAL  METHODS— PERCENT  OF  SITES  (1,999  ) 

USING  ONE  DISPOSAL  METHOD 


Method  of  disposal 


Percent  of  all  sites  Percent  of  sites 

(3,383)  using  differ-        (1,999)  using  one 

ent  disposal  methods*  disposal  method 


Landfill  mono  industrial  waste 

Landfill  mixed  industrial  waste 

Landfill  drummed  waste 

Landfill  munici  pal  refuse  codisposed. 

Pits/ponds/lagoons 

Deep  well.. 

Stacks/piles  (notably  gypsum) 

Land  farming. 

Incineration 

Treatment- - 

Reprocessing 

Other.  


19 

»  14 

45 

UO 

26 

120 

26 

130 

28 

11 

5 

2 

1 

1 

6 

1 

22 

8 

16 

2 

15 

6 

9 

4 

♦Note:  Numbers  add  to  more  than  100  percent  due  to  use  of  two  or  more  methods  at  many  sites. 
•  65  percent  using  any  kind  of  landfill. 

Percent  distribution  of  waste  disposed  by  different  methods  at  sites 
using  one  method  of  disposal  only 

Landfills    12 

Pits/ponds/lagoons   25 

Deep    well 2 

Stacks/piles    (notably  gypsum) 25 

Land  farming Trace 

Incineration    1 

Treatment Trace 

Reprocessing/recycling    Trace 

Other    (including  evaporation,  open  pit  burning,  disposal  in  navigable 
waters)     35 

Table  VIII  shows  the  percentage  of  sites  containing  any  one  of  a 
number  of  different  chemical  components  in  the  waste  received.  The 
actual  amount  of  any  component  present  in  the  waste  is  unknown, 
thus  these  data  should  not  be  used  to  determine  whether  the  wastes 
could  pose  any  hazard.  Such  an  assessment  would  additionally  have 
to  take  into  account  the  combination  of  chemical  components  present 
in  the  waste,  the  specific  disposal  methods  used  for  such  waste,  and 
the  types  of  monitoring  or  control  used  for  these  methods.  However, 
the  table  does  show  that  75  percent  of  the  sites  received  wastes  which 
contained  some  form  of  organics.  often  a  troublesome  waste,  and  small 
but  important  numbers  of  sites  received  any  one  of  a  number  of  chemi- 
cal components  known  to  be  problematical. 
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TABLE  VIII. 


-PERCENTDI^STRIBUTION  OF  CHEMICAL  COMPONENTS  AT  ALL  SITES  AND  NUMBER  OF  SITES  WITH 
COMPONENT  KNOWN  TO  BE  OPEN  AND  NUMBER  KNOWN  TO  BE  CLOSED 


Chemical  components 


Percent  of  all 

sites  with 

component 


Number 
open 


Number 
closed 


Acid  solutions,  with  pH<3 23 

Pickling  liquor __~~~ 

Metal  plating  waste 

Circuit  ethines.. '."'.'.'.""'.'.'.'.'."'.'" 

Inorganic  acid  manufacture " 8 

Organic  acid  manufacture 6 

Based  solutions,  with  pH>12 ~~~  18 

Caustic  soda  manufacture -----  ^ 

Nylon  and  similar  polymer  generation "'.'.'.'.'.'."  1 

Scrubber  residual "  5 

Heavy  metals  and  trace  metals  (bonded  organically  and  inorganically).^^  49 

Arsenic,  selenium,  antimony. .  19 

Mercury ..'..V.V.V.  11 

Iron,  manganese,  magnesium 26 

Zinc,  cadmium,  copper,  chromium  (trivalent) 34 

Chromium  (hexavalent) 15 

Lead 19 

Radioactive  residues,  >50  pico  curies/gram 3 

Uranium  residuals  and  residuais  for  UF«  recycling 

Lathanide  series  elements  and  rare  earth  salts 

Phosphate  slag „ 

Thorium 

Radium 

Other  alpha,  beta  and  gamma  emitters .  1 

Organics 75 

Insecticides  and  intermediates 9 

Herbicides  and  intermediates 7 

Fungicides  and  intermediates 11 

Rodenticides  and  intermediates 1 

Halogenated  aliphatics 15 

Halogenated  aromatics 13 

Acrylates  and  latex  emulsions 16 

PCB/PBB's 3 

Amides,  amines,  imides 22 

Plastizers 16 

Resins 35 

Elastomers 11 

Solvents  polar  (except  water) 20 

Carbontetoachloride 6 

Trichloroethylene 7 

Other  solvents  nonpolar 24 

Solvents  halogenated  aliphatic 13 

Solvents  halogenated  aromatic 9 

Oils  and  oil  sludges 33 

Esters  and  ethers 21 

Alcohols 21 

Ketones  and  aldehydes 21 

Dioxins 2 

Inorganics 57 

Salts 51 

Mercaptans 6 

Miscellaneous 47 

Pharmaceutical  wastes 2 

Paints  and  pigments 19 

Catalysts  (eg.  vanadium,  platinum,  palladium) 11 

Asbestos 14 

Shock  sensitive  wastes  (eg.  nitrated  toluenes) 

Air  water  reactive  wastes  (eg.  Pi,  aluminum  chloride) 5 

Wastes  with  flash  point  below  100«  F 20 


527 

153 

20 

4 

14 

1 

8 

0 

199 

66 

171 

28 

439 

140 

80 

23 

27 

8 

160 

33 

128 

430 

429 

155 

255 

98 

852 

298 

804 

277 

387 

98 

458 

153 

62 

17 

11 

0 

11 

4 

13 

4 

12 

5 

9 

4 

29 

6 

1667 

633 

233 

62 

171 

52 

257 

103 

32 

7 

378 

99 

303 

91 

378 

HI 

70 

16 

545 

146 

407 

104 

818 

272 

273 

85 

500 

113 

162 

31 

186 

49 

593 

154 

315 

83 

219 

52 

794 

263 

498 

152 

645 

194 

527 

130 

42 

10 

1265 

512 

1145 

455 

162 

34 

1081 

379 

56 

13 

442 

145 

295 

62 

335 

100 

57 

15 

132 

38 

492 

114 

D.  NUMBER  OF  DISPOSAL  SITES  USED  BY  FACILITY 

The  1,605  facilities  were  asked  to  identity  all  sites,  including  their 
own  property,  used  since  1950  for  disposal  of  their  chemical  process 
wastes.  The  facilities  identified  an  average  of  three  or  four  sites  each. 
Approximately  20  percent  of  the  facilities  mentioned  six  or  more 
sites,  with  80  facilities  identifying  10  or  more  sites.  Eleven  percent 
of  the  facilities  indicated  they  knew  of  no  sites  where  wastes  had  been 
disposed,  suggesting  that  all  of  their  wastes  since  1950,  if  they  had 
any.  went  to  unknown  locations. 
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The  number  of  sites  identified  varied,  depending  upon  the  year  a 
facility  opened  and  how  far  back  in  company  records  or  employees' 
recollection  facilities  went  in  gathering  survey  information.  As  would 
be  expected,  the  older  facilities  with  records  dating  back  to  the  1950's 
and  facilities  which  relied  on  employee  recall  back  through  the  1950's 
and  earlier  identified  larger  numbers  of  disposal  sites.  The  amount  of 
waste  generated  by  a  facility  was  not,  however,  related  to  the  number 
of  disposal  sites  utilized. 

E.  CLOSED  SITES 

Of  the  3,383  sites  identified  in  the  survey,  1,099  (32  percent)  were 
reported  as  closed  for  disposal  of  wastes.  Some  closed  as  early  as  the 
1940's;  others  as  recently  as  1979.  Twenty-six  percent  closed  since 
1976,  the  year  RCRA  became  law.  It  is  not  known  whether  an  addi- 
tional 319  sites  (9  percent)  are  still  open  or  have  closed.  None  of  these 
closed  sites  will  be  regulated  or  monitored  under  EPA's  hazardous 
waste  program. 

The  study  disclosed  that  over  100  million  tons  of  waste  (13  percent 
of  the  762  million  tons  generated  by  the  1,605  facilities  since  1950, 
or  earlier)  were  disposed  of  at  the  1.099  closed  sites.  While  disposal 
methods  at  these  closed  sites  vary,  the  primary  method  is  landfills 
(used  at  69  percent  of  the  sites)  followed  by  pits,  ponds,  and  lagoons, 
as  shown  in  Table  IX.  This  indicates  that  a  substantial  amount  of 
potentially  hazardous  waste  is  lying  in  landfills,  pits,  ponds,  and 
lagoons  and  will  not  be  covered  by  EPA's  hazardous  waste  program. 

TABLE  IX— DISPOSAL  METHODS  USED  AT  OPEN  AND  CLOSED  SITES,  LOCATION  OF  OPEN  AND  CLOSED  SITES, 
OWNERSHIP  OF  OPEN  AND  CLOSED  SITES 


Current  status  for  all  sites 

•  (3, 383) 

Current  status  for  sites  using  only  one 
method 

Method 

Percent 
open  (1965) 

Percent 
closed 
(1099) 

Unknown  if 

percent  open  or 

closed(319) 

Percent 
open 

Percent    Percent  unknown 
closed    if  open  or  closed 

Landfills 

Pits/ponds/lagoons 

Deep  well 

70 

31 

7 

69 

26 
2 
3 

17 
8 
6 

10 

32 
7 
2 
0 

10 
3 
9 
4 

70 
15 

1 

4 

1 

7 

65                          59 
10                           5 
2                           1 

Land  farming 

8 

1                           0 

Incineration 

Treatment 

Reprocessing 

Other 

25 

21 

20 

11 

9                          12 
2                             1 
8                           11 
4                            9 

•  Note:  Column  percents  for  methods  will  add  to  more  than  100  percent  owing  to  many  sites  using  2  or  more  methods. 

[In  percent] 

Open 

Unknown  if 
Closed    open  or  closed 

Location: 

Onsite 31 

42                      98 

Offsite 69 

58                        2 

Ownership: 

Company  owned. 34 

45                         7 

Private,  not  company  owned 50 

37                       79 

Publicly  owned 15 

18                       14 
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Forty-five  percent  of  the  closed  sites  were  owned  by  one  of  the 
participating  companies  at  the  time  of  disposal:  42  percent  were  on 
company  property.  Thirty-seven  percent  of  the  closed  sites  were 
owned  by  a  private  concern  other  than  one  of  the  participating  com- 
panies, and  18  percent  were  on  publicly-owned  land.  It  is  not  known 
what  percent  of  these  sites  would  currently  be  classified  as  "aban- 
doned" (that  is,  sites  with  no  identifiable  owner  with  the  resources 
necessary  to  monitor  or  clean  up  the  site  should  it  pose  imminent 
health  hazards).  However,  judging  from  the  names  and  descriptions 
of  the  sites  alone,  it  is  believed  that  a  substantial  proportion  could  be 
classified  as  "abandoned"  or  "orphaned."  without  an  easily  identifi- 
able responsible  party.  These  sites  include,  for  example,  tennis  courts, 
a  yacht  club,  parking  lots  (including  two  church  parking  lots),  a 
cemetery,  a  raceway,  botanical  gardens,  nurseries,  an  abandoned  silo, 
an  abandoned  oil  well,  and  an  abandoned  landfill.  Indeed,  over  80 
closed  sites  were  identified  as  private  farms  or  residences,  some  with 
identifying  information  as  minimal  as  "pastures  (various)"  and  "nu- 
merous small  farms  and  gardens." 

The  number  of  closed  and  potentially  abandoned  sites  raises  con- 
cerns, since  these  sites — as  well  as  any  others  which  will  close  prior 
to  promulgation  of  EPA's  hazardous  waste  regulations — will  not  be 
covered  under  the  RCRA  program.  While  the  actual  amount  of  any 
of  the  chemical  components  present  in  the  waste  disposed  of  at  these 
closed  sites  (as  shown  in  Table  VIII)  is  unknown,  the  presence  of 
some  of  these  components  merits  further  attention. 

F.    ON-SITE   DISPOSAL 

Seventy-eight  percent  of  the  facilities  reported  that  either  company 
haulers  or  outside  contractors  were  used  to  remove  at  least  some  of 
the  chemical  process  wastes  from  facility  propertv  to  other  locations 
since  1950.  Indeed,  of  all  the  locations  identified  as  waste  disposal 
sites,  69  percent  were  off-site. 

Despite  the  large  number  of  facilities  using  haulers  to  remove 
wastes  from  the  facility  location  and  the  large  number  of  off-site 
locations  used  for  disposal,  the  vast  majority — some  94  percent — of 
wastes  generated  by  these  facilities  since  1950  remained  on  site.  With 
the  advent  of  RCRA  and  the  publication  in  December.  1978,  of  EPA's 
proposed  hazardous  waste  regulations,  it  has  been  suggested  that 
many  of  the  on-site  disposal  locations  will  not  qualify  for  permitted 
disposal  without  costlv  modifications.  This  particularly  applies  to  pits. 
ponds,  and  lagoons  which,  as  shown  on  Table  X,  are  a  disposal  method 
more  frequently  found  on-site.  Some  companies  may  be  deterred  by 


For  all  sites* 

(3,383) 

For  sites  using  only  1  disposal 
method  (1,999) 

Percent 
onsite 

Percent 
offsite 

Percent                Percent 
onsite                   offsite 

57 
55 
4 
9 
27 
16 
15 
15 

68 
14 
4 
3 
16 
13 
13 
6 

38                      74 

37                        3 

2                        1 

1  1 
8                        8 

2 

2  7 
12                         4 
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the  added  expense  to  qualify  for  on-site  disposal  and  will  thus  be 
sending  quantities  of  waste,  currently  disposed  of  on-site,  to  off -site 
locations.  But  with  a  paucity  of  off-site  locations  that  will  be  eligible 
for  permitted  hazardous  waste  disposal,  the  question  must  be  raised, 
"where  will  this  waste  go?"  The  Subcommittee  believes  it  will  be 
extremely  important  for  EPA  and  the  states  to  monitor  on-site  dis- 
posal practices,  once  KCRA  rules  are  promulgated. 

TABLE  X.-PERCENT  OF  SITES   USING  DIFFERENT  DISPOSAL  METHODS  BY  LOCATION  FOR  ALL  SITES  AND  FOR 
SITES  USING  ONLY  ONE  DISPOSAL  METHOD 


Method 

Landfills 

Pits/ponds/lagoons 

Deep  well 

Land  farming 

Incineration 

Treatment 

Reprocessing 

Other 

*  Note:  Number  will  add  to  more  than  100  percent  owing  to  the  use  of  two  or  more  disposal  methods  at  many  sites. 


G.    WASTES   GOING   TO    UNKNOWN   LOCATIONS 

Of  the  1,605  facilities,  37  percent  indicated  they  did  not  know  the 
disposal  site  locations  of  all  process  waste  hauled  from  their  facilities 
since  1950,  or  earlier.  These  593  facilities  provided  information  on 
approximately  960  haulers  or  hauling  companies  who  had  removed 
wastes  and  taken  them  to  unknown  places. 

Facilities  indicated  they  began  using  these  haulers  as  early  as  the 
1920's  and,  in  some  instances,  were  still  using  them  in  1979.  In  general, 
however,  haulers  named  were  used  during  the  period  1968  to  1975. 

The  960  haulers  removed  approximately  4.8  million  tons  of  waste 
from  the  facilities.  Even  though  it  is  not  possible  to  determine  what 
proportion  of  this  waste  may  be  harmful,  the  amount  alone,  particu- 
larly in  light  of  the  chemical  components  of  the  waste  (as  shown  in 
Table  XI),  makes  it  essential  to  determine  where  these  wastes  were 
taken  and  the  manner  in  which  they  were  disposed.  Of  course,  the 
generator's  lack  of  knowledge  with  respect  to  ultimate  disposal  does 
not  prove  in  any  way  improper  disposal ;  the  materials  may  very  well 
have  been  disposed  of  in  a  proper  manner. 
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Table  XI. — Chemical  components  of  waste  hauled  to  unknown  locations 

Percent 
of  haulers 
taking 
watte  to 
unknown 
location 
with  com- 
ponent 
present 
in  waste 

Acid  solutions,  with  pH<3 12 

Pickling  liquor 1 

Metal  plating  waste 

Circuit  etchings 0 

Inorganic  acid  manufacture 5 

Organic  acid  manufacture 3 

Base  solutions,  with  pH  >  1 2 15 

Caustic  soda  manufacture 2 

Nylon  and  similar  polymer  generation 1 

Scrubber  residual 5 

Heavy  metals  and  trace  metals  (bonded  organically  and  inorganically) 33 

Arsenic,  selenium,  antimony 11 

Mercury 6 

Iron,  manganese,  magnesium 28 

Zinc,  cadmium,  copper,  chromium  (trivalent) 2G 

Chromium  (hexavalent) 12 

Lead 1C> 

Radioactive  residues,  >  50  pico  curies/gram 

Uranium  residuals  and  residuals  for  UF6  recycling 

Lathanide  series  elements  and  rare  earth  salts 

Phosphate  slag 0 

Thorium 

Radium 

Other  alpha,  beta  and  gamma  emitters 

Organics 60 

Insecticides  and  intermediates 3 

Herbicides  and  intermediates 3 

Fungicides  and  intermediates 7 

Rodenticides  and  intermediates 

Halogenated  aliphatics 11 

Halogenated  aromatics 9 

Acrylates  and  latex  emulsions 15 

PCB/PBB's 1 

Amides,  amines,  imides 20 

Plastizers 15 

Resins 31 

Elastomers 12 

Solvents  polar  (except  water) 20 

Carbontetrachloride 

Trichloroethylene 4 

Other  solvents  nonpolar 23 

Solvents  halogenated  aliphatic 11 

Solvents  halogenated  aromatic 6 

Oils  and  oil  sludges 40 

Esters  and  ethers 

Alcohols 27 

Ketones  and  aldehydes 21 

Dioxins t  1 

Inorganics 39 

Salts 36 

Mercaptans 2 

Miscellaneous 32 

Pharmaceutical  wastes 2 

Paints  and  pigments 19 

Catalysts  (e.g.  vanadium,  platinum,  palladium) 4 

Asbestos () 

Shock  sensitive  wastes  (e.g.  nitrated  toluenes) 1 

Air  water  reactive  wastes  (e.g.  P,,  aluminum  chloride) 2 

Wastes  with  flash  pt.  below  100°  F 17 
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V.   RELEASE   OF   SPECIFIC  DISPOSAL  SITE   INFORMATION 

The  Subcommittee  believes  it  is  in  the  public  interest  to  recommend 
further  investigation,  where  warranted,  into  those  disposal  sites  iden- 
tified in  the  survey.  While  useful  for  legislative  purposes,  the  data 
gathered  are  not  sufficient  at  this  time  for  determining  with  certainty 
which,  if  any,  of  these  sites  may  pose  threats  to  public  health  or  the 
environment.  In  order  to  make  such  judgments,  additional  informa- 
tion should  be  gathered,  particularly  for  those  sites  which  are  closed 
and  on  private  lands  and  will  not  be  covered  by  RCRA  regulations. 
Therefore,  the  identity  and  location  of  the  3.383  waste  disposal  sites 
(actually.  3,379  since  the  participating  facilities  furnished  no  descrip- 
tive data  on  four  of  the  sites),  together  with  descriptive  data  on  each 
site,  are  set  forth  in  Appendix  E  for  investigation  by  appropriate 
governmental  authorities. 


APPENDIX  A 
Methodology 

The  Subcommittee  chose  to  identify  sites  by  going  directly  to  in- 
dustrial concerns  and  asking  them  to  provide  information  on  all  sites 
they  had  used  for  waste  disposal.  The  Subcommittee  decided  to  con- 
centrate, initially,  on  the  chemical  industry  in  its  search  for  disposal 
sites  across  the  country  since  that  industry  produces  some  of  the  most 
toxic  hazardous  wastes.  By  focusing  on  the  chemical  industry,  the 
Subcommittee's  intention  was  not  to  suggest  that  this  industry  is  sole- 
ly or  even  primarily  responsible  for  problems  associated  with  the  dis- 
posal of  waste  materials;  rather,  by  virtue  of  the  nature  of  its  wastes, 
the  chemical  industry  appeared  to  be  a  reasonable  place  to  begin  what 
ultimately  should  become  a  comprehensive  national  inventory. 

Rather  than  survey  a  random  sample  of  the  entire  chemical  industry, 
the  Subcommittee  determined  that  it  would  be  more  effective  to  study 
the  chemical  plants  of  the  largest  domestic  chemical  companies.  By 
going  back  to  1950.  information  was  also  received  about  the  disposal 
practices  of  many  small  companies  as  well — companies  which  were  ac- 
quired by  the  giants  in  the  interim.  Using  the  1976  Kline  ^  Guide 
to  the  chemical  industry  and  the  American  Chemical  Society's  1977 
listing  of  the  top  50  chemical  companies.  53  domestic  companies  were 
identified  as  the  largest  in  terms  of  sales.  Each  was  invited  to  par- 
ticipate in  the  survey,  and  each  voluntarily  cooperated  100  percent 
with  the  Subcommittee. 

As  explained  to  these  companies  at  a  private  briefing  and  in  written 
instructions,  each  company  was  to  collect  specific  waste  disposal  in- 
formation from  each  of  its  own  chemical  plants  and  those  of  its 
subsidiaries  and  affiliates.  The  Directory  of  Chemical  Producers,  is- 
sued by  the  Stanford  Research  Institute,  was  used  as  a  guide  for  deter- 
mining which  types  of  facilities  the  Subcommittee  expected  to  be 
included  in  the  survey.  A  total  of  1.605  chemical  facilities,  owned  or 
operated  by  the  53  chemical  companies,  provided  information  on  their 
waste  disposal  practices  to  the  Subcommittee  via  their  corporate 
headquarters. 

Standardized  questionnaire  forms  were  provided  to  companies  for 
recording  the  requested  information.  These  forms,  and  related  in- 
structions and  definitions,  were  devised  by  the  Subcommittee  with 
assistance  from  the  Library  of  Congress  Congressional  Research  Serv- 
ice, the  House  Information  Svstems  Service,  and  representatives  from 
the  chemical  industry  and  EPA.  Companies  were  given  60  days  to 
collect  the  requested  information  from  their  chemical  facilities  and 
return  it  to  the  Subcommittee.  With  minor  exceptions,  all  informa- 
tion was  returned  by  the  specified  date. 

The  completed  survey  forms  were  put  through  a  multi-stage  editing 
process  as  data  were  readied  for  analvsis  in  order  to  minimize  respond- 
ent and  data  handling  errors.  Analysis  of  the  data  included  exploration 
of  a  variety  of  questions  both  about  the  disposal  sites  themselves  and 
the  participating  companies  and  facilities. 

The  survey  results  reported  herein  are  based  on  the  initial  submis- 
sions of  information  by  the  companies.  The  corrected  or  supplemental 
data  furnished  by  the  companies  after  the  closing  date  of  the  survey 
were  not  included  in  the  survey  results  because  of  logistical  reasons. 
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The  53  Participating  Companies 


Air  Products 

Allied  Chemical 

American  Cyanamid 

Ashland  Oil 

Atlantic  Richfield 

Borden 

Borg-  Warner 

Celanese 

CF  Industries 

Chevron 

Cities  Service 

Diamond  Shamrock 

Dow  Chemical 

Dow  Corning 

DuPont 

Eastman-Kodak 

Esmark 

Ethyl 

Exxon 

Farmland  Industries 

FMO  Corporation 

General  Electric 

B.  F.  Goodrich 

Goodyear 

W.  R.  Grace 

Gulf  Oil 

Hercules 


IMC  Corporation 

Kerr-McGee 

Koppers 

Lubrizol 

Mobil 

Monsanto 

Xalco 

Xational  Distillers 

XL  Industries 

Occidental  Petroleum 

Olin  Corporation 

Pennwalt 

Pfizer 

Phillips  Petroleum 

PPG  Industries 

Reichhold  Chemical 

Rohm  and  Haas 

Shell  Oil 

Standard  Oil  (Ind.) 

Stauffer 

Tenneco 

Texaco 

Union  Carbide 

Union  Oil  (Cal.) 

U.S.  Steel 

Williams  Companies 
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(Identical  letter  sent  to  the  53  participating  companies.) 

Congress  of  the  United  States, 

House  of  Representatives, 

Subcommittee  on  Oversight  and  Investigations  of  the 

Committee  on  Interstate  and  Foreign  Commerce, 

Washington,  B.C.,  April  18, 1979. 

Dear  Mr. . :  The  Subcommittee  on  Oversight  and  In- 
vestigations, under  Eules  X  and  XI  of  the  House  of  Representatives, 
is  conducting  an  investigation  into  problems  associated  with  the  dis- 
posal of  industrial  waste  materials.  The  Subcommittee's  inquiry  will 
include  an  examination  of  the  performance  of  the  Environmental 
Protection  Agency,  in  implementing  the  Resource  Conservation  and 
Recovery  Act  of  1976,  and  a  determination  of  whether  additional 
legislation  is  needed  to  address  these  problems. 

The  Subcommittee's  investigation  has  disclosed  that  some  disposal 
practices  of  the  past,  which  appear  to  be  questionable  in  the  light  of 
present  day  knowledge,  have  raised  increasing  concerns  among  cer- 
tain sectors  of  the  public,  industry  and  government.  The  potential 
for  adverse  health  and  environmental  effects  from  these  practices  are 
most  acute  where  dump  sites  are  abandoned  or  inactive,  and  their 
locations  are  unknown  to  responsible  authorities. 

In  an  attempt  to  begin  to  identify  such  sites,  the  Subcommittee  is 
requesting  each  of  the  50  largest  domestic  chemical  companies  to  con- 
tact all  of  their  plants  or  facilities,  and  those  of  their  subsidiaries  and 
affiliates,  to  gather  data  on  dump  sites  and  on  industrial  waste  dis- 
posal practices  since  1950,  and  to  report  such  data  on  the  enclosed 
questionnaire  forms.  This  effort  is  not  to  suggest  that  the  chemical 
industry  is  solely  responsible  for  the  situation  that  exists,  but  the  very 
nature  of  your  industry  is  such  that  large  quantities  of  potentially 
dangerous  wastes  are  generated.  Additionally,  this  is  only  the  first 
step  of  an  effort  to  conduct  a  comprehensive  national  survey. 

I  recognize  that  going  back  thirty  years  in  company  records  will 
be  a  difficult  and,  in  some  instances,  impossible  task,  merely  because 
complete  records  may  not  exist.  But  where  there  are  no  records,  I 
hope  you  will  attempt,  as  thoroughly  as  possible,  through  interviews 
of  long-time  employees,  to  pinpoint  former  dump  sites. 

Moreover,  I  would  ask  that  you  not  necessarily  limit  your  search 
to  the  period  since  1950.  The  chemical  industry  was  a  vital  part  of 
our  war  effort  and  it  is  conceivable,  even  understandable,  that  during 
that  time  of  national  emergency  dumping  of  dangerous  waste  mate- 
rials occurred  in  a  manner  most  expeditious  for  the  moment. 
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Our  objective  is  not  to  assess  blame  or  give  undue  publicity  regard- 
ing the  disposal  practices  of  this  industry  or  any  of  its  component 
companies:  rather  we  are  soliciting  your  cooperation  and  assistance 
in  obtaining  as  complete  information  as  possible  in  a  narrowly  defined 
area.  While  our  primary  focus  is  on  identifying  abandoned  and  in- 
active sites,  which  may  or  may  not  be  dangerous,  we  are  requesting 
information  about  the  overall  disposal  practices  of  each  of  the  sur- 
veyed companies  to  better  understand  and  deal  with  the  problem. 

The  questionnaire  has  been  designed  to  achieve  the  objective  of  the 
survey  and  yet  minimize  the  burden  on  your  company  and  avoid 
proprietary  information  as  much  as  possible.  With  respect  to  the  data 
you  provide,  you  may  be  assured  that  the  Subcommittee  and  its  staff 
will  treat  the  data  with  the  same  high  degree  of  care  and  control  ac- 
corded all  investigative  materials  containing  sensitive  data.  Unau- 
thorized disclosures  will  not  be  made.  At  the  same  time,  you  should  be 
aware  that  the  Subcommittee  may  always  authorize  disclosure  of  in- 
formation it  deems  to  be  in  the  public  interest,  consistent  with  our 
valid  legislative  purposes,  and  which  is  relevant  to  our  investigation. 

The  survey  forms  (Forms  A,  B,  C,  and  D),  together  with  instruc- 
tions, are  enclosed.  In  addition,  the  Subcommittee  staff  will  be  avail- 
able to  respond  to  any  questions  you  may  have  with  regard  to  the  ques- 
tionnaire at  a  private  briefing  for  the  participating  companies  on 
Friday,  April  27,  1979,  at  3  :00  p.m.  in  Room  2123  Rayburn  House 
Office  Building.  It  would  be  appreciated  if  you  would  withhold  your 
questions  until  that  time. 

A  copy  of  this  letter,  with  enclosures,  has  been  sent  to  your  Wash- 
ington representative.  Sufficient  quantities  of  the  questionnaires  for 
your  company  will  be  available  following  the  staff  briefing. 

It  is  requested  that  the  completed  questionnaires  be  returned  to  the 
Subcommittee  office  by  the  close  of  business,  Friday,  June  29.  1979. 

Your  cooperation  in  this  effort  is  greatly  appreciated. 
Sincerely, 

Bob  Fctcttardt. 
Chairman.  Subcommittee  on  Oversight  and  Investigations. 

Enclosures. 
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Appendix   D 

INSTRUCTIONS 
WASTE  DISPOSAL  SITE  SURVEY 


PURPOSE 

WHO  IS  INCLUDED  IN  THE  SURVEY 

TIME  PERIOD  TO  BE  COVERED 


FORMS :  A 
B 
C 
D 


GENERAL  FACILITY  INFORMATION 
DISPOSAL  SITE  INFORMATION 
HAULER  INFORMATION 
SUPPLEMENTAL  HAULER  INFORMATION 


COMPLETING  THE  FORM 
WHO  TO  CALL  WITH  QUESTIONS 
WHO  TO  RETURN  FORMS  TO 
WHEN  TO  RETURN  FORMS 


Conducted  by: 

Subcommittee  on  Oversight  and  Investigations 

Committee  on  Interstate  and  Foreign  Commerce 

U.  S.  House  of  Representatives 

Hon.  Bob  Eckhardt,  Chairman 

April   1979 


52-419    0 


79 
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This  Waste  Disposal  Site  Surv 

*tee  on  Oversight  and  Ir  ee  on 

rstate  an;-         Commerce,  .es. 

to  begin  t  location 

States  used  fc         posal  of  chemical 
materials  sin  largest 

heir  subsidiaries  or  affiliates  are 

gathered 
the  problems  posed  by 
active  as  well  ve  or  abandoned  waste  dispos.. 

also  be  usefu  - ronmental 

g  the  Resource 

The  survey  is  based  on  the  5  of  the  50  largest  chemical 

companies  in  the  United  States.   A  complete  set  of  instruments 
is  to  be  filled  out  for  every         or  plant  in  the  United 
States  owned,  operated  or  leased  by  one  of  these  companies  or 
any  of  their  subsidiary  or  affiliated  companies. 

It  is  recommended  that  the  corporate  headquarters,  to  whom  the 

nents  are  sent,  send  a  complete  set  of  instruments 
and  -         ction  manual  to  the  plant  manager  or  supervisor  of 
each  of  the  company's  plants  or  facilities.   The  plant  manager 
or  supervisor  should  then  complete  the  forms  using  whatever 
records  or  employee  knowledge  he  or  she  may  have  at  his  or  her 

^sal.   It  is  further  requested  that  completed  forms  from  each 
facil  5   to  the  corporate  headquarters  for  final 

ion  before  returning  them  to  the  Subcommit " 


ention  to  collect  information  on 
-tes  used  since  1950  (or  since  vhe  time  a 
:acility  began  operation  if  after  1950).   Some  facilities 
:  formal  records  on  waste  disposal  dating  back  to 

.-imittee  requests  that  every  effort  is  made  to 
waste  disposal  practices  for  which  written 
lot  exist.   Most  important  is  the  identification  (by 
:ation)  of  all  sites  used  for  the  disposal  of  process 
a  facility  since  1950.   It  is  very  likely  that 
th  some  tenure  at  a  facility  will  know  where 
disposed  of;  thus  the  knowledge  employees  may  have 
iposal  practices  by  the  facility  should  be  explored 


described 


FACILITY  IK         .  This  form  elicits 
le  total  amount  of  process  waste  generated 

1978  and  the  methods  used  other  than  sale 
lisposal  of  these  wastes.   This  information 
sneral  picture  of  the  fac:         rrent 

form  also  reque  n  on  the 

ised  since  1950  for  the  disposal  of  process 
iulin;.  lity. 

lese  questions  will  indicate  whether  or  not 
Forms  B,  C  and  D  need  to  be  completed. 

„  SITE  INFORMATION:   This  c  be 

:ry  disposal  site  used  by  the  facility 
\e   disposal  of  the  facility's  process 

: lty  is  located  may 
;ed  for  waste  disposal;  if  so,  one  Form 
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"B"  should  be  used  for  this  "on  site"  disposal.   The  form 
elicits  information  on  the  name,  location  and  ownership  of 
the  site,  the  dates  the  site  was  used  by  the  facility,  the 
amount  and  content  of  the  process  waste  disposed  at  the 
site  from  the  facility,  the  current  status  of  the  site  as 
well  as  the  types  of  disposal  methods  used  at  the  site. 
In  all  instances  a  facility  should  seek  the  answers  to 
each  of  the  questions.  (NOTE:  Form  "B"  consists  of  2  pages.) 

FORM  C:   HAULER  INFORMATION:  This  form  asks  a  facility  to 
list  the  names  and  addresses  of  all  firms  or  independent 
contractors  (including  the  company  and  its  affiliates  and 
subsidiaries)  who  since  1950  removed  process  waste  materials 
from  the  facility.   Information  on  the  years  used  is  also 
requested. 

FORM  D:   SUPPLEMENTAL  HAULER  INFORMATION:  Some  process  wastes 
may  have  been  hauled  from  a  facility  and  taken  to  a  location 
unknown  to  the  facility.   For  every  firm  or  contractor  who 
has  taken  waste  in  this  manner  from  a  facility,  Form  D 
elicits  information  on  the  content  and  amount  of  wastes 
hauled  and  the  dates  the  hauler  was  used. 


COMPLETING  THE  FORMS 

The  information  requested  on  the  forms  is  largely  numerical  in 
nature.   Block  spaces  have  been  provided  for  this  information. 
Respondents  are  requested  to  write  (or  type)  responses  clearly 
within  these  spaces.   In  any  instance  in  which  the  response 
has  fewer  digits  than  the  number  of  spaces  provided,  the  re- 
sponse should  be  right  justified.   For  example,  if  a  facility 
generated  21,292  tons  of  process  waste  during  1978,  the 
response  on  Form  A,  Question  3  would  be  recorded  as  follows: 

hundred  tons  .  .  .  -I  i  I  I  1  l?llhl  (25-32) 

In  requesting  information  on  amounts  of  process  waste  generated, 
disposed  at  a  given  site  or  hauled  by  a  given  firm/contractor, 
three  different  categories  (gallons,  tons  and  cubic  yards) 
have  been  provided.   One  or  all  of  these  categories  may  be  used, 
depending  upon  which  is  most  convenient  for  a  facility.   In 
no  instance,  however,  should  the  amount  of  waste  be  double 
counted  (i.e.  a  given  amount  should  not  be  recorded  as  both 
gallons  and  tons). 

All  non-numerical  responses  (eg.  names  and  addresses)  should 
be  written  legibly  or  typed  in  the  spaces  provided.   If  there 
is  a  need  to  clarify  responses  to  any  questions,  clarification 
should  be  provided  on  the  back  of  the  form  or  on  an  appended 
page. 

WHO  TO  CALL  WITH  QUESTIONS 

The  Subcommittee  will  hold  a  private  briefing  for  all  companies 
asked  to  participate  in  this  survey  on  Friday,  April  27,  1979 
at  3:00  p.m.  in  2123  Rayburn  House  Office  Building  in  order 
to  answer  any  questions  or  concerns.   Companies  should  hold  all 
initial  questions  for  this  private  briefing.   Following  this 
date,  all  questions  should  be  directed  to  Anne  Cohn,  Survey 
Coordinator  at  (202)  225-4231  or  Mark  Raabe ,  Staff  Director, 
at  (202)  225-4441. 
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WHO  TO  RETURN  FORMS  TO 

The  Subcommittee  requests  that  a  company  compile  completed  forms 
from  all  of  their  facilities  and  forward  the  entire  package, 
at  one  time,  to: 

Hon.  Bob  Eckhardt,  Chairman 

Subcommittee  on  Oversight  and  Investigations 

Committee  on  Interstate  and  Foreign  Commerce 

2323  Rayburn  HOB 

U.  S.  Congress 

Washington,  D.  C.   20515 

Attn:   Survey  Coordinator 

WHEN  TO  RETURN  FORMS 

All  completed  forms  are  to  be  returned  to  the  Subcommittee  no 
later  than  June  29,1979. 
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FORM  A:   GENERAL  FACILITY  INFORMATION 


1  1  I  I  I  I  Cl-5) 

(DO  NOT  USh) 


Company  Name: 
Facility  Name: 
Address: 


No. 


Street 


City  State 

Name  of  Person  Completing  Form: 

Position:     


Zip  Code 


Phone  Number:  _£_ 


1.  Year  Facility  Opened  19  |  1  1 

2.  Primary  SIC  Code  ?  -I  I  I  I  I 

3.  Estimate  the  total  amounts  of  process  wastes  (excluding  wastes 
sold  for  use)  generated  by  this  facility  during  1978: 


thousand  gallons  1  I  I  1  I  I  I 

hundred  tons  I  I  I  |  I  1 

thousand  cubic  yards  [   |  |  | 


Estimate  (in  whole  percents)  how  these  process  wastes 
generated  in  1978  were  disposed  of: 


in  landfill  [ 

in  pit/pond/lagoon  . .  | 

in  deep  well  ( 

incinerated  [ 

reprocessed/recycled  \ 

evaporated  | 

unknown  | 

other  (Specify ) \ 


5.  What  is  the  total  number  of  known  sites  (including  disposal  on  the 
property  where  this  facility  is  located  as  one  site)  that  have  been 
used  for  the  disposal  of  process  wastes  from  this  facility  since 


1950?. 


(10-11) 
(12-15) 

(16-24) 
(25-32) 
(33-41) 

(42-44) 
(45-47) 
(48-50) 
(51-53) 
(54-56) 
(57-59) 
(6Q-62) 
(63-65) 


U  (66-68) 


|COMPLETE  ONE  FORM  "B"  FOR  EACH  OF  THE  SITESJ 

Have  any  of  the  process  wastes  generated  at  this  facility  been 

hauled  (removed)  from  this  facility  for  disposal?  (Yes=l;  no=2)  | | 

[IF  YES,  COMPLETE  FORM  "C"  | 

Do  you  know  the  disposal  site  locations  of  all  of  the  process  waste 

hauled  from  your  facility  since  1950?  (Yes=l ;  no=2)  | | 


(69.) 


(70) 


IF  NO,  COMPLETE  ONE  FORM  "D"  FOR  EACH  FIRM  OR  CONTRACTOR 
WHO  TOOK  WASTE  TO  AN  UNKNOWN  LOCATION 


8.  Specify  the  earliest  year  represented  by  information  from  company 

or  facility  records  supplied  on  this  and  other  forms  19[  1  | 

9.  Specify  the  earliest  year  represented  by  information  from  employee 
knowledge  supplied  on  this  and  other  forms  19] 


(71-72) 
(73-74) 


:  viii 


same: 

Site: 

state 

street 

z  ip  code 

Address: 

state 

zip  code 

1.  Loc  ..UC10) 

2.  Ownership  at  tine  of  use  (1=  company  owner- 

co^  .  |_j  (11) 

3.  Cur  an't  know)    .  ...  i i  (12) 

1   I    I  (13-14) 

...  19|   |    | (15-16) 
:    "79"  if 

•  •  19LU  (17-18) 

6.  Total  amount  of  process  waste  from  this  facility  disposed  at  site: 

oand  gallons   I     I   I    I    I    1  I   I    I  (19-26) 

I   I    I    I    I  I   I    1 

thousand  cubic  yards   I     II    M   I  I  I    I  (34-41) 

7.  Specify  type(s)  of  disposal  method(s)  used  at  site  and  whether  method 

(l=currently  in  use;   2=no  longer  in  use;  3=never  used; 

landfill,  nc  ...    t_j(42) 

•     U  (43) 
••     t_J  C44) 

landfill,  municipal  refuse  co-disposed   ...    ii  (45) 

U(46) 

••     |_K47) 

|_J(48) 

reproc  , ..    lj  (51) 

_    ^       l_j  (. 

lit)'  and  other  cc; 

\    j  (53) 


JESSES  OF  OTHER  K 
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■FORM  a  -  ^ageT 

Company  Name:  

Facility  Name:  _ 
Site  Name: 


1  Ij»' not'use)1' 


Components  (or  characteristics)  of  process  waste  from  this  facility 
disposed  at  site:  (l=present  in  waste;  2=not  present  in  waste; 
9=don't  know) 

FILL  IN  EVERY  BLOCK  SPACE 

Acid  solutions,  with  pH<3 •  •  •  U  CIO) 

pickling  liquor  j_J  ^ 

metal  plating  waste LJ  U*J 

circuit  etchings  LJ  (f^J 

inorganic  acid  manufacture  LJ  (l*J 

organic  acid  manufacture  LJ  CIS) 

Base  solutions,  with  pH>  12  LJ  C16) 

caustic  soda  manufacture  LJ  y-7 J 

nylon  and  similar  polymer  generation LJ  C18j 

scrubber  residual  • LJ  (J-J) 

Heavy  metals  5  trace  metals  (bonded  organically  §  inorganically)  LJ  y»> 

arsenic,  selenium,  antimony  I_J  (21) 

mercury  LJ  (fZ) 

iron,  manganese,  magnesium  LJ  ("J 

zinc,  cadmium,  copper,  chromium  (trivalent)  LJ  (Z4J 

chromium  (hexavalent)  LJ  C25j 

lead U  (26) 

Radioactive  residues , >  50  pico  curies/gram  LJ  (27) 

uranium  residuals  §  residuals  for  UFg  recycling  LJ  (28) 

lathanide  series  elements  and  rare  earth  salts  LJ  )29\ 

phosphate  slag  {_)  (JO) 

thorium  ...-. U  (31) 

radium  U 

other  alpha,  beta  §  gamma  emitters  U  (g) 

Organics LJ  (^J 

insecticides  §  intermediates LJ  (f5) 

herbicides  §  intermediates  LJ  (^J 

fungicides  §  intermediates LJ  (37) 

rodenticides  5  intermediates  |_J  (3°) 

halogenated  aliphatics  LJ  (39) 

halogenated  aromatics  LJ  (*0) 

acrylates  S  latex  emulsions  LJ  (41) 

PCB/PBB's   LJ  (Jf) 

amides ,  amines ,  iraides   LJ  (43) 

plastizers   U  (44 ( 

resins  U 

elastomers  U  J46) 

solvents  polar  (except  water)  LJ  (47) 

carbontetrachloride  LJ  y°) 

trichloroethylene  LJ  (49) 

other  solvents  nonpolar  LJ  (5°) 

solvents  halogenated  aliphatic LJ  (51) 

solvents  halogenated  aromatic  LJ  (^) 

oils  and  oil  sludges  LJ  (53) 

esters  and  ethers  LJ  (f4) 

alcohols  LJ  (f  H 

ketones  $  aldehydes  LJ  (56) 

dioxins  LJ  (57) 

Inorganics  • I — I  (f°) 

salts  LJ  (59) 

mercaptans  LJ  (°°) 

Misc LJ  61 

pharmaceutical  wastes  LJ  t»*J 

paints  $  pigments  LJ  (63J 

catalysts  (eg .  vanadium,  platinum,  palladium)  LJ  (64) 

asbestos  • •  •  •  • L_J  (65) 

shock  sensitive  wastes  (eg.  nitrated  toluenes)  . . LJ  (5&) 

air  water  reactive  wastes  (eg.  P4,  aluminum  chloride) | |  (67) 

wastes  with  flash  point  below  100°  F 1_)  (68) 
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1     I     I     II     I  (1-5) 
FORM  C:     HAULER  INFORMATION  (DO  NOT  USE) 


PROVIDE  A  COMPLETE  LIST  OF  ALL  FIRMS  AND  INDEPENDENT  CONTRACTORS 
INCLUDING  THE  COMPANY  AND  ITS  AFFILIATES  AND  SUBSIDIARIES,  USED 
TO  REMOVE  PROCESS  WASTES  FROM  THIS  FACILITY  SINCE  1950. 


Company  Name: 
Facility  Name: 


ICC  # 
Name  of  Firm  or  Contractor      Address (If  Known)  Years  Used 
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FORM  D:  SUPPLEMENTAL  HAULER  INFORMATION 


JCTMi'LLTt  THIS   FDBH  FUR  LACH  FIRM  OR  rHBEPEHBEHT  CONTRACTOR  (IN- 
CLUDING YOUR  OWN  COMPANY,  ITS  AFFILIATES  &  SUBSIDIARIES)  WHO 
REMOVED  PROCESS  WASTE  FROM  THIS  FACILITY  SINCE  1950  AND  TOOK  IT 
TO  AN  UNKNOWN  LOCATION 


Mill   d-8) 


(DO  NOT  USE] 


Company  Name:  

Facility  Name:  __^_^ 

Name  of  Hauling  Firm/ Con tractor: 

Address:    (no.) (street) 


(city)  (state)  (zip  code) 

1.  Year  first  used 19MJ  (10-11) 

2.  Year  last  used  (enter  "79"  if  still  in  use)    !9|    ,    |  (12-13) 

3.  Total  amount  of  process  waste  hauled  from  this  facility: 

thousand  gallons  I   1  I   I    I   1    I    1    I  (14-21) 

hundred  tons I  I    I    I   I         _j  (22-28) 

thousand  cubic  yards   j    |  J  (29-36) 

4.  Components   (or  characteristics)  of  process  waste  from  this  facility  disposed 
at  site:    (l=present  in  waste;   2=not  present  in  waste;  9=don't  know): 

FILL  IN  EVERY  BLOCK  SPACE 

Acid  solutions, with  pH<3 LJ  C37) 

pickling  liquor  1_J  (38) 

metal  plating  waste  | |  (39) 

circuit  etchings   |_J  (40) 

inorganic  acid  manufacture   ] |  (41 ) 

organic  acid  manufacture 1 \  (42 ) 

Base  solutions,  with  pH>12   1_|  (43) 

caustic  soda  manufacture  Lj  (44) 

nylon  and  similar  polymer  generation  |_j  (45) 

scrubber  residual  | j  (46) 

Heavy  metals  §  trace  metals   (bonded  organically  5  inorganically)   l_j  (47) 

arsenic,  selenium,  antimony  1 )  (48) 

mercury  |_j  (49) 

iron,  manganese ,  magnesium | |  (50 ) 

zinc,  cadmium,  copper ,  chromium  (trivalent)  | J  (51 ) 

chromium  (hexavalent)  |  |  (52) 

lead  LJC53) 

Radioactive  residues , >  50  pico  curies/gram I j  (54) 

uranium  residuals  §  residuals  for  UF5  recycling  I |  (55 ) 

lathanide  series  elements  and  rare  earth  salts  | |  (56 ) 

phosphate  slag  I |  (57 ) 

thorium  ...-. |_j  (58 ) 

radium  | |  (59 ) 

other  alpha,  beta  §  gamma  emitters  | |  (60 ) 

Organics |_j  (61 ) 

insecticides  §  intermediates  | |  (52 ) 

herbicides  5  intermediates  |_j  (53 ) 

fungicides  §  intermediates  [_j  (54 ) 

rodenticides  §  intermediates  ] |  (55 ) 

halogenated  aliphatics  | |  (56  ) 

halogenated  aromatics  I j  (67 ) 

acrylates  5  latex  emulsions  I  |  (68 ) 

PCB/PBB '  s  |_j  (59  ) 

amides ,  amines ,  imides  \_j  (70 ) 

plastizers  |    j  (71) 

resins  | |  (72) 

elastomers  | (  (73) 

solvents  polar  (except  water) I |  (74) 

carbontetrachloride  I j  (75) 

trichloroethylene  I j  (76) 

other  solvents  nonpolar  I j  (77) 

solvents  halogenated  aliphatic | |  (78) 

solvents  halogenated  aromatic  | |  (79)  yj(8 

oils  and  oil  sludges  I |  (10) 

esters  and  ethers  | |  (H) 

alcohols L_j  (12) 

ketones  5  aldehydes  | |  (13) 

dioxins  I |  (14) 

Inorganics  I |  (15) 

salts  |_j  (16 ) 

mercaptans  I |  (17 ) 

Misc Lj  (18) 

pharmaceutical  wastes  ( |  (19 ) 

paints  S  pigments  I |  (20 ) 

catalysts  (eg .  vanadium,  platinum,  palladium)  | |  (21 ) 

asbestos  |_j  (22 ) 

shock  sensitive  wastes  (eg .  nitrated  toluenes)      I |  (23) 

air  water  reactive  wastes  (eg.  P4 ,  aluminum  chloride)   1    1  (24 ) 

•^    ^..u  — ;_^  u»i^.  innOt  \ — I  n'll2h 


Additional   Instructions — Waste  Disposal   Site   Survey 
general  commk 

1.  Companies  are  asked  to  include  all  of  their  own  facilities  and 
those  of  their  subsidiaries  (and  affiliates)  that  manufacture  or  other- 
wise produce  chemicals.  The  Directory  of  Chemical  Producers, 
produced  by  Chemical  Information  Services  of  the  Stanford  Re- 
search  Instr  >uld    be   used   as   a  guide   to   determine   which 

types  of  facilities)  the  Sub  ts  to 

be  included.  (If  a  company  has  any  questions  about  the  listings  in 
this  Director,  a  representative  should  contact  Anne  Cohn  202-225- 
4231). 

2.  Waste  is  defined  to  include  waste  materials  that  result  from  a 
facility's  industrial  chemical  process  except  for:  discharge  waters 
covered  by  MPDS  permit ;  wastes  that  are  reprocessed  or  recycled  at 
the  facility ;  or  wastes  that  are  sold  for  use  elsewhere.  Sludge  resulting 
from  treatment  of  discharge  waters  is  included.  Wastes  sent  off -site 
for  reprocessing  or  recycling,  but  not  sold,  are  included. 

3.  Forms  B  and  D  request  information  on  the  components  of  waste 
disposed  of  or  hauled.  Facilities  are  asked  to  indicate  the  presence  or 
absence  in  the  waste  of  each  item  on  the  list.  If  a  trace  amount  of 
a  particular  item  is  present  in  the  waste  and  if  the  facility  believes 
that  this  trace  amount  is  inconsequential  it  need  not  be  reported.  If, 
however,  such  trace  amounts  could  be  of  concern,  please  indicate  that 
the  item  is  present  and  explain  that  it  is  a  trace  amount  on  the  back 
of  the  form. 

V,  B  and  D  request  information  on  amounts  of  wa 
Whenever  pi  facilities  are  asked  to  record  waste  amounts  in 

rather  than  gallons  or  cubic  yards.  On  Form  A  in 
ir,  question  3  should  be  answered  in  terms  of  tons  so  that 
!  1  techniques  can  be  accurately  answered. 

nay  have  owned  or  operated  a  chemical  facility  that 

g.  the  company  moved  operations  from  one  location 

or  phased  out  that  particular  operation  and  facility).  If 

so,  the  company  is  asked  to  provide  information  on  that  closed  facility, 

if  possible. 

V   company  may  have  sold  a  chemical  facility  The 

Subcommitte  ing  the  compan;  vide  information  on 

Facility. 

7.  A  company  may  have  recently  purch;  tcility.  The  Subcom- 

company  supply  information  on  that   facility 

8.  A  facilit  >uraged  to  provide  explanati  pro- 
vided whenever  such  explanations  appear  desirable.  S  innatorv 
information  should  appear  on  the  ]- 
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9  At  the  top  of  every  form,  the  company  name  and  facility  name  is 
reauested  Facilities  are  asked  to  provide  a  complete  identification 
including  the  name  of  the  division  or  subsidiary  as  well  as  parent 

'To^  Facilities  are  asked  to  obtain  as  complete  information  as  possible 
If  a  facility  is  unable  to  get  an  answer  to  a  question,  the  code  9  should 
be  used  to  indicate  "don't  know/'  In  using  this  code,  every  block  space 
associated  with  the  question  should  be  coded  9. 

FORM   SPECIFIC   COMMENTS 

Form  A :  General  Facility  Information  : 

•  One  Form  A  is  to  be  completed  for  each  facility.  If  it  is  more 
convenient  to  use  2  Form  A's  for  a  given  facility  (because  of  record- 
keeping procedures  or  other  issues),  you  may  do  so. 

•  If  a  facility  has  more  than  one  primary  SIC  code,  list  one  m  the 
spaces  provided  and  the  other  (s)  directly  beneath  that  space. 

•  On  question  o,  all  amounts  must  be  right  justified.  You  are  en- 
couraged to  use  tons  only. 

•  Question  4  will  make  most  sense  if  question  3  is  responded  to 
only  in  tons.  If  a  facility  is  unable  to  convert  all  waste  to  tons,  under 
question  4,  use  the  spaces  provided  to  indicate,  by  percent,  how  the 
waste  measured  bv  tons  was  disposed  of  in  1978.  On  the  back  of  the 
form,  indicate  how  the  waste  measured  by  gallons  (or  by  cubic  yards) 
was  disposed  of. 

Form  B :  Disposal  Site  Information : 

•  One  Form  B  should  be  completed  for  every  disposal  site  used  by 
a  facility ;  if  it  is  more  convenient  to  use  2  Form  B's  for  a  given  dis- 
posal sice  (because  of  record-keeping  procedures  or  other  issues), 
you  may  do  so. 

•  The  name  and  address  of  the  site  must  be  as  complete  as  possible. 
Include  any  nicknames,  if  known. 

•  Under  question  2,  code  1  "company  ownership"  includes  owner- 
ship by  the  parent  company. 

•  Under  question  6,  if  the  amount  disposed  of  is  under  50  tons  (or 
500  gallons  or  500  cubic  yards)  enter  0  in  the  boxes  provided  and 
indicate  the  actual  amount  under  the  bo>; 

•  Under  question  8,  if  a  site  is  public  site  (eg.  a  municipal  dump 
site)  it  is  not  necessary  to  list  all  users.  It  would  be  helpful,  however, 
to  identify  the  types  of  users,  if  known. 

•  Be  sure  to  enter  complete  identification  for  the  company,  facility 
and  site  on  page  2  and  make  sure  that  pages  1  and  2  are  attached 
to  each  other. 

Forms  C  and  D : 

•  Again,  complete  identification  of  the  company  and  facility  (in- 
cluding the  division  and/or  subsidiary's  name)  is  important. 
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Waste  Disposal  Site  Directory 

The  following  is  a  directory  of  the  3,383*  waste  disposal  sites  iden- 
tified in  the  Subcommittee's  survey.  These  sites  are  listed  alpha- 
betically by  town/city  for  each  state.  There  is  also  a  cross-reference 
index  at  the  end  of  the  directory  which  lists  the  sites  alphabetically 
by  name. 

It  is  emphasized  that  these  3,383  sites,  as  reported  to  the  Subcom- 
mittee, represent  only  those  locations  used  for  disposal  of  chemical 
process  wastes  since  1950  (or  earlier)  by  the  1,605  plant  facilities  of 
the  53  largest  domestic  chemical  companies.  This  directory  does  not 
represent  the  complete  list  of  all  waste  disposal  sites  in  the  United 
States  which  have  been  used  over  the  years  by  other  chemical  com- 
panies and  other  waste-generating  industrial  groups. 

It  is  further  emphasized — and  should  be  clearly  understood  by  the 
reader — that  these  are  waste  disposal  sites,  not  necessarily  hazardous 
ivaste  disposal  sites.  Not  all  reported  waste  would  necessarily  produce 
a  hazardous  site.  Moreover,  neither  the  exact  quantity  of  any  particu- 
lar chemical  component  in  the  waste  disposed  nor  the  condition  of  the 
site  itself  is  known.  Thus,  these  sites  do  not  necessarily  pose  threats  to 
public  health  or  the  environment. 

The  Subcommittee  cannot  attest  to  the  accuracy  of  the  information 
contained  in  this  directory.  The  data  was  compiled  and  reported  to 
the  Subcommittee  by  the  1,605  facilities  participating  in  the  survey. 
In  a  number  of  instances,  the  information  is  based  on  facility  employ- 
ees' recollections  of  waste  disposal  practices  many  years  ago,  rather 
than  on  corporate  records.  In  addition,  while  standardized  instruc- 
tions on  data  collection  were  provided  to  all  participating  facilities, 
some  variability  in  interpretation  of  questions  on  the  survey  forms 
could  be  expected.  It  should  also  be  noted  that  the  information  con- 
tained in  this  directory  was  furnished  from  the  prospective  of  the 
individual  plant  facilities  and  may  be  somewhat  limited  or  incom- 
plete in  certain  instances,  based  on  the  extent  of  knowledge  of  the 
reporting  facility. 

Finally,  in  any  survey  of  this  magnitude  the  possibility  of  human 
error  in  compiling,  reporting,  coding,  keypunching  and  computeriz- 
ing the  information  must  be  taken  into  consideration. 

Descriptive  data  for  each  site  includes: 

(1)  whether  the  site  is,  or  is  not,  located  on  property  of  a  chemi- 
cal plant  facility  participating  in  the  survey 

(2)  years  the  site  is  known  to  have  been  used  for  disposal 

(3)  ownership  of  off-site  facilities 


•The  directory  actually  contains  3.379  sites.  Four  sites  are  not  listed  since  no  Identify- 
ing: data  was  furnished  on  them  by  the  reporting  facilities. 

i  xr.rv) 
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(4)  whether  sites  are  still  being  used  or  are  closed 

(5)  amount  (by  weight)  of  chemical  process  waste  disposed  at 
on-site  facilities  since  1950  (or  earlier,  if  known)  ;  amounts  of 
chemical  process  waste  disposed  at  off-site  facilities  are  not  fur- 
nished since  such  sites  could  very  well  include  waste  produced  by 
other  generators 

(6)  general  identity  of  chemical  components  of  waste  disposed 
at  the  site  (Note  :  To  repeat . . .  the  exact  quantity  of  any  particular 
chemical  component  in  the  waste  disposed  at  each  site  is  unknown.) 

(7)  disposal  method  (s)  used  at  the  site 


WASTE  DISPOSAL  SITE  DIPECTORY 

OVERSIGHT  AND  T 
INTERSTATE 
INETY-SIXTH  CONOR, 


PAGE 


STATE 


PAGE 


1 

NEW  HAMPSHIRE 

206 

13 

NEW  JERSEY 

207 

14 

J  MEXICO 

237 

15 

238 

rH  CAROLINA 

260 

277 

311 

OREGON 

316 

54 

PENNSYLVANIA 

319 

68 

PUERTO  RICO 

341 

84 

344 

85 

H  CAROLINA 

345 

86 

SOUTH  DAKOTA 

357 

110 

TENNESSEE 

358 

TEXAS 

372 

UTAH 

415 

129 

VIRGINIA 

418 

TANA 

139 

HINGTON 

428 

159 

WEST  VIRGINIA 

MARYLAND 

160 

WISCONSIN 

ZHUSETTS 

167 

WYOMING 

450 

GAH 

173 

CANADA 

JAPAN 

453 

ICO 

454 

OCEAN  AREAS 

455 

201 

UNKNOWN 

456 

SKA 

202 

INDEX  OF  SITES 

NEVADA 

204 

WASTE  DISPOSAL  SITE  DIRECTORY 


ALBERTVILLE  BISHOP  LANDFILL,  ROUTE  5    35950 

^TTF  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
PFPMU^n  FOR  JlS^OSALFPOri  1971  TO  1979.   AT  TINE  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
r^MiSr  cSpa"  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DEPOSED  "  ™S  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
HUMMED  WASTE  LANDFILL. 

ALPINE  ALEXANDER  PROPERTY,  RURAL  ROUTE  «2    35014 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
rffn  USED  FOR  DISPOSAL  DUPING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CoSSaNY  INcttoED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  JlSTOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

ANNISTON  ANNISTON  PLANT  LANDFILL,  HIGHWAY  202  WEST    36202 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1920  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSE^  0 FA?  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
oSlCS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
XnDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

AXIS  BRINE  SLUDGE  PONT  (ONSITE),  P.O.BOX  100    36505 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
Ss?0S?S  0   A?  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  24  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
SlSPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

AXIS  LEMOYNE  PLANT,  P.O.  BOX  100    36505 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOKN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1953  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  0   A?  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  174  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DEPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  ?RA?E  METAlI  ^BONDED  ORGANICALLY  AND  INORGANICALLY).  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MA?ERllu   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

AXis  MOBILE  PLANT,  P  0  BOX  525    36505 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OlSPollo    AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL    «  HODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION,  TREATMENT  (EG.- 
NEUTRALIZATION)  AND  REFROCESSING  AND/OP  RECYCLING. 

BAY  MINETTE  BALDWIN  COUNTY  LANDFILL  MAGNOL,  P.O.  BOX  150    36507 

SITE  IS  NOT  LOCATEO  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED    flTE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  ( BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 


LANDFILL. 


(1) 


WASTE  DISPOSAL  SITE  DIRECTORY 


BAY  MINETTE  BOLON  PPOPEPTY,  PABUN  POAD    36507 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NQ  LONGER  IN  USE.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (ECNDED  ORGANICALLY  AND  INORGANICALLY  ) , 
OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

BAY  MINETTE  CITY  OF  BAY  MINETTE-CITY  DUMP,  WEST  7TH  STREET    36507 

SITE  IS  NOT  LOCATED  ON  PPOFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1971  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BAY  MINETTE  E.R.  BPANTLEY  LAND  FILL,  NEWPORT  PARKWAY    36507 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OFEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

BAY  MINETTE  KILLCREASE  RD.  LAND  FILL  (CITY,  STOCKTON  WHY.  S  KILLCREASE  RD .    36507 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSEO  IN  1973.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

BAY  MINETTE  RED  HILL  LAND  FILL,  DOBSON  AVE.    36507 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISPOSAL  INCLUDE  MONO  INOUSTPIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BESSEMER  BESSEMER  PLANT,  PO  BOX  190    35020 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1925  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 

BESSEMER  BY-PRODUCT  LAKE,  P.O.  BOX  752    35020 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

BESSEMER  JEFFERSON  COUNTY  LANDFILL- JOHN,  ADDRESS  UNREPORTED    35020 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPCSED. 


WASTE  DISPOSAL  SITE  DIRECTORY 


BESSEMER  WASTE  DUMP,  P.O.  BOX  752    35020 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  78  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  Am  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

BESSEMER  WOODWARD  TAR  PLANT,  P.O.  BOX  752    35020 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1915  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  APE 
UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION  AND  OTHER 
UNCATAGORIZED  METHODS. 

BIRMINGHAM  ALLIED  CHEMICAL  CORPORATION,  CENTER  STREET,  WYLAM  HEIGHTS    35224 

SITE  IS  NOT  LOCATED  ON  PROPERTY  Or  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  ORUMMED  WASTE  LANDFILL. 

BIRMINGHAM  DOLIMITE,  TIN  MILL  ROAD    35224 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1950.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1953.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

BIRMINGHAM  EDGEWATER,  CANADA  i   JAMAICA  STREETS,  EDGEWATER    35224 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL 
COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

BIRMINGHAM  NEW  GEORGIA  LANDFILL,  47TH  STREET,  NORTH    35207 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BCSDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

BIRMINGHAM  SHANNON  LANDFILL,  SHANNON  ROAD .JEFFERSON  COUNTY, B'HAM  DIST    35226 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  CWNEO.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  CCMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

BIRMINGHAM  SWIFT  AGRI.  CHEMICALS  CORP.,  3700  FOURTEENTH  AVENUE  NORTH    35206 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 


52-419  0-79 


U.S.  STEEL,  ENSLEY-Pl 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  01  UN  TO  HAVE 

►S  TO  1950.   -  :rn  OTHEP  THAN 

SITE  IS  STILL  BE] 

I 
1ISCELLANEOUS  WASTE  MATERIAL. 

5TAUFFER  CHEMICAL 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PAPTICIPA7;  ^AVE  BEEN 

:  OF 
IIS  SITE  INCLUDE  HEAVY  METALS  1    AMD 

.-ILL,  DEEP  V 
INJECTION,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZE' 

CHEROKEE  CHEROKEE  ALABAMA  PLANT,  ADDPESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  HAVE  BEEN 

USED  FOR  DISFOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CI 

-'PORTED  AS  I 
4T  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12)  AND  INI  "3POSAL 

ESSING  AND/OR  RECYCLING. 

COOSA  PINES  PLANT,  PLANT  ROAO  (COOSA  PINES) 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  -<AVE  BEEN 

USED  FOR  DISPOSAL  FPOM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  C  STE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1976  WAS  REPOPTED  AS  400  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  OPGANICALLY  AND 
METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

GOINS  FPOPERTY,  PLANT  ROAO    35044 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  S 
BEEN  USED  FCR  DISFOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVAT' 
INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGEP  IN  USE.   CHEMIC- 
j  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORG*  iNICALLY). 

METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

HENDERSON  PROPERTY,  BIRMINGHAM  HIGHWAY    35044 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  I 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PI 

-LUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OP  CLOSED.   CHEMI.  TS  OF 

WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 

UCALLY).   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

OSBORNE  PROPERTY,  BIP"  HAY    35044 

SIT-  MEO  ON  PPOPEPTY  OF  CHEMICAL  F 

BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  u 
H.   COMPANY  II  SITE  IS  POSSIBLi 

WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVr  METALS  'iICALLY  AND 

OF  DISPOSAL  INCL'  STRIAL  WASTE  LANDFILL. 

CHILDERSBURG  RANDLE  PPOPEPTY,  BIRf 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT 
JSED  FOR  DISPOSAL  DURING 

METHODS  OF  OISPOSAI  STRIAL  WASTE  LANDFILL. 


WASTE  DISPOSAL  SITE  DIRECTORY 


5BURS  '-■    N.  SPORTS  COMPLEX    3S 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  F  3  IN  SURVEY,  BUT  IS 

BEEN  USPD  FCR  DISFC  SITE  IS  NO  LONGER  IN 
USE.   CHEMIC*' 

ORGANICALLY             .TALLY).   METHODS  OF  DISP  3  INDUSTRIAL  WASTE  LANDFILL. 

CO  OF  JNICIP  LANDFI,  ADDRESS  UNREPORTED    35452 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  II  AVE 

-73  TO  1979.   AT  TIME  OF  USE,  SITE  UAS  PU3LICLY  1  IS  STILL 

3  OF  WASTE  DISFOSED  AT  1  EAVY  METALS  3TALS 

AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DIS  -  WASTE  LANDFILL. 

DECATUR  CITY  OF  DECATUR,  ADDRESS  UNREPORTED    35601 

SITE  IS  NOT  LOCATED  ON  PPOFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1955  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 

TE  DISPOSED  AT  THIS  SI"  :AVY  METALS  AND  TRACE  METALS 

:jS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
_L,  DRUMMED  WAST3  L  3  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOS 

DECATUR  CITY  OF  DECATUR,  ADDRESS  UNREPORTED    35601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  i 

■  DISFOSAL  FPCM  1978  TO  1979.  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 

SED.   CHEMICAL  CC  DISPOSED  AT  THIS  SITE  I  IICS  AND  MISCELLANE 

WASTE  MATERIA.  . 5TRIAL  WASTE  LANDFILL,  DPUMMED  WASTE  LANDFILL, 

ICIPAL  WASTE  IS  CO-DISPOSEO. 

DECATUR  DECATUR  MUNICIPAL  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USE  rOM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  -  SITE  IS  STILL 

3  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATEPIAL. 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  , ICIPAL  WASTE  IS 

CO-DISPOSED. 

DECATUR  DECATUR  PLANT,  FINLEY  ISLAND  ROAD    35602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PAPTICIPATI  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FPOM  1967  TO  1979.   SITE  IS  STILL  E  "  OF  CHEMICAL  FPOCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  PEPORTED  AS  5,276  \  IENTS  OF  WASTE 

DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  iNICALLY), 

:S  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS,  UNO  FARMING  AND  INCINERATION. 

DECATUR  GOODYEAR  DECATUR  PLANT-INCINER,  500-19TH  AVENUE  AT  SHERMAN  STREET   35601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPC"  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  3  'ANY  INCLUDED 

IN  THIS  SURVEY.   SITE  IS  STILL  EEING  USED.   AMOUNT  OF  3  3ESS  WASTE  DISFOSED  OF  AT  THIS  SITE 

^AS  REPORTED  AS  2  DISPOSED  AT  THIS  SITE 

:CS.   METHODS  OF  DISPOSE  3INERATICN. 

DECATUR  JOHNSON  LANDFILL,  1912  MILLER  ST.,  SW   35601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  3  :0  BY  PRIVATE  CONCERN  OTHER  THAN 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 


WASTE  DISPOSAL  SITE  DIRECTORY 


DECATUR  PUNT,  BOX  2204    35602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY  )  ,  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTPIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LAND 
FARMING,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

DEMOPOLIS  CITY  DUMP  AT  COMPTON  PLACE,  ROUTE  1,  HIGHWAY  60  WEST    36732 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

DEMOPOLIS  CITY  OF  DEMOPOLIS  DUMP,  RFO  1,  MCDOWELL  FERRY    36732 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BT  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

DEMOPOLIS  DEMOPOLIS  CITY  DUMP  (LAGOON),  MCDOWELL  FERRY  ROAD    36732 

SITE  IS  NOT  LOCATED  CM  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  O^NED .   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPrNENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-0ISPOSE0  AND  PITS,  PONDS  AND  LAGOONS. 

DEMOPOLIS  DEMOPOLIS  PLANT,  MARENGO  COUNTY  57    36732 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  700  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS. 

DEMOPOLIS  PLANT  SITE,  LOCK  AND  DAM  ROAD    36732 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.  SITE  IS  STILL  BEING  USED.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.  CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.  METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  ANO  REPROCESSING  AND/OR 
RECYCLING. 

DOLIMITE  CARTER  PROPERTY,  ROUTE  8    35061 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEFN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 


WASTE  DISPOSAL  SITE  DIRECTORY 


DOLOMITE  EDWARDS  PROPERTY,  DENNISON  AVE.    35061 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

DOTHAN  SWIFT  AGRI.  CHEMICALS  CORP.,  1401  EAST  BURDESHAW  ST.    36301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  42  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

EMELLE  CHEMICAL  WASTE  MANAGEMENT,  STATE  HIGHWAY  17 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  595.34  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  T1ACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED 
METHODS. 

FACKLER  CROW  MOUNTAIN  LANDFILL,  CROW  MOUNTAIN  ROUTE  1    35746 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
DRUMMED  WASTE  LANDFILL. 

FAIRFIELD  FAIRFIELD  CITY  DUMP,  CHEROKEE  &  CREST  DRIVE    35064 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISFOSAL  FROM  1930  TO  1952.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

FLORENCE  INTERNTL  MINERAL&CHEMICAL  CORP,  CORNER  COMMERCE  &  UNION  STS.    35631 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

FOLEY  FOLEY,  SOUTH  BAY  STREET    36535 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FOLEY  FOLEY,  SOUTH  BAY  STREET    36535 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 


WASTE 


GADSDEN  Pi 

SITE  IS  MOT  LOCATED  OH  PPOPEPTY  OF  CHEMICAL 
BEEN  U 

•  -STE 
DISPOSED  AT  THIS  SITE  II 

uIOOD  MAR7J  35752 

SITE  IS  NOT  LOCATED  ON  PPOPEPTY  OF  CHEMICAL  PLANT  PARTK  -AVE 

;ED  FOP  DISFOSAL  FPOM  1970  TO  1979.   AT  TIME  OF  USE.  SITE  WAS  PUBLICLr  ■_  IS  STILL 

DISPOSED  AT  THIS  SITE  II  3  OF  DISPOSAL 
DE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

HUNSTVILLE  ARMY  REDSTONE  ARSENAL,  ADDRESS  UNREPORTED    3r 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLAM'  HAVE  BEEN 

USED  FOI 

AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  A! 

HUNTSVILLE  AAA  SEPTIC  TANK  SERVICE,  ADDRESS  UHPEPOf 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTIS- 
BEEN  USED  FOR  DISPOSAL  DUPING  1<>74.   AT  TIME  OF  USE, 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  "  TS  OF 

WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGAN  [LI. 

JEFFEPSON  COUNTY  .      JOHNS  LANDFILL 

SITE  IS  NOT  LOCATED  ON  FROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATE-  l AVE 

BEEN  USED  FC  DISPOSAL  FPOM  1976  TO  1979.  USE,  SITE  WAS  PUBLICLY 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  £  ',    OF  DISPOSAL 

INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LINDEN  MARENGO  COUNTY  LANDFILL,  MANGONE  HILLS 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATE 
BEEN  USED  FOR  OISFOSAL  FROM  1973  TO  197Q.  AT  TIME  OF  USE,  SITE  U 
BEING  USED.  CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  II 
HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANIC  ALL' 

MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  H 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LIVINGSTON  LIVINGSTON,  ADDRESS  UNPEPO? 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATE 
BEEN  USED  FOP  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  c 
CHEMICAL  COMPANY  INCLUDED  IN  '  SITE  IS  STILL  BE] 

DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 

CCS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUC  WASTE 

LANDFILL  ANO  DPUMMED  WASTE  LANDFILL. 

LURVEENE  CRENSHAW  COUNTY  LANDFILL,  ADDPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPE  PUNT  PARTICIPATING  IN  SURVEY 

DR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  '- 
BETNG  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  E 
HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALt 
OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL  LL,  MIXED  1 

LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WAST 

[ON,  LAND  FAP  •■ATION.  TPE  RE PROCESSING  AND/OR  REC 

THER  UNCATAGORIZED  METHODS. 


WASTE  DISPOSAL  SITE  DIRECTORY 


MCINTOSH  ANHYDRITE  PONOS,  PO  BOX  28  -  OLIN  RD    36553 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  370  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MCINTOSH  ASH  POND  AND  LANDFILL,  PO  BOX  28  -  OLIN  RD    36553 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  150  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS 
AND  LAGOONS. 

MCINTOSH  LIME  SLURRY  PONDS,  PO  BOX  28  -  OLIN  RD    36553 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1977.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTE0  AS  50  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONOED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MCINTOSH  MERCURY  CELL  BRINE  PONDS  &  LAN,  PO  BOX  28  -  OLIN  RD    36553 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MCINTOSH  OLD  PLANT  LANDFILL,  PO  BOX  28  -  OLIN  RD    36553 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1976.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  35  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

MOBILE  DIAMOND  SHAMROCK,  1300  JARVIS  ROAD    36611 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  208  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

MOBILE  MOBILE  PLANT,  CYANAMIO  ROAD    36614 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1937  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,100  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MOBILE  MOBILE  PLANT,  1300  JARVIS  ROAD    36611 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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MONTGOMERY  CITY  OF  MONTGOMERY  LAND  FILL,  ADDRESS  UNREPORTED    36101 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MONTGOMERY  CRENSHAW  CO.,  ALA  LAND  FILL,  HYWAY  331 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MONTGOMERY  PLANT  FACILITY,  1*15  LOUISVILLE  STREET    36101 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1925  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  *  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  LAND 
FARMING. 

MULGA  OSBORNE,  STAR  ROUTE    35118 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

MUSCLE  SHOALS  MUSCLE  SHOALS  PLANT,  WILSON  DAM  ROAD    35660 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0.73  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED  CPGANICALLY  AND 
INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PARRISH  GULF  OIL  CHEMICALS  COMPANY,  RT.  2  BOX  445C    35580 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.33  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PENNINGTON  STAUFFER  CHEMICAL  CO,  P.O.  BOX  3357  HWY  11*    36916 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  388  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PLEASANT  GROVE  ALLIED  CHEMICAL  CORPORATION,  PLEASANT  GROVE  ROAD  &  ENSLEY-PLEASANT  GR    35127 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1956.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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PLEASANT  GROVE         THOMAS  D05BS  FROPERTY,  DOGWOOD  LANE    35127 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1956  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

PLEASANT  GROVE         WYLAM  HEIGHTS,  PLEASANT  GROVE  AND  MAIN  STREET    35127 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FRCM  1962  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LCNGER  IN  USE,  HAVING  CLOSED  IN  1975.   CHEMICAL 
COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY ),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXEO 
INDUSTRIAL  WASTE  LANDFILL. 

SARALAND  BRUNSON  CLAY  PIT,  CELESTE  ROAD    36571 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CC.1PANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE 
LANDFILL. 

SC0TTS50R0  SCOTTSBCPO  PLANT,  HIGHWAY  79  BY-PASS    35768 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9  HUNDPEO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

SHEFFIELO  PLANT  LANDFILL,  P.O.  BOX  1000  WILSON  DAM  ROAD    35660 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  600  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AST)  PITS,  PONDS  AND  LAGOONS. 

THEODORE  BROWNING-FERRIS  INDUSTRIES,  MOBIL  OIL  CORPORATION 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGCRIZED  METHODS. 

THEODORE  MOBILE  FACILITY,  P.O.  BOX  629  RANGELINE  ROAD    36582 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FPCM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  71  HUNDPEO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BCrJOED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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CASA  GPANDE  PINAL  COUNTY  DUMP,  1601  SOUTH  CHU  CHU  RD ,  300  EAST  <.TH  ST    85222 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  UAS  PUBLICLY  OW!.'ED.   SITE  IS  STILL 
EEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

MESA  MESA  ARIZONAFACI LITY ,  2200  WEST  E°OADUAY    85201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  CF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
OPGANICS.   METHODS  OF  OISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

PHOENIX  CITY  OF  PHOENIX  LANDFILL,  15TH  AVE  &  LOWER  BUCKEYE  RD    65007 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1953  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  O-NED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  09GANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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BATESVILLE  ARKANSAS  EASTMAN  COMPANY,  P.O.  BOX  2357    72501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  197S  WAS  REPORTED  AS  68  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  OTHER 
UNCATAGORIZED  METHODS. 

BLYTHEVILLE  EFFLUENT  LAGOONS,  HIGHWAY  18  EAST  (7  MILES)    72315 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CROSSETT  GEORGIA  PACIFIC  LUMBER  PLANT,  HIGHWAY  82 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1935  TO  1964.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

EL  DORADO  ARKANSAS  CHEMICALS,  INC.,  RT  6,  BOX  98    71730 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  164  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

EL  DORADO  EL  DORADO,  BOX  299    71730 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1951  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  21  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  INCINERATION. 

EL  DORADO  EL  DORADO  CHEMICAL  PLANT,  HIGHWAY  SEVEN  SPUR  NORTH    71730 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1942  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

EL  DORADO  ENERGY  SYSTEM  COMPANY,  PO  BOX  1975    71730 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 
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LITTLE  ROCK  BIERMAN  MINE,  IRONTON  ROAD    72206 

SITE  IS  HOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  H 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1973  WAS  REPORTED  AS  200  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  PETALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  OISP0SAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

LITTLE  ROCK  LITTLE  ROCK  PLANT,  9213  ARCH  STREET  PIKE    72206 

SITE  IS  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  300  HU1  CHEMICAL  COMPONENTS  OF  WASTE 

DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
IICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  FONDS  AND  LAGOONS. 

LONOKE  LONOKE  PLANT,  1-40  &  HWY  15    72036 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISF  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FRCCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BC  .CALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF 

DISPOSAL  INCLUDE  PITS,  FONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

MAGNOLIA  MAGNOLIA  CITY  DUMP,  MAGNOLIA  ARKANSAS   71753 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FP01  1952  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MAGNOLIA  MAGNOLIA  PLANT,  HIGHWAY  79,  SOUTH    71753 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMFANY  INCLUDED  IN  THIS 

SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPCCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
IAS  REPORTED  AS  511  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  "ITS,  FO! 

3,  DEEP  WELL  INJECTION,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZAT.  O/OR 

RECYCLING. 

MAGNOLIA  PLANT,  HIGHWAY  132-  4  MILES  WEST  OF  MAGNOLIA    71753 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1972.   SITE  IS  NO  LONGER  IN  r  OF  CHEMICAL  PROCESS  WASTE 

DISPOSEO  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
IS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MALVERN  MAGNET  COVE  CHEMICAL  PLANT,  P.  0.  BOX  10    72104 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  28  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  -LY), 

ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  INCINERATION. 

MALVERN  REICHHOLD  CHEM,  INC.  MALVEPN,  ADDRESS  UNREPORTED    72104 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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NORTH  LITTLE  ROCK       ARKANSAS  WASTE  LANDFILL,  RIXEY  ROAD    72114 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CCNCEFN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NORTH  LITTLE  ROCK       BRUSHY  ISLAND,  RIXEY  EXIST    72116 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INOUSTPIAL  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NORTH  LITTLE  ROCK       LANDFILL,  2200  E  5TH  ST    72115 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFC=TED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

NORTH  LITTLE  ROCK       PUNT  FACILITY,  2201  EDMONDS  ST.    72117 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1906  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  24  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS ,  LAND  FARMING  AND 
REPROCESSING  AND/OR  RECYCLING. 

NORTH  LITTLE  ROCK       STAUFFER  CHEMICAL  COMPANY,  824  EAST  12TH  STREET    72115 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FFOM  1973  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  UASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 

PINE  BLUFF  ALLIED  CHEMICAL  CORPORATION,  10C0  FAIR  FIELD  POAD    71613 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 

INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PINE  BLUFF  CHALNETT  PLANTATION,  OFF  FAIR  FIELD  ROAD,  3  MILES  EAST  OF  ALL    71601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  )  AND 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PINE  BLUFF  STRATTON  FARMS,  OFF  FAIRFIELD  PD ,  1.6  MILES  NORTH  OF  ALL    71601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFC'-ENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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PINE  BLUFF  STRATTON  FARMS,  1.5  MILES  NORTH  OF  ALLIED  PLANT  ON  FAIRF    71601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

RUSSELLVILLE  RUSSELLVILLE  CITY  DUMP,  ADDRESS  UNREPORTED    72801 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  CWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHCDS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISFOSED. 

WEST  MEMPHIS  CHEMFORM  CORPORATION,  P.O.  BOX  1745    72301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  REFROCESSING  AND/CR  RECYCLING. 

WEST  MEMPHIS  GUPLEY  OIL  COMPANY,  SOUTH  8TH  STREET    72301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  REPROCESSING  AW/OR  RECYCLING. 

WEST  MEMPHIS  WEST  MEMPHIS  CITY  LANDFILL,  NORTHWEST  OF  CITY    72301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WEST  MEMPHIS  WEST  MEMPHIS  CITY  LANDFILL,  SOUTH  EIGHT  STREET    72301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WEST  MEMPHIS  WEST  MEMFHIS  CITY  LANDFILL,  SOUTHWEST  OF  CITY    72301 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1967  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 


52-419  0-79-5 
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ALBANY  ALBANY  LANDFILL  CO.,  FOOT  OF  BUCHANAN  STPEET 

SITE  IS  NOT  LOCATEO  CN  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1971.   AT  TIME  OF  USE,  SITE  UiS  OWNED  Bf  PRIVATE  CONCERN  OTHEP  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEIKG  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  ) , 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

ALVISO  9  PAP  DUMP,  LOS  ESTEROS  RD. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  Bf  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  EEING  USED.   CHEMICAL  COMPONENT?  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFCSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

ANAHEIM  NATIONAL  DISTILLERS  J  CHEMICAL,  1045  NORTH  KEMP  ST    92805 

SITE  IS  LOCATEO  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGOPIZED  METHODS. 

ANTIOCH  ANTIOCH  DISPOSAL  SITE,  PESO  COSTO  RD . 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1942  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO  AND  PITS,  PONDS  AND  LAGOONS. 

ANTIOCH  ANTIOCH  WORKS,  BRIDGELAND  ROAO    94509 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  197  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DEEP  WELL  INJECTION. 

AUBURN  AUBURN  SANITARY  LANDFILL,  SHALE  RICGE  LANE    95603 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISF03AL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  ANO  PITS,  PONDS  ANO  LAGOONS. 

AZUSA  AZUSA  RECLAMATION  CO.,  1201  W.  GLAOSTONE  BLVD.    91702 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WIS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LAWFUL,  MIXED  INCUSTPIAL  WASTE  LANDFILL,  DRUttfEO 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  FONDS  AND  LAGOONS  AND 
REPROCESSING  AND/OR  RECYCLING. 
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AZUSA  OIL  «  SOLVENT  PROCESS  COMPANY,  ADDRESS  UNREPORTED    91702 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

AZUSA  PARADISE  LAKE,  1001  N.  TODD  AVE.    91702 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1944  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7.51  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  ASH  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BAKERSFIELD  ENVIRONMENTAL  PROTECTION  CORP,  3040  19TH  SUITE  10    93301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSEO. 

BENICIA  IT  ENVIRONMENTAL  OF  SOLANO  COU,  ADDRESS  UNREPORTED    94510 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INCRGJNICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

BERKELEY  BERKELEY  LANDFILL  CO.,  FOOT  OF  UNIVERSITY  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1960  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 

BLYTHE  RIVERSIOE  COUNTY  DUMP-BLYTHE  S,  4080  LEMON  STREET    92250 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INOPGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BREA  BREA-OLINDA  CANYON  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

CALABASAS  CALABASAS,  UNKNOWN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1956  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
ANO  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
ORUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  ANO  DEEP  WELL  INJECTION. 
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CARSON  ALAMEDA,  22700  S.  ALAMEOA  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1960  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  NO  L0N3ER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

CARSON  BORDEN  CHEMICAL,  20740  S.  WILMINGTON 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  EEEN 
USED  FOR  OISFOSAL  FROM  1953  TO  1961.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WiSTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.26  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

CARSON  CAL  COMPACT,  MAIN  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CARSON  CAL.  COMPACT,  1901  S.  MAIN  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  INOPGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CARSON  L  A  COUNTY  JOINT  WATER  POLLUTI,  24501  SOUTH  FIGUOPA 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  DEEP  WELL  INJECTION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

COALINGA  BIG  BLUE  HILLS  CLASS  I  SITE,  13  MILES  NORTH  OF  COALINGA 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DPUMMEO  WASTE  LANDFILL. 

COALINGA  COALINGA  CLASS  I  DUMP,  WORTHEN  CANYON  RD    93210 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANOFILL. 

COALINGA  KETTLEMAN  HILLS,  ADDRESS  UNREPORTED    93210 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISFOSAL  FRCM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  ANO  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL. 
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COLTON  COLTON,  291  W.  ADAMS  ST.    92324 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGAKICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

COLTON  COLTON  LANDFILL  SITE  NO.  8,  LACADENA  8  TROPICO  RANCHO  RD .    92324 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

COLTON  USS  CHEMICALS,  291  WEST  ADAMS  STREET    92324 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  54.07  HUNCPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

COMMERCE  RANDOLFH  REFINERY,  5621  RANDOLPH  ST. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

COMPTON  MSTR  LUBRICANTS-DEMENNO  RESERV,  2000  N.  ALAMEDA 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

COULTON  SAN  BERNAPDINO  COUNTY  LANDFILL,  LA  CADENA  AVE.  &  TROPICO  RANCHO  ROAD    92324 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

DEL  REY  DEL  REY,  DEL  REY  AVE  NEAR  AMERICAN  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1969.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIFAL  WASTE  IS  CO-DISPOSED. 

DELANO  KERN  COUNTY  DUMP,  WOOLOMES  RD    93215 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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EAGLE  ROCK  SCHULL  DUMP  CLASS  I,  7721  N.  FIGUEROA 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BLTT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INOPGANICS.   METHODS  OF 
OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

EAST  PALO  ALTO  ROMIC  CHEMICAL  CO,  2081  BAY  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1978  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  EASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  REPROCESSING  AND/OR  RECYCLING. 

EL  MACERO  FMC  RESEARCH  FARM,  MACE  PD  AT  PUTAH  CREEK    95618 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0.67  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSEO  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

EL  SEGUNDO  EL  SEGUNDO  WORKS,  850  SO.  SEPULVEOA  BLVD.    90245 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1920  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  431  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  4110  TRACE  METALS  ( BOOED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

FONTANA  SAN  BERNARDINO  COUNTY  LANDFILL,  HIGHLAND  AVENUE  AND  SIERRA  AVE.    92335 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1953  TO  1979.  AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OHNEO.  SITE  IS  STILL 
BEING  USED.  CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FREMONT  EAST  BAY  DISPOSAL  CO.,  THE  END  OF  DURHAM  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSEO. 

FREMONT  FREMONT  PUNT,  41100  BOYCE  RD.    94538 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

FRESNO  CHEM-SERVE,  3864  EAST  PICO    92730 

SITE  IS  NOT  LOCATED  ON  PRCFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1970  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 
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FRESNO  FRESNO,  2501  S  SUNLAND  AVE    93717 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  FPCM  1931  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  601.79  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGCCNS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

FRESNO  ORANGE  AVE.  DISPOSAL  SITE,  3280  SOUTH  ORANGE  AVE.    93709 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFCSAL  FROM  1956  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFOSED,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

HAYWARD  HAYWARO  PLANT,  25500  WHITESELL  STREET    94544 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFCSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BOSHED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

HOLLISTER  JOHN  SMITH  SOLID  WASTE  SITE,  JOHN  SMITH  RD    95023 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  DIKING  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

IMPERIAL  IMPERIAL  COUNTY  DUMP,  WORTH INGTON  RD    92251 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

INDUSTRY  CITY  OF  INDUSTRY  PLANT,  NINTH  &  DON  JULIAN  ROAD    91749 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FRCM  1965  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  600  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHCDS  OF  DISFOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING, 
AND  OTHER  UNCATAGORIZED  METHODS. 

INGLEWOOD  INGLEWOOD  PLANT,  5855  WEST  CENTINGLA 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  19<f7  TO  1962.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  14  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INOPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

IRVINE  COYOTE  CANYON  (ORANGE  CO  DISPO,  COYOTE  CANYON    92664 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 
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IRWINDALE  NU-WAY  INDUSTRIES  PUBLIC  LANDF,  400  E.  LIVE  OAK    91706 

SITE  IS  NOT  LOCATEO  ON  FPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SLAVEY,  BUT  IS  KNOHN  TO  HAVE 
EEEN  USED  FCR  DISPOSAL  FFCM  1^75  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  S'JPVEY.   SITE  IS  STILL  BEING  USED.   C  IPONENTS  CF  WASTE 

DISFCSED  AT  THIS  SITE  INCLUDE  INOPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANCFILL. 

KERMAN  KERMAN  CITY  OUMP,  AMERICAN  AVENUE 

SITE  IS  NOT  LOCATED  ON  PPOFEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY i  BUT  IS  KNOHN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1962  TO  1<>65.   AT  TIME  Or  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  FOSSIBLY 
OPEN  CR  CLOSED.   CHEMICAL  COMFCNENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  0R6ANICS  AND  INORGANICS. 
METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

KETTLEMAN  ENVIROMENTAL  DISPOSAL  SERVICES,  KETTLEMAN  HILLS 

SITE  IS  NOT  LOCATED  ON  PPOFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOHN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1979.   AT  TIME  CF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTION'S  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  [BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHCDS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOON'S,  LAND  FARMING  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

KETTLEMAN  HILLS         LWD/KETTLEMAN  CITY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY ,  BUT  IS  KNOHN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  EASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  rETALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHCDS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANCFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  FCNDS  AND  LAGOONS  AND  OTHER  UNCATAGCRIZED  METHODS. 

LATHROP  CONCENTRATOR  PONDS,  16777  HOWLAND  AVE    95330 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FPCM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPC'JGH  1978  WAS  PEPCPTED  AS  30  HUHORED  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
DISFCSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  FONDS  AND  LAGCONS  AND  REPROCESSING  AND/CR  RECYCLING. 

LATHROP  FERTILIZER  PLANT  POND  COOLING,  16777  HOWLAND  AVE    95330 

SITE  IS  LOCATED  ON  FPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNCWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PPCCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  PEPOPTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHCDS  OF  DISFOSAL  INCLUDE  PITS,  FCNDS  ANO 
LAGOONS  AND  REFROCESSING  AND/OR  RECYCLING. 

LATHROP  LATHROP,  CALIFOPNIA  FACILITY,  1300  EAST  LOUISE  AVENUE    95330 

SITE  IS  LOCATED  ON  FROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOHN  TO  HAVE  BEEN 
USEO  FCR  DISPOSAL  FPOM  1975  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPC'JGH  1978  WAS  REFCRTED  AS  0.02  HUNOPEO  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  INORGANICS.   METHCDS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

LATHROP  OLD  FIFEPOND,  16777  HOWLAND  AVE    95330 

SITE  IS  LOCATED  ON  FPOPERTY  0^  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOHN  TO  HAVE  EEEN 
USED  FCR  DISFOSAL  FPOM  1953  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMFCNENTS  OF  WASTE  DISFCSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  IECNDEO 
ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS  AND  INORGANICS.   METHODS  OF  OISFOSAL  INCLUDE  PITS.  FCNDS  ANO 
LAGCCNS. 
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LATHROP  WASTE  POND,  16777  HOWLAND  AVE    95330 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  PCR  DISPOSAL  FPOM  1964  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCRTED  AS  1,116  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (ECNOED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFCSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LINDEN  FOOTHILL  SANITARY  LANDFILL,  6534  WAVERLY  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFOSED  AND  PITS,  PONDS  AND  LAGOONS. 

LONE  PINE  BARTLETT  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN 
1966.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  PEPOPTED.   CHEMICAL  COMFONENTS 
OF  WASTE  DISFOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LONG  BEACH  DOMINGUEZ  PLANT-CLOSED,  20720  S.  WILMINGTON  AVE.    90810 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1928  AT  EARLIEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND 
LAGOONS. 

LONG  BEACH  DOMINGUEZ  PUNT-OPEN,  20720  S.  WILMINGTON  AVE.    90810 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1928  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  120  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
PITS,  PONDS  AND  LAGOONS. 

LONG  BEACH  LONG  BEACH,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMFONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

LONG  BEACH  MONSANTO  -  LONG  BEACH,  6251  N  PARAMOUNT  BLVD    90805 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1952  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.01  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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LONG  BEACH  TCL,  NON-AVAILABLE 

SITE  IS  MOT  LOCATED  OH  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1970.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF 
DISPOSAL  ARE  NOT  KNOW. 

LONG  BEACH  /LA       UNKNOWN,  TERMINAL  HWY. CROSSING  ANAHEIM  ST. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  Af/D  INOPGANICALLY  ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

LOS  ANGELES  CAPRI  TANK  FARM,  3128  WHITTIER  BLVD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

LOS  GATOS  OLIN  CORP,  DAVES    95030 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  Am  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1941  TO  1956.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO  METHODS. 

MADERA  MADERA  COUNTY  DUMP  «1 ,  AVE  16  AND  RD  24    93637 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

MADERA  MADERA  COUNTY  DUMP  *11,  RO  19  AND  AVE  24    93637 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
bEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MADERA  MADERA  PLANT,  24778  AVE  13    93637 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  29  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS, 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

MARTINEZ  ACME  LANDFILL  CORPORATION,  END  OF  ARTHUR  ROAD    94553 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DPUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
REPROCESSING  AND/OR  RECYCLING. 
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MARTINEZ  AVON  PLANT,  1777  MONSANTO  MAY    94553 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1953  AT  EARLIEST.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1967.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  75  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MARTINEZ  IT  ENVIRONMENTAL  OF  CONTRA  COS,  EAST  END-ARTHUR  ROAD    94553 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMFANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

MARTINEZ  MARTINEZ  REGENERATION  SULFURIC,  100  MOCOCO  ROAD    94553 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

MARTINEZ  SHELL  OIL  COMPANY,  P  0  BOX  711    94553 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DUPING  1973.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  OPGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

MARTINEZ  SRD  INC  TREATMENT  PLANT,  EAST  END  ARTHUR  RD    94553 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 

MENLO  PARK  MENLO  PARK  DISPOSAL  FACILITY,  MARSH  ROAD    94070 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MODESTO  MODESTO  PLANT,  1200  BARIUM  RD    95352 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1928  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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MODESTO  MODESTO  SAND  AND  GPAVEL,  6137  HAMMET  RD 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1966  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MOJAVE  FLETA  (R.R.  SIDING),  11601  UNITED    93501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PFOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISFOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MOJAVE  ONSITE  EVAPORATION  PONDS,  12701  UNITED  STPEET    93501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISFOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFORTED  AS  3,500  HUNORED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

MOJAVE  ONSITE  LANDFILL,  12701  UNITEO  STREET    93501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MONTEBELLO  ABONDONED  OIL  WELL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1951  TO  1959.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS 
(WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY  )  ,  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

MONTEREY  PARK  MONTEREY  PARK  DUMP,  900  NORTH  POTRERO  GRANDE  DRIVE    91754 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FPOM  1943  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY  ) ,  0DGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PCNDS  AND  LAGCCS. 

MORGAN  HILL  PLANT  SITE,  425  TENNANT    95037 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FRCM  1956  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  F=CCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPOPTEO  AS  4  HUNDREO  TONS.   CHEMICAL  CGMFCNENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  CF  DISFOSAL  INCLUOE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

MOUNTAIN  PASS  UNION  OIL  COMPANY  OF  CALIF,  ADDRESS  UNREPORTED    92366 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SL'PVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1967  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  PEFCPTED  AS  16,200.3  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  PADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GPAM)  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUOE  UNCATAGCRIZED  METHODS. 
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MOUNTAIN  VIEW  MOUNTAIN  VIEW  LANDFILL,  SHORELINE  PAPK    94040 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
SEEN  USED  FCR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  FU3LICLY  OWNED.   SITE  IS  STILL 

.  ?ED.   CHEMICAL  CCMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-OISPOSED. 

NEWARK  COLUMBUS  COATED  FAERICS,  38083  CHERRY  STREET    94560 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1974.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

NEWARK  MAGNESIA  PLANT,  ENTERPRISE  DRIVE    94560 

SITE  IS  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1929  TO  1963.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

NEWARK  NEWARK-PHOSPHATE  PLANT,  8787  ENTERPRISE  DRIVE    94560 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FFOCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  34  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
::S"SED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS  AND 
REFROCESSING  AND/OR  FECYCLING. 

NEW3ERRY  SPRINGS       NEW3EPRY  DUMP,  HIGHWAY  66  AND  MT.  VIEW    92365 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  OURING  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NEWBERRY  SPRINGS       NEWBERRY  PLANT,  MT.  VIEW  AND  PIONEER  ROADS    92365 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  170  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  CPGANICALLY  AND  INORGANICALLY)  AND 
:-:-:--stcs.   METHODS  of  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  landfill  and  pits,  PONDS  AND  LAGOONS. 

NORTH  BAKERSFIELD       ROUND  MTN  DISPOSAL  SITE,  ROUND  MOUNTAIN  ROAD    93308 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  CCMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANT)  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AMD  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  REPROCESSING 
AND/OR  RECYCLING. 

OAKLAND  BAY  CITY  DISPOSAL,  2601  PERALTA  BLVD. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  CCMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND 
TRACE  METALS  (BONDED  CPGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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ONTARIO  MILLIKEN  SITE  *1,  MILLIKEN  AND  HIGHWAY  60    91782 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
EEEN  USED  FO?  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CW'IEO  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND 
TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  ARE 
NOT  KNOWN. 

ONTARIO  SAN  BERNAPDINO  COUNTY  LANDFILL,  MILLIKEN  AVENUE  AT  HIGHWAY  60    91761 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISFOSEO  AT  THIS  SITE  INCLUDE  CPGANICS  AND  MISCELLANEOUS 

WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OROVILLE  FEATHER  RIVER  PLANT,  P.O.  BOX  351  BAGGETT-MARYSVILLE  RO .    95965 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPCCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.5  HUNDRED  TOMS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  LAND  FARMING. 

OXNARD  CARNEY  *  SON  LAND  FILL  INC.,  5085  W.  FIFTH  STREET    93030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OXNAPO  COUNTY  OF  VENTURA  LANDFILL,  GONZALES  PD    93030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OXNARD  DIAMOND  SHAMROCK  CORPORATION,  6000  ARCTURUS  AVENUE    93030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  OISPOSAL 
ARE  NOT  KNOWN. 

OXNARD  DIAMOND  SHAMROCK  CORPORATION,  6000  ARCTUPUS  AVENUE    93030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  DUPING  1977.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

OXNARD  DIAMOND  SHAMROCK  CORPCRTION,  6000  ARCTURUS  AVENUE    93030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

OXNARD  DIAMOND  SHAMROCK  CORPORTION,  6000  ARCTURUS  AVENUE    93030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USEO  FOR  DISFOSAL  FROM  197*  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 

DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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OXNARD  DIAMOND  SHAMROCK  CORPORTION,  6000  ARCTURUS  AVENUE    93030 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  cOR  DISPOSAL  FROM  1968  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOL'GH  1978  WAS  REPORTED  AS  0 . 3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OXNARD  OXNARD  CITY  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OXNARD  OXNARD  PUBLIC  DUMP,  WEST  GONZALES  ROAD    93030 

SITE  IS  NOT  LOCATED  CN  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OXNARD  SANTA  CLARA  SANITARY  LANDFILL,  2051  N.  VENTURA  ROAD    93030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PALO  ALTO  ROMIC  CHEMICAL  CORPORATION,  2081  BAY  ROAD    94303 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

PALOS  VERDES  LAND  FILL  82,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY  OPEN  OR 
CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  ARE  NOT  KNOWN. 

PITTSBURG  BAY  POINT  WORKS,  NICHOLS  ROAD    94565 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1920  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,187  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS 
AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

PITTSBURG  DOW  TREATMENT  FACILITY,  LOVERIDGE  ROAD    94565 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1965  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT 
(EG.:  NEUTRALIZATION). 
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PITTS.  EVAFOPATICN  ;  ROAD    9*565 

SITE  IS  LOCATED  ON  FFCPERT-  .  PLANT  PARTICIPATING  IN  IS  KNOMN  TO  HAVE  BEEN 

1970  TO  1979.   SITE  IS  STILL  BEING  Hi  "OF  CHEMICAL  PPOCESS  WASTE 

DISFOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFCPTED  AS  1  HUNDREO  TCS.  CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  INORGANICS.   METHODS  CF  DISPC:  kGORIZEO  METHOOS. 

PITTSEURG  LAGON,  LOVERIDGE  ROAD    °*565 

SITE  IS  LOCATED  ON  FROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  I  ^AVE  BEEN 

USED  FC=  DISPOSAL  FFOM  1965  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  FEFC=TED  AS  1  HUNDREO  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  INORGANICS.   METHODS  OF  DISFCSAL  INCLUDE  PITS,  PONDS  AND  LAGOCNS. 

PITTS?  PITTSBURG  PLANT,  P.O.  EOX  1393    9*565 

SITE  IS  LOCATED  ON  FROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOMN  TO  HAVE  BEEN 
USED  FOR  DIS-C3AL  FROM  1916  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  F=CCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFCRTED  AS  2,929  HUNDRED  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
:  AT  THIS  SITE  INCLUOE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
:E  METALS  (BONDED  ORGANICALLY  -  [SCELLANEOUS  WASTE 

Z~    DISPOSAL  I  ^  INDUSTRIAL  W^STE  LANDFILL.  MIXED  INDUSTRIAL  WAS'E  U 

PITS,  PC  ::ONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AN.3  PEF=CCESE:'-3  I 

RECYCLING. 

PITTSBURG  WESTERN  CHEMICAL  CO.,  EAST  OF  NICHOLS  RD.    9*565 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY i  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  L955.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
BED  IN  THIS  SURVEY.   SITE  IS  NO  LCNGEP  IN  USE.   CHEMICAL  COMPONENTS  CF  WASTE 
:  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3)  A.'O  HEAVY  METALS  AND  TRACE  METALS  [K 

-   ::allyi.     methccs  of  oisposal  INCLUDE  rcNO  industrial  waste  landfill. 

FOMONA  J  S  BOWERS  ASSOCIATES,  20*0  N  TONNE  AVENUE 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOMN  TO  HAVE 
BEEN  USE:  FC=  CIS-C3AL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMIC4  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 

WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  APE 

PEEDLEY  SAFETY  KLEEN,  ADDRESS  UNREPORTED    9365* 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FC=  DISFOSAL  FROM  1977  TO  1979.   AT  TirE  CF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICA-  COHPAN1  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECTCIH  S 

ARSENIC  SULFIDE  FILTER  SLURRY,  525  MASS  AVENUE    9<,aoi 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1963  TO  1967.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPCCESS  WASTE 
DISFOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFCRTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  T=ACE  METALS  (ECfOEO 

NICS.   METHODS  OF  DISFOSAL  INCLUDE  .  3  METHODS. 

BLAIR  SOUTHERN  PACIFIC  LANDFIL,  FOOT  OF  SOUTH  51ST  STPEET    9*60* 

SITE  IS  NOT  LOCATED  ON  FRODERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISFOSAL  DUPING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVA'E  CONCERN  CTHEP  THAN 
CHEMICAL  CC  f  ED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONEKTS  0=  WASTE 

ED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  HE1  :anICALLY), 

IIS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISFOSAL  INCLUDE  UNCATAGCRIZED  METHOCS. 
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RICHMOND  CHEVRON  CHEMICAL  CO.,  RICHMOND,  940  HENSLEY  STREET   94804 

SITE  IS  LOCATED  ON  F=OPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANT)  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FRCM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8,700  HUNDRED  TON'S.   CHEMICAL  COMPONENTS  Or  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY )  , 
CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/CR  RECYCLING. 

RICHMOND  HYPALON-LINED  ARSENIC  SULFIDE,  525  MASS  AVENUE    94301 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FFCCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PELTED  AS  3  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TFACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGCRIZED  METHODS. 

RICHMOND  PLANT  SITE,  1415  SOUTH  47TH  STREET   94804 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  IN  1973  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  303  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  Or  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  EASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY).  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT 
(EG.:  NEUTRALIZATION). 

RICHMOND  RICHMOND  PLANT,  855  PARR  BLVD    943C4 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  A'D  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFORTED  AS  45.83  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY 1  AND 

CFGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 

REFROCESSING  AND/CR  RECYCLING  AND  OTHER  UNCATAGCRIZED  METHODS. 

RICHMOND  RICHMOND  WORKS,  525  CASTRO  STREET    94802 

SITE  IS  LOCATED  ON  PRCPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FC°  DISFOSAL  FROM  1<=44  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1«78  WAS  REFCRTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  HASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY!,  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  CF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

RICHMOND  WEST  CONTRA  COSTA  COUNTY  SANIT,  FOOT  OF  PARR  BLVD. 

SITE  IS  NOT  LOCATED  ON  PRCFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FFOM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  CF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/CR  RECYCLING. 

RIVERSIDE  HIGHGROVE  SANITARY  LANDFILL,  P.O.  BOX  1090  PIDGEON  PASS  RD.    92503 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FC=>  DISPOSAL  FRCM  1°67  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  FU3LICLY  OWNED.   SITE  IS  FOSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  C-GANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 
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RIVERSIDE  STRINGFELLOW  QUAPPY,  3940  PYPITE  AVENUE    92509 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1=68  TO  1972.   AT  TIME  OF  USE.  SITE  WAS  ONNEO  ET  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  CPGANICS.   METHODS  OF  OISFOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS. 

ROLLING  HILLS  PALOS  VERDES  LANDFILL  tl ,  26301  CPENSHAW  BLVD. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  PETALS 
AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INOPGANICALLY ) ,  ORGANICS,  IN0R6ANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MCNO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ROLLING  HILLS  ESTATE    PALOS  VERDES  LAND  FILL  NO  <f,  26300  HAWTHORNE  BLVD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGEP  IN 
USE,  HAVING  CLCSED  IN  1978.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  0=GANICS,  INORGANICS  AND  MISCELLANEOUS  HASTE 
MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXEO  INDUSTPIAL  WASTE  LANDFILL. 
DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SALINAS  CRAZY  HORSE  SANITARY  LANDFILL,  CRAZY  HORSE  CAN  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LAfJDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SALINAS  MUNICIPAL  DISPOSAL  SITE,  DAVIS  ROAO    93908 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1945  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSEO. 

SAN  BERNARDINO         SAN  BERN  LANDFL  FONT  SITE  NO  2,  HIGHLAND  AVE.  4  SIERRA  AVE.    <>2<»05 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

SAN  DIEGO  CA  MIRAMAR  LANDFILL,  8100  MERCURY  STREET    92111 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAN  FRANCISCO  BAY       LANDFILL  EXTENDING  INTO  THE  BA 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY.  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL.  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-OISFOSEO.  PITS,  FONDS  AND  LAGOONS.  DEEP  WELL  INJECTION.  LAND  FARMING i  INCINERATION. 
TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 
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SAN  FRANCISCO  BAY       LANDFILL  EXTENDING  INTO  THE  BA 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1950  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TR-VCE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

SAN  JOSE  NEWBY  ISLAND,  FOOT  OF  DIXON  LANDING  RD  (S.F.  BAY)    95112 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAN  JOSE  RAISCH  QUARRY,  SO  1ST  ST  (LOCATED  S  OF  OAKRI0GE  CEMETAR    95112 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

SAN  JOSE  SINGLETON  RD  MUNI  DISP  GROUNDS,  N  SIDE  OF  SINGLETON  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAN  LEANDRO  BAY  CITY  DISPOSAL  CO,  FOOT  OF  DAVIS  ST    94577 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

SAN  LEANDRO  MARINA  DISPOSAL  SITE,  FOOT  OF  MARINA  BLVD-NEPTUNE  BLVD    94577 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAN  LEANDRO  OAKLAND  SCAVENGER,  CLOSE  TO  THE  OAKLAND  AIRPORT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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SAN  PABLO  RICHMOND  SANITARY  COMPANY,  ROAD  20 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  CF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAN  PEDRO  CALIFORNIA  SALVAGE  COMPANY,  217  NORTH  LAGOON  STREET    90744 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL 
COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE 
METALS  (ECHOED  ORGANICALLY  AND  INORGANICALLY  )  ,  CPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

SANTA  BARBARA  CASMALIA  DISPOSAL  CO,  539  SAN  YSIDRO  RD    93108 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  CF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  FONDS  AND  LAGOONS,  LAND 
FARMING,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

SANTA  CLARA  CITY  LANDFILL  DISPOSAL  GROUNDS,  5410  LAFAYETTE  STREET    95050 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  EASE  SOLUTIONS  (WITH  PH  >  12), 
AND  CRGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SANTA  CLARA  MONSANTO  CHEMICAL  COMPANY,  2710  LAFAYETTE    95052 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USEO  FOR 
DISPOSAL  FROM  1951  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 

SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 

1978  WAS  REFCRTED  AS  323  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 

SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  ORGANICS  AND  INORGANICS.  METHODS  OF  DISFOSAL 

INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
REPROCESSING  AND/OR  RECYCLING. 

SANTA  FE  SPRINGS        PGP  INDUSTRIES  INC,  13429  ALONDRA  BLVD    90670 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHE"  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCE LLANECUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  INCINERATION,  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

SEAL  BEACH  SEAL  BEACH  PLANT,  PACIFIC  COAST  HIGHWAY 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1940  TO  1964.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  150  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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SIMI  VENTURA  COUNTY  REGIONAL  SANITA,  CLASS  I  DUMP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SO  SAN  FRANCISCO       SOUTH  S.F.  SCAVENGER  CO,  69  SO  LINDEN  AVE    94080 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SOUTH  GATE  SOUTH  GATE  PLANT,  4570  ARDINE    90280 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  EEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

STOCKTON  FORWARD  INC,  AUSTIN  RD    95206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CC:)CERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

SUN  VALLEY  SOUTHERN  CALIFORNIA  WASTE  REDU,  9147  DEGAPMO  STREET    91352 

SITE  IS  NOT  LOCATED  ON  PPOFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  ( BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

TORRANCE  SHELL,  ADDPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

TORRANCE  TORRANCE  CITY  LANDFILL,  S  E  CORNER  OF  MADRONA  &  DEL  AMO  BLVD.    90503 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1956  TO  1961.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFOSEO. 

TORRANCE  TORRANCE  PLANT,  3651  DEL  AMO  BLVD.    90503 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISFOSAL  FROM  1956  TO  1971.   SITE  IS  NO  LCNGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  24  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  RADIOACTIVE 

RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 

DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PC.'JDS  AND  LAGOONS  AND 
LAND  FARMING. 
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TRONA  TROHA-APGUS,  P.O.  BOX  567    93562 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  EEEN 
USEO  FOR  DISPOSAL  FROM  1916  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE      ° 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  PEPOPTED  AS  518  HUNDRED  TONS.   CHEMICAL  CO".PCl;ENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  UNCATAGORIZED  METHODS. 

TRONA  WESTEND,  P.O.  BOX  367    93562 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1926  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8,978  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGOPIZED  METHODS. 

TULARE  COUNTY  TULARE  COUNTY  DUMP,  ROAO  80 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FPOM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

UNION  CITY  TURK  ISLAND  LANDFILL,  32505  UNION  CITY  BLVD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY), 
CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

VACAVILLE  SOLANO  COUNTY  DUMP,  HWY  113  &  HAY  RD  329  PARKER 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL. 

VENICE  VENICE  PLANT,  43R0  ANO  PACIFIC  AVE. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1936  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

VENTURA  COUNTY  SIMI  VALLEY  LANDFILL,  STATE  HIGHWAY  118  NEAR  BREA  CANYON  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

WALNUT  SPADRA  LAND  FILL  NO  2,  4125  WEST  VALLEY  BLVD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  CCMFANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  OISPOSED  OF  AT  THIS  SITE 
THPOUGH  1978  WAS  REPORTED  AS  0.57  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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WATSONVILLE  WATSONVILLE  LANDFILL,  736  SAN  ANDREAS  ROAD    95076 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

WEST  COVINA  B.K.K.  CORP.,  2210  AZUSA  AVE. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  6,393.7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOCNS,  DEEP  WELL 
INJECTION,  LANO  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  ANO  REPROCESSING  AND/OR 
RECYCLING. 

WEST  COVINA  CHANCELLOR  i   OGDEN,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

WEST  LOS  ANGELOS       MISSION  CANYON  LAND  FILL  *3,  2201  NO  SEPULVEDA  BLVD    90049 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WHITTIER  PUENTE  HILLS  NO.  2,  2800  S.  WORKMAN  MILL  ROAD    90601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISFOSAL  FROM  1952  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  REPROCESSING  AND/OR 
RECYCLING. 

WILMINGTON  ASCON  LAND  FILL  FACILITY,  1605  NORTH  ALAMEDA  STREET    90746 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WILMINGTON  BASIN  BYPRODUCTS  COMPANY,  3031  EAST  I  STREET    90744 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 
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WILMINGTON  BKK  LANDFILL,  3031  EAST  I  STREET    90744 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OMHEO  Bf  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  CRGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANOFILL  AND  PITS,  PONDS  AND 
LAGOONS. 

WILMINGTON  CALIFORNIA  CARBON,  2825  E.  GPANT  ST    90744 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FPOM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

WILMINGTON  CHEROKEE  LANDFILL,  3031  EAST  I  ST.    90744 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  CCMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS 
OF  DISPOSAL  INCLUDE  PITS,  PONOS  AND  LAGOONS. 

WILMINGTON  I  T  YARD,  217  NORTH  LAGOON  AVENUE    90744 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  A?,D  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

WILMINGTON  KOPPERS  COMPANY,  INC.,  210  SO.  AVALON  BLVD.    90744 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOCNS  AND  LAND  FARMING. 

WILMINGTON  PORT  DISPOSAL,  CORNER  OF  UBANK  &  LOMITA  BLVD. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     CHATEAU  FRESNO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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APAPAHOE  COUNTY        DENVER/LOWRY  LANDFILL,  LOWRY  B0M3IN3  RANGE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
EEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  CF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  PESIDUES  (WITH  OVER 
50  PICO-CURIES  PER  GPAM ) ,  CRSANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPCSED,  PITS,  FONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND  LAND  FARMING. 

BRIGHTON  ADAM  COUNTY  LAND  FILL,  123  RO  4  RIVER  RD    8C601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1962  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COMMERCE  CITY  ACID  NEUTRALIZATION  PITS,  5445  DAHLIA  STREET    80022 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LCNGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION ) . 

COMMERCE  CITY  BASIN  A,  ROCKY  MOUNTAIN  ARSENAL    80022 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1952  TO  1957.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS. 

COMMERCE  CITY  BASIN  F,  ROCKY  MOUNTAIN  ARSENAL    80022 

SITE  IS  NOT  LOCATED  ON  PRCFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1957  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
EEIN3  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3), 
BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 

::S,  INOFGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS  AND  DEEP  WELL  INJECTION. 

COMMERCE  CITY  LIME  PONDS  (SEC  36  T5S  R67W  6T,  ROCKY  MOUNTAIN  ARSENAL    80022 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1974  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  UGCONS. 

COMMERCE  CITY  SHELL  CHEMICAL  COMLEASEHOLD ,  ROCKY  MOUNTAIN  ARSENAL    80022 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FCP  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  OPGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION), 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

COMMERCE  CITY  TRENCH  BURIAL  (SEC  30  T5S  R67W,  ROCKY  MOUNTAIN  ARSENAL    80022 

SITE  IS  NOT  LOCATED  ON  FROPEPTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FRCM  1952  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  CCMFCNENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  FH  >  12),  CRGANICS,  INOFGANICS  ANT)  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANOFILL. 


44 


WASTE  DISPOSAL  SITE  DIRECTORY 


COWDREY  NORTHGATE  PLANT,  ADDRESS  UNREPORTED    80434 

SITE  IS  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10,934  HUNDPED  TONS.   CHEMICAL  CCMFONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

DENVER  AERO  OIL  COMPANY,  5S01  FEDERAL  BLVD.    80120 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

DENVER  CHEMICAL  S  METAL  INDUSTRY,  4701  DAHLIA 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DUPING  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PEPPOCESSING  AND/OR  RECYCLING. 

DENVER  DENVER  WORKS,  1271  WEST  BAYAND  AVE.    80209 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AM)  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  250  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INCPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  FONDS  AND  LAGOCNS. 

DENVER  KOPPERS  COMPANY,  INC.,  5601  FOX  STREET    80216 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY  ) , 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL.  PITS,  PONDS  AND 
LAGOONS,  LAND  FARMING  AND  INCINERATION. 

DENVER  TRI-COUNTY  LANDFILL,  62  STREET    80216 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISFOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED, 
PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

GREELEY  WELD  COUNTY  LANDFILL,  6037  77TH  AVENUE    60631 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HENDERSON  HENDERSON,  124TH  AVENUE  &  HWY  85    80640 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FPOM  1955  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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HENDERSON  WELD  LANDFILL  NO  1,  3  MILES  NORTH  OF  BRIGHTON  ON  HWY  85    80640 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOUVIERS  LOUVIERS  PLANT,  P.O.  BOX  607    80131 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  488.33  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOUVIERS  LOUVIERS  WORKS,  DOUGLAS  COUNTY    80131 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1907  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED 
METHODS. 

SALIDA  SALIDA  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1908  TO  1962.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1.1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  UNO  FARMING. 
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BEACON  FALLS  RELIABLE  IND  WASTE  DISPOSAL,  100  RAILROAD  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BRIDGEPORT  PARK  AREA  LEAD  STYPHNATE  DISPO,  ASYLUM  STPEET    06602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1932  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  PEPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY  )  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  ANO  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BRIDGEPORT  PARK  AREA  WASTE  TREATMENT  SLUD,  ASYLUM  STREET    06602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  PITS.  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

DANBURY  DANBURY  MUNICIPAL  LANDFILL,  ADDRESS  UNREPORTED    06810 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  ANO  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WiSTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
REPROCESSING  AND/OR  RECYCLING. 

DEEP  RIVER  DEEP  RIVER  DUMP,  ROUTE  80    06417 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FAIRFIELD  TOWN  SCALE-DUMP,  ONE  ROD  HIGHWAY    06430 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1948  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  MISCELLANEOUS 

WiSTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
INCINERATION. 

GALES  FEPRY  ALLYN'S  POINT,  ROUTE  12    06335 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING 
AND/OR  RECYCLING. 

GROTON  MUNICIPAL  LANDFILL-TOWN  OF  GRO,  FLANDERS  ROAD    06340 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO .   SITE  IS  STILL 
EEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  INCPGANICS  ANO  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-OISFOSED. 
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GROTON  PFIZER  INC,  EASTERN  POINT  ROAD    06340 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1973  WAS  REPORTED  AS  0.67  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

HAMDEN  PINE  SWAMP,  ADDRESS  UNREPORTED    06514 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1966  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REPOPTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER 
UNCATAGORIZED  METHODS. 

LEDYARD  LEDYAPD  LANDFILL,  AVERY  HILL  EXTENSION    06339 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1952  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THPOUGH  1978  WAS  REFCRTED  AS  1,060  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECNDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

NORWICH  LANDSCO,  INC.,  STURTEVANT  STREET    06360 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INC7GANICALLY )  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

PAWCATUCK  STONINGTON  SANITARY  LANDFILL,  GREENHAVEN  ROAD    06379 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND 
PITS,  FONDS  AND  LAGOONS. 

PAWCATUCK  STONINGTON  TOWN  DUMP,  GREENHAVEN  ROAD    06379 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1951  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

PUTNAM  PUTNAM  TOWN  DUMP,  CHASE  ROAD    06260 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1949  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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PUTNAM  PUTNAM  TOWN  DUMP,  TOWN  FARM  RD .    06260 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  OPGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SOUTH  KILLINGLY        KILLINGLY  TOWN  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  ANO  TPACE  METALS 

(BONDED  ORGANICALLY  AND  INORGANICALLY  )  AND  ORGANICS.  METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISFOSED. 

SOUTHINGTON  SOLVENTS  RECOVERY  SERV  OF  NEW,  LAZY  LANE    06*89 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INOPGANICALLY  I , 
ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LAKOFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  PITS,  PONDS  ANT)  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGCRIZEO  METHODS. 

STAMFORO  STAMFORD-SHIPPAN,  MAGEE  AVENUE-P.O.  BOX  852    0690* 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  19*8  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  OPGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHOOS. 

STRATFORD  ROSS  &  ROBERTS,  1299  WEST  BROAD  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/CR  RECYCLING. 

THOMASTON  LIQWACON  CORP.,  OLD  WATERBURY  ROAO    06787 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  OISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

WALLINGFORD  WALLINGFORD  PLANT,  SOUTH  CHERRY  STREET    06*92 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  19*1  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCRTED  AS  500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONOEO  OPGANICALLY  ANO  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANOFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 


49 


DELAWARE  WASTE  DISPOSAL  SITE  DIRECTORY 


CHESWOLO  CHESWOLD  PLANT,  COUNTY  ROUTE  153    19936 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  196*.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPCSEO  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MCNO  INDUSTRIAL  WASTE  LANDFILL. 

CHESWOLD  COKERS  LANDFILL,  NORTH  OF  PICKLE  PLT.  ON  ROUTE  92    19936 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1963  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AST)  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CHESWOLD  COKERS  LANDFILL-SITE  *1,  SO  SIDE  OF  RT  152  APPROX  1/2  ML  W  RT  92    19936 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL. 

CHESWOLD  COKERS  LANDFILL-SITE  82,  SO  SIDE  OF  RT  152  APFROX  1/2  ML  W  RT  92    19936 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHOOS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  REPROCESSING 
AND/OR  RECYCLING. 

CLAYMONT  DELAWARE  WORKS,  ROUTE  *13    19703 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  196*  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SIPVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1973  WAS  REFORTED  AS  36,   163  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE 
ACIO  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
TREATMENT  (EG.:  NEUTRALIZATION)  ANO  REPROCESSING  AND/OR  RECYCLING. 

CLAYMONT  ON  SITE,  PO  BOX  F    19703 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
ANO  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OELAWARE  CITY  DELAWARE  CITY  PVC  PLANT,  BOX  320  SCHOOL  HOUSE  ROAD    19706 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  OISFOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  23  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 

DISPOSAL  INCLUDE  PITS,  FONDS  AND  LAGOONS. 

OEUWARE  CITY  DELAWARE  CITY,  DELAWARE  FACILI,  GOVERNOR  LEA  ROAD    19720 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISFOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.19  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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DELAWARE  CITY  OLD  BRINE  SLUDGE  LANDFILL,  RIVER  ROAD    19706 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOUN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCPTED  AS  662  HUNDRED  TOMS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  EASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  [BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGCC'iS. 

DELAWARE  CITY  ON-SITE  DISPOSAL,  PIVER  ROAD    19706 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISFOSEO  OF  AT  THIS  SITE  THROUGH  1976  WAS  REPORTED  AS  23  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  CPGANICALLY  AND  INORGANICALLY)  AND 
OPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

DELAWARE  CITY  PLANT  LANDFILL,  SCHOOLHOUSE  ROAD    19706 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOUN  TO  HAVE  BEEN 
USED  FOR  DISFCSAL  FROM  1960  TO  1978.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  33  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

DOVER  KENT  CO  OELAWAPE  LANDFILL,  COUNTY  ROAD  NO.  393    19901 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISFOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  rETALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

DOVER  KENT  COUNTY  LANDFILL,  SO.  OF  DAFB  OFF  113    19901 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  FERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  FU3LICLY  OWNED. 
SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND 
TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  CF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DOVER  WILDCAT  LANDFILL,  LEBANON  ROAD    19901 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

HOUSTON  KENT  COUNTY  LANDFILL,  ADDRESS  UNREPORTED    19954 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISFOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HOUSTON  PORTER'S  LANDFILL,  ADDRESS  UNREPORTED    19954 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1974.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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LAUREL  SUSSEX  COUNTY  LANDFILL  NO  5,  ADDPESS  UNREPORTED    19956 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOUN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  JSEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  CPGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MILLSBORO  DELAWARE  FARMS  INC,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUOE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

NEW  CASTLE  DENTON  LANDFILL,  RT  »9    19720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  EASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  CPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NEW  CASTLE  HARRY  WOOD  LANDFILL,  RT.  273    19720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NEW  CASTLE  LLANGOLLEN  COUNTY  LANDFILL,  NEW  CASTLE  COUNTY    19720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1960  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFCSED,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED 
METHODS. 

NEW  CASTLE  LLANGOLLEN  ESTATES-LANDFILL,  ROUTE  13  NORTH  OF  LLANGOLLEN  ESTATES    19720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUOE  CRGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

NEW  CASTTE  DELAWARE  SAND  I  GRAVEL  CO,  229  GRANTHAM  LANE    19720 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NEWARK  PLANT  PROPERTY,  1301  OGLETOWN  ROAD    19711 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNCWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1968  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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NEWPORT  FACILITY  SITE,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FPOM  1929  TO  1971.   SITE  IS  NO  LONGER  IN  USE.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 

OPGANICS.   METHODS  OF  OISFOSAL  INCLUDE  PITS,  PONOS  AND  LAGOONS,  INCINERATION  AND  TPEATMENT  (EG.: 
NEUTRALIZATION). 

NEWPORT  NEWPORT  PIGMENTS  PLANT,  JAMER  &  WATER  STREET    1980<» 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1902  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  CPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  DRUMMED  WASTE  LANDFILL. 

SEAFORD  SEAFOPD  PLANT,  ADDRESS  UNREPORTED    19973 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1939  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  3,252  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  LAND  FARMING. 

SMYRNA  SMYRNA  PLANT,  P  0  BOX  591    19977 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PiPTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FPOM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

WILM  EXPERIMENTAL  STATION,  CENTRAL  RESEARCH  AND  DEVELOPMENT  DEPT    19898 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0.5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  INCINERATION. 

WILM  MUNICIPAL  SEWAGE  SYSTEM,  HAY  RD.  t    EAST  12TH  ST. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AW  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

WILMINGTON  CAPITAL  RECOVERY,  100  W  TENTH  STREET    19881 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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WILMINGTON  CHERRY  ISLAND  INDUSTRIAL  LANDF,  12TH  STREET  &  HAY  ROAD    19802 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OHNEO  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PRCCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  10,240  HUNDPEO  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (EON'DED  ORGANICALLY  AND 
INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

WILMINGTON  LLANGOLLEN  LANDFILL,  LLANGOLLEN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  ANT)  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL  Am  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

WILMINGTON  PIGEON  POINT  SANITARY  LANDFILL,  PIGEON  POINT 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  CPSANICALLY  AND  INORGANICALLY), 
CRGANICS,  INOPGANICS  AND  MISCELUNEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WILMINGTON  TYBOUTS  CORNER,  TYBOUTS  CORNER  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  CF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BCfJDED  ORGANICALLY  AND  INO=GANICALLY ) ,  CRGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

LOCATION  UNREPORTED     TYBOUT'S  CORNER 

SITE  IS  NOT  LOCATEO  ON  FRCPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FCR  DISPOSAL  FROM  1969  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPCSED. 

LOCATION  UNREPORTED     TYBOUTS  CORNER  UNDFILL 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISFCSAL  FROM  1960  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  FU3LICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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ANTHONY  COUNTY  LAND  FILL.  ADCPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PRCPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SLAVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE.  SITE  WAS  PUBLICLY  CWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  DRGANICS.  IN0R6ANXC3  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISFOSAL  A=F 

ARCHER  ARCHER.  ADDRESS  UNREPORTED    32601 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE.  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  C=GANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSEO. 

BARTOW  81  SULFURICA  ACID  PLANT,  AGRICCLA  (8.5  MILES  SU  OF  BARTOW)    33830 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  HOW  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FROM  19*9  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  F^CCESS  WASTE 

ED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFCPTEO  AS  43,755  .  IONS.   C^EM"AL  COMPONENTS  OF 

WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3 )  ,  INORGANICS  AND  MISCE  LLAN'EC'JS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION).  REPROCESSING  AND/OR  FEC 
AND  OTHER  UNCATAGCRIZED  METHODS. 

BARTOW  BARTOW  PHOSPHATE  COMPLEX,  P.O.  BOX  1480    33830 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  EEING  USED.   AMOUNT  OF  CHEMICAL  FRCCESS  WAS" 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  400,000  HUNDRED  TONS.   CHEMICJ  TS  CF 

WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  RADIOACTIVE  RESICUES  (WITH  OVEP  50 
PICO-CURIES  PER  GRAM),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   ~ET-::;S  CF  DISPOSAL  INCLUDE  MIXEO 
-IAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGCRIZED  METH"S. 

BARTOW  BARTOW  PLANT,  HIGHWAY  60  WEST    33830 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  F^CM  1969  TO  1978.   SITE  IS  POSSIBLY  OPEN  CP  CLOSED.   AMOUNT  OF  CHEMICAL  ""ESS 
WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2.02  HUNDRED  TONS.   CHEMICAL  COMFONTNTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

BARTOW  BARTOW  PLANT,  SOUTHSIOE  HIGHWAY  60  WEST    33330 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  CF  CHEMICAL  FPOCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCPTED  AS  31.54  HUNDRED  TONS.   CHE  ENTS  Cr  «ASTE 

DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

BARTOW  BONNIE  PLANT  EAST  GYPSUM  STACK,  BONNIE  MINE  ROAD    33830 

SITE  IS  LOCATED  ON  FPOFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  TUN  TO  HAVE  BEEN 

USED  FCR  DISFOSAL  FROM  1954  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  ""ESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCRTEO  AS  40,000  HUNDREO  TONS.  "5  OF 

WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  RADIOACTIVE  RESIT.  ER  50 

PICO-CURIES  PER  GRAM),  INORGANICS  AND  MISCE.  STE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 

"IAL  WASTE  LANDFILL  AND  OTHER  UNCATAGCRIZED  METHODS. 

BARTOW  GYPSUM  DISPOSAL  APEA,  HIGHWAY  60  WEST    33830 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPCM  1949  TO  1979.   SITE  IS  STILL  EEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WAS'E 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  UAS  P£FC=TED  AS  90,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3).  HEAV> 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  OISFOSAL  INCLUDE  UNCATAGDRIZED  METHOOS. 
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BARTOW  GYPSUM  STACKS,  P.O.  BOX  471    33830 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FFCM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPO'JGH  1978  WAS  REPORTED  AS  239,633  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AST)  TRACE  METALS  (BONDED 
C=GiNICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

BARTOW  GYPSUM  STORAGE,  P.O.  BOX  960    33330 

SITE  IS  LOCATED  ON  FPCPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FPOM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCRTED  AS  210,540  HUNDREO  TCNS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
OPGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GPAM)  AND 
INC—ANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION) . 

BARTOW  PHOS  UNIT-GYPSUM  PILE  &  RECIRC,  AGRICOLA  (8.5  MILES  SW  OF  BARTOW)    33830 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1947  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPCCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  0.05  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

BARTOW  SOUTH  PIERCE  CHEMICAL  WORKS,  P.O.  BOX  1969  STATE  ROAD  630    33803 

SITE  IS  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCRTED  AS  153,402  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  FONOS  AND  LAGOONS,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

BARTOW  S02  SCRUBBER  CIRCULATING  POND,  HIGHWAY  60  WEST    33830 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISFOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  EEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCRTED  AS  79  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISFOSED  AT  THIS  SITE  INCLUOE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  FONDS  AND  LAGOCNS. 

BARTOW  USS  AGR-CHEMICAL  DIVISION,  HIGHWAY  60  WEST    33830 

SITE  IS  LOCATEO  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 

DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCRTED  AS  0.07  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

BAY  COUNTY  BAY  COUNTY  SANITARY  LANDFILL,  JOHN  PITTS  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

BAY  COUNTY  MAJETTE  TOWER  SITE,  CC  ROAD  101  B 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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BRADLEY  CHEMICAL  OPERATION,  AODRESS  UNPEPORTED    33635 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FPCM  1556  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPOPTEO  AS  247,551.7  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  RADIOACTIVE  RESIDUES  (WITH  OVER  50 
PICO-CURIES  PER  GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BROOKSVILLE  GULF  OIL  CHEMICALS  CO,  PO  BOX  158  BROOKSVILLE  ROCK  PD    33512 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  EEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  13.96  HUNOPEO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

CATONMETIC  ST.  REGIS  PAPER  CO,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS 
(WITH  PH  >  12)  AND  CRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

COTTONDALE  KERR-MCGEE  CHEMICAL  CORP,  U.S.  HIGHWAY  90    32431 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  ANT)  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1948  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS 
OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

FAIRBANKS  FAIRBANKS  32601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FERNANDINA  BEACH        FERNANDINA  BCH  PL  STE  SLUDGE  P,  AODRESS  UNREPORTED    32034 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  99  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOCNS. 

FORT  MEADE  GYPSUM  DISPOSAL  AREA,  HIGHWAY  630    33841 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  130,900  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGCRIZED  METHODS. 

FORT  MEADE  S02  SCRUBBER  CIRCULATING  POND,  HIGHWAY  630    33841 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  588  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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GAINESVILLE  GAINESVILLE  PLANT  SITE,  200  N.  23RD  AVE.    32602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

GIBSONTON  GIBSONTON  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GREENCOVE  SPRINGS       FLORIDA  SOLITE,  P.O.  BOX  297    320*3 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

HIALEA  VINYLFLEX  OPER .  OF  FLA.,  7*85  W  2ND  CT.    3300* 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  197*.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

JACKSONVILLE  ALLIED  CHEMICAL  CORP. , JACKSONV,  5930  SOUTEL  DRIVE    32219 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  19*8  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  197  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

JACKSONVILLE  CLEAN  RIVER,  INC.,  710  PARKER  STREET    32203 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197*  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTEO  AS  2.51  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHOOS. 

JACKSONVILLE  CTY  OF  JACKSONV  IMESON  AIRPORT,  ADDRESS  UNREPORTED    32205 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DUPING  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER  IN 
USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL 
INJECTION,  UNO  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING, 
AND  OTHER  UNCATAGORIZED  METHODS. 

JACKSONVILLE  CTY  OF  JACKSONV  LANDFILL,  PICKETVILLE  RD    32205 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1971  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO 
LONGER  IN  USE,  HAVING  CLOSED  IN  1975.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND 
LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING 
AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHOOS. 
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JACKSONVILLE  CTY  OF  JACKSONVILLE  LANDF  SAHL.  MEW  BERLIN  RD    32205 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SLAVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FCP  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE.  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
EEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  CPGANICS.  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS 
OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  U  MED  WASTE 

LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JACKSONVILLE  CTY  OF  JACKSONVILLE  LAN3F  SANL,  SANLER  RD    32205 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY i  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  AND  TRACE  METALS 
(EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  HASTE  MATERIAL.   rETHCOS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  HASTE  LAWFUL  -iSTE 

LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED,  PITS,  PONDS  AND  LAGOONS •  DEEP  WELL 
INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  PEPPCCESSING  AND/OR  RECYCLING, 
AND  OTHER  UNCATAGORIZEO  METHODS. 

JACKSONVILLE  FASCO-JACKSONVILLE  FERTILIZER,  1611  TALLEYRAND  AVENUE    32206 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1925  TO  197S.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FFCCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCPTED  AS  62  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHOOS  OF  DISFOSAL  INCLUDE  MONO  INDUSTPIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT 
(EG. :  NEUTRALIZATION). 

JACKSONVILLE  FASCO-JACKSONVILLE  FERTILIZER,  1611  TALLEYRAND  AVENUE    32206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1976.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISFOSED. 

JACKSONVILLE  FASCO-JACKSONVILLE  FERTILIZER,  1611  TALLEYRAND  AVENUE    32206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1968.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  CF  OISFOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JACKSONVILLE  FASCO-JACKSONVILLE  FERTILIZER,  1611  TALLEYRAND  AVENUE    32206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  FROM  1964  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1974.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUOE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

JACKSONVILLE  FASCO-JACKSONVILLE  FERTILIZER,  1611  TALLEYRAND  AVENUE    32206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1970  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 
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JACKSONVILLE  FASCO- JACKSONVILLE  FERTILIZER,  1611  TALLEYRAND  AVENUE    32206 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPCSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

JACKSONVILLE  IMESON  LANDFILL,  MAIN  ST    32229 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1970  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
[BONDED  CP3ANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JACKSONVILLE  JACKSONV  CTY  LANDFILL  ATLANTIC,  ATLANTIC  BLVD    32205 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1970  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

JACKSONVILLE  JACKSONVILLE  PUNT,  1200  TALLEYRAND  AVE    32206 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FPCM  1947  TO  1970.   SITE  IS  NO  LCNGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
0ISPOSE0  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPCSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

JACKSONVILLE  JACKSONVILLE  PUNT,  7850  WEST  BEAVER  STREET    32205 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1953  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 

ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

JACKSONVILLE  NORTH  LANDFILL  CITY  OF  JACKSON,  11405  ISLAND  DRIVE    32250 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

JACKSONVILLE  NCRTHSIDE  LANDFILL,  SUN3EAM  POAD    32217 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FL3LICLY  OUT-JED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JACKSONVILLE  OWENS  AVE  LANDFILL  CITY  OF  JAC,  OWENS  AVENUE    32205 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1954  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  CCMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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JACKSONVILLE  PICKETTVILLE  LANDF  CO  OF  JACKS,  5150  PICKETTVILLE  ROAD    32205 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  FROM  1969  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANXCS  AfJD  MISCELLANEOUS  WASTE 
MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  DPUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

LAKELAND  CITY  OF  LAKELAND  DUMP,  EAST  OF  LAKELAND 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  197<t.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY  OPEN  OP 
CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INCPGANICALLY ) .   METHODS  OF  DISPOSAL  ARE  NOT  KNONN. 

LIBERTY  COUNTY  REICHHOLO  CHEMICALS,  INC.,  OFF  HIGHWAY  67 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1958  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
INCINERATION. 

MARTEL  COUNTY  UNO  FILL,  ROAD  840 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 

OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

MIAMI  INDUSTRIAL  VINYLS,  INC.,  3310  N  W  30TH  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

MILTON  SANTA  ROSA  COMBUSTIBLE  LANDFIL,  ADDRESS  UNREPORTED    32570 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  INCINERATION. 

MILTON  SANTA  ROSA  LANDFILL  (3),  ADDRESS  UNREPORTED    32570 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MILTON  SANTA  ROSA  NON-COMBUSTILE  DUMP,  ADDRESS  UNREPORTED    32570 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.45  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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MULBERRY  ELECTRO-PHOS  CORPORATION,  1155  PEBBLEDALE  ROAD    33860 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  793  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  FER  GRAM),  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHCDS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  REPROCESSING 
AND/CR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

MULBERRY  NEW  WALES  CHEMICALS,  INC.,  P.O.  BOX  1035    33360 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  150,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHCDS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHCDS. 

NICHOLS  MOBIL  CHEM  CO  -  NICHOLS  PUNT,  P.O.  BOX  311  NICHOLS  ROAD    33863 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  CF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  PEFORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

NICHOLS  MOBIL  CHEM  CO  -NICHOLS  PLANT,  P.O.  BOX  311    33863 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1973  WAS  PEPCRTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL, 
PITS,  PCNDS  AND  LAGCCNS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR 
RECYCLING. 

NICHOLS  MOBIL  CHEM  CO-NICHOLS  FURNACE,  P.O.  BOX  311    33863 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  DUPING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0.<U  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND 
INCRGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

NICHOLS  NICHOLS  PLANT,  P.O.  BOX  311,  NICHOLS  ROAD    33863 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1937  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  360  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTPIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  REPROCESSING  AND /OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

OCALA  COUNTY  LAND  FILL,  ROAD  441 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OFEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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ORLANDO  ORLANDO,  FLOPIDA  PLANT,  3100  NORTH  CPANGE  BLOSSOM  TPAIL    32804 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  IN  1975  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REFCTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

PACE  SANTA  ROSA  COUNTY,  ADDPESS  UNREPORTED 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1957  TO  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  HASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDPEO  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
OISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  CYNICALLY  AND  INORGANICALLY )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

PALMETTO  PINEY  POINT  PHOSPHORIC  PRODUCT,  HIGHWAY  U.S.  41  AT  PINEY  POINT    33561 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFOPTED  AS  104,508  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (ECHOED 
ORGANICALLY  AND  INORGANICALLY)  AND  INCRGANICS.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS, 
TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZEO  METHODS. 

PANAMA  CITY  INTERNATIONAL  PAPER  COMPANY  LA,  EVEPITT  AVENUE    32401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

PENSACOLA  BELL'S  PIT,  "M"  STREET  AT  JACKSON    32505 

SITE  IS  NOT  LOCATED  ON  FRCPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHEP  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  )  , 
ORGANICS.  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

PENSACOLA  BEULAH  LANDFILL,  ROUTE  8,  BOX  905    32506 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISFOSAL  FROM  1975  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
EEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  CF  OISFOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  CRUMMEO  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOCNS. 

PENSACOLA  ESCAMBIA  PLANT,  P.O.  BOX  467 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  CF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  FH  <  3),  CPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS.  FONOS  AND  LAGOONS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 
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PENSACOLA  KLONDIKE  LANDFILL,  ROUTE  8,  BOX  905    32506 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISFOSED  AND  REPROCESSING  AND/OR  RECYCLING. 

PENSACOLA  PENSACOLA  PLANT,  P.O.  80X  12830    32575 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.  SITE  IS  STILL  BEING  USED.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  453  HUNDRED  TCNS.  CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.  METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 

PENSACOLA  PIONEER  SAND  COMPANY,  EAST  OF  SAUFLEY  FIELD  ROAD    32506 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

PENSACOLA  PLANT  SITE,  407  SOUTH  PACE  BOULEVARD    32501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

PIERCE  LAYCO  CHEMICAL  COMPANY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

PLANT  CITY  FEED  PHOSPHATE  COMPLEX,  P.O.  BOX  790    33566 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,620  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

PLANT  CITY  INTERNATIONAL  PETROLEUM  CORP,  402  N  MICHIGAN  STREET    33566 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 
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PLANT  CITY  PLANT  CITY  PHOSPHATE  COMPLEX,  POST  OFFICE  DRAWER  L    33566 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCRTEO  AS  201,957  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  RADIOACTIVE  RESIDUES  (WITH  OVER  50 
PICO-CURIES  PER  GRAM),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS, 
PONDS  AND  LAGOONS  AND  OTHER  UNCATAGCPIZED  METHODS. 

PORT  SAINT  JOE  ALLIED  CHEMICAL  CORPORATION,  HIGHWAY  71  P.O.  BOX  68    32456 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  36  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  AND  TRACE  METALS  (EONOED  ORGANICALLY  AND  INORGANICALLY )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  PITS,  PONDS  AND  LAGOONS. 

PORT  SAINT  JOE         CITY  OF  PORT  ST  JOE  PROPERTY,  KNOWLES  AVE.    32456 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER  IN 
USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

SAINT  MARKS  INCINERATION  ANO  OPEN  BURNING,  INTERSECTION  US  98  AND  SR  343    32355 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  75  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  INCINERATION  ANO  OTHER  UNCATAGORIZED  METHODS. 

SAINT  MARKS  ON  SITE  BURIAL  PITS,  INTERSECTION  SR  363  AND  US  98    32355 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  24  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  POKTJS  AND  LAGOONS  ANO  LAND  FARMING. 

SEFFNEP  TAYLOR  ROAD  SITE,  TAYLOR  RD. 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TAMPA  CITY  INCINERATOR.  ADAMO  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1961.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TAMPA  CITY  OF  TAMPA,  MEMORIAL  HWY  &  CYPRESS  AVE 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1954.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  CHEMICAL  COMPANY  INCLUOED  IN 
THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  WAS  NOT  REPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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TAMPA  PLANT  SITE-CLOSED,  2009  ORIENT  ROAD    33619 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1977.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  ORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  INCINERATION. 

TAMPA  PLANT  SITE-OPEN,  2009  ORIENT  ROAD    33619 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0 . 3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

TAMPA  TAMPA  PLANT,  1808  N  57TH  STREET    33619 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS,  INCINEPATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

TARPON  SPRINGS         TARPON  APRINGS  PLANT-CLOSED,  ANCLOTE  ROAD  P.O.  BOX  1204    33589 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,001  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

TARPON  SPRINGS         TARPON  APRINGS  PLANT-OPEN,  ANCLOTE  ROAD  P.O.  BOX  1204    33589 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,004  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

TELOGIA  TELOGIA  PLANT  PROPERTY,  LIBERTY  COUNTY 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSEO  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  0.45  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

WAUCHULA  HARDEE  PHOSPHATE  COMPLEX,  P.O.  BOX  1549    33873 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  112  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

WHITE  SPRINGS  #1,  GYPSUM  STACK,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100,897  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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WHITE  SPRINGS  *2  GYPSUM  STACK,  P  0  BOX  300    32096 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AMD  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  36,998  HUNDFED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

WHITE  SPRINGS  SITE  *1 ,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  0.03  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  *10,  P  0  BOX  300    32096 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  «11,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  IN  1971  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  812,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  12,  PO  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1972  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.16  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  ORUMMED  WASTE 
LANDFILL. 

WHITE  SPRINGS  SITE  93,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF 
AT  THIS  SITE  THPOUGH  1978  WAS  REPORTEO  AS  0.08  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  9U,  P  0  BOX  300    32096 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1965  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REFORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  DRUMMED  WASTE  LANDFILL. 
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WHITE  SPRINGS  SITE  J5,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  86 ,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  87,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  IN  1975  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REFORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  88,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DUPING  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

WHITE  SPRINGS  SITE  89,  P  0  BOX  300    32096 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1977  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

UNREPORTED  BROLD  AND  COMPANY  DUMP,  NORTH  BROWARD  COMPANY    33061 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISFOSAL  FROM  1959  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 


52-419  0-79 
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ALBANY  CITY  CF  ALBANY-LANDFILL,  FRONT  STREET 

SITE  IS  NOT  LOCATED  ON  PPCFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1968.   AT  TIME  CF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 

HEAVY  METALS  AND  TPACE  METALS  (ECNDED  ORGANICALLY  AI.'D  INORGANICALLY)  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

ALBANY  COMPANY  PROPERTY,  1220  GILLIONVILLE  ROAD    31707 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  ~0  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1952  TO  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  750  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BCNDEO 
ORGANICALLY  AND  INORGANICALLY )  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL. 

ALBANY  HOLDING  POND  FOR  SCRUBBER  WATE,  OLD  LEESBURG  RD . 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCRTED  AS  1,13<»  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

ALBANY  MUSGROVE  PPOPERTY,  OAKRIDGE  DRIVE    31707 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

ALBANY  SWIFT  AGRI.  CHEMICALS  CORP.,  P.O.  BOX  1948  -  NORTH  JACKSON  ST.    31702 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

ATLANTA  BANKHEAD  LANDFILL,  3085  BANKHEAD  HWY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  POSSIBLY  OFEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  0.32  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS 
SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  0RUT1ME0  WASTE  LANDFILL. 

ATLANTA  BORDEN  CHEMICAL,  NEAR  WESTVIEW  CEMETARY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  v^SED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISFOSAL  ARE  NOT  KNOWN. 

ATLANTA  BROWNING-FERRIS  INDUSTRIES  OF,  3085  BANKHEAD  AVENUE    30336 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MCND 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 
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ATLANTA  CITY  OF  ATLANTA-CASCADE  ROAD  L,  CASCADE  ROAD 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOP  DISPOSAL  FROM  1973  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  CWNEO .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISFOSED. 

ATLANTA  FULTON  COUNTY  MERCK  ROAD  LANDF,  MERCK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

ATLANTA  INTERNTL  MINERAL&CHEMICAL  CORP,  1611  OAK  AVENUE    31709 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF 
CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  MRTALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/CR  RECYCLING. 

ATLANTA  M  4  J  SOLVENT,  P.O.  BOX  19073  STATION  N    30225 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

ATLANTA  M  8  Y  SOLVENTS,  1577  MARIETTA  RD  NW 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  REFROCESSING  AND/OR 
RECYCLING. 

ATLANTA  W.H.  ALLGOODS  LANDFILL,  BROWNS  MILL  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

ATLANTA  WESTVIEW  LANDFILL  INC.,  1680  GOPDON  ST.  S.W.    30310 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

AUGUSTA  ACIDULATION  SUMP,  940  MOLLY  POND  ROAD    30903 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1911  TO  1953.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 
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AUGUSTA  AUGUSTA  PLANT,  MARVIN  GRIFFIN  PD,  P.O.  BOX  1473    30903 

SITE  IS  LOCATEO  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  OISFOSAL  FROM  1966  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  0.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND 
DPUr-IED  WASTE  LANDFILL. 

AUGUSTA  AUGUSTA  PLANT,  MARVIN  GRIFFIN  ROAD    30906 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCP  DISPOSAL  FPOM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEFOPTED  AS  7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  INORGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

AUGUSTA  AUGUSTA  PLANT  SITE,  COLUMBIAN  NITROGEN  ROAD 

SITE  IS  LOCATED  ON  FROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  235  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL  AND  PITS,  FCNDS  ANO  LAGOONS. 

AUGUSTA  COUNTY  LANDFILL,  AODRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

AUGUSTA  DUMP  NO  1,  HWY  LOOP  56  SO  OF  BUSH  FLD    30906 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1971.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   AMOUNT  OF 
CHEMICAL  FROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  THRCUGH  1978  WAS  REFCPTED  AS  170  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECNDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  OISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

AUGUSTA  DUMP  NO  2,  HWY  LOOP  56  SO  OF  BUSH  FLD    30906 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  150  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

AUGUSTA  DUMP  NO  3,  HWY  LOOP  56  SO  OF  BUSH  FLD    30906 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  40  HUNDREO  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

AUGUSTA  DUMP  NO  4,  HWY  LOOP  56  SO  OF  BUSH  FLD    30906 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INCPGANICALLY )  ANO 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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AUGUSTA  YCUNGBLOOD'S,  2275  WINDSOR  SPRING  ROAD    30906 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

AUSTELL  ARRIVEC  CORP.,  INDUSTRIAL  PARK 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

AUSTELL  AUSTELL  CITY  DUMP,  ADDRESS  UNREPORTED    30001 

SITE  IS  NOT  LGCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1954  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMFCNENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

AUSTELL  POLYMERS  DIV. -AUSTELL  PLANT,  103  PARK  STREET   30001 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FRCM  1954  TO  1976.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   AMOUNT  OF 
CHEMICAL  PPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  43  HUNDRED  TONS.   CHEMICAL 
COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECNOED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL. 

BAINB°IDGE  BAINBRIDGE  MILLS,  US  327   31717 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FCR  DISFOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  55  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE 

OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BAINBRIDGE  DECATUR  CO  INDUS  PARK  LANDFILL,  DECATUR  COUNTY  INDUSTRIAL  PARK,  US  S27    31717 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
EEEN  USED  FOP  DISFOSAL  FROM  1973  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BAINBRIDGE  DECATUR  CCUNTY  -  LAND  FILL,  SPRING  CREEK  ROAD    31717 

SITE  IS  NOT  LOCATED  ON  PROFEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BAXLEY  FRP  COMPANY  (SUBSIDIARY),  U.S.  HWY  341  EAST   31513 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,384  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF 

DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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BRUNSWICK  BRUNSWICK  PLANT  SITE,  COOK  AND  L  STREETS    31520 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPCM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  170  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BCNDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INCPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  A NO  LA3CCNS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/CR  RECYCLING  AND  OTHER  UNCATAGORIZEO 
METHODS. 

BRUNSWICK  BRUNSWICK  WORKS,  OLD  DIXIE  HIGHWAY  (P.O.  BOX  1558)    31520 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  45  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REPROCESSING 
AND/OR  RECYCLING. 

BRUNSWICK  CATE  ROAD  LANDFILL,  0.5  MILES  N  OF  CATE  RD  BAPTIST  CHURCH    31520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  CWNEO .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LAKOFILL  AND  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

BRUNSWICK  T  STREET  DUMP,  WEST  END  OF  T  STPEET    31520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNCUN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1961  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

BRUNSWICK  009  LANDFILL,  BENEDICT  RD  NEAR  ALTAMA  AVE    31520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  CCMPiNY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  193  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  CRGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL. 

BRUNSWICK  4TH  STREET  LANDFILL,  4TH  STREET  AND  OLD  BRUNSWICK  AIRPORT     ' jZO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  i   KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SIT?  TS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  Tl  ACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIA,.   METHOOS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSEO. 

CALHOUN  ARTIZANS  PLANT  SITE,  RIVER  ROAD    30701 

SITE  IS  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  197*.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED 
AT  THIS  SITE  INCLUOE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS 
ANO  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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CALHOUN  CALHOUN2GOR0ON  COUNTY  LANDFILL,  ROUTE  *<♦    30701 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INOPGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 

CALHOUN  CALHOUNJGORDON  COUNTY  LANDFILL,  KIRBY  RD    30701 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1979.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  OTHER  UNCATAGORIZED  METHODS. 

CEDAR  SPRINGS  CEDAR  SFRNG  PL  STE  SLUDGE  PONT),  ADDRESS  UNREPORTED    31732 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  63  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  ANO  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CEDAR  SPRINGS  GREAT  SOUTHERN  CORPORATION,  ADDRESS  UNREPORTED    31732 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CEDARTOWN  CITY  OF  CEDARTOWN  GA  LANDFILL,  EAST  AVENUE    30125 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF 
USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS 
(WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

CEDARTOWN  DIAMOND  SHAMROCK  CORPORATION,  701  WISSAHICKON  AVE    30125 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  IN  1977  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/CR  RECYCLING. 

CEDARTOWN  PASTURES  (VARIOUS),  CEDARTOWN  VICINITY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

CEDARTOWN  POLK  COUNTY  GEORGIA  LANDFILL,  ROCKMART  ROAD    30125 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1973  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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CHAMBLEE  DEKALB  COUNTY  LANDFILL,  AOORESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  OURING  197*.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CPC-ANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMEO  WASTE  LANDFILL  AND  LANOFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

CHENANGO  COUNTY         BAINBRIOGE-AFTON-GUILFOPO-SIDN,  CHENANGO  COUNTY,  PDA  82 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY.  EUT  IS  KNOUN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMFANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  CF  UASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (ECNDED 
ORGANICALLY  ANO  INORGANICALLY  )  ,  03GANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISFOSED. 

CLARKSTON  TOMMY  DUNCAN,  751  N  INDIAN  CPEEK  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

COLLEGE  PARK  BORDEN  CHEMICAL,  SULLIVAN  RD    30349 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

COLLEGE  PARK  ROLLING  HILLS  LANDFILL,  870  SULLIVAN  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECNDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CONLEY  BROWNING  FERRIS  INDUSTRIES  OF,  HENDRICO  ROAD    30027 

SITE  IS  NOV  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OFGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

COVINGTON  CITY  OF  COVINGTON  LANDFILL,  AIRPORT  ROAD    30267 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGA'JICS,  If.C  =  GANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COVINGTON  NEWTON  COUNTY  LANDFILL,  C/O  COUNTY  COMMISSIONER  COURTHOUSE    30209 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 
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COVINGTON  NEWTON  COUNTY  LANDFILL,  LACKEY  ROAD    30209 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SI f E  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DACULA  MR.  MCCLUSKEY'S  FARM-RAVINE,  GWINNETT  CTY  ROUTE  81    30211 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL. 

DALTON  CHEM  PROCESS  OF  GA  PROP  MILL  C,  CORONET  DRIVE    30720 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,   502  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 

DALTON  CITY  OF  DALTON  SANIT  LANDFILL,  UNDERWOOD  ROAD    30720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CPGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DALTON  DALTON,  1468  PROSSER  DRIVE    30720 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  42  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING 
AND/OR  RECYCLING. 

DALTON  DALTON  LANDFILL,  ADDRESS  UNREPORTED    30720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DALTON  SOUTHEASTERN  WASTE  TREATMENT,  P.O.  BOX  1697   30720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

DECATUR  CRYMES  LANDFILL,  ADDRESS  UNREPORTED    30034 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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DOUGLASVILLE  ARIVEC  CHEMICAL,  P  0  BOX  54    30133 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

EAST  POINT  ALLIED  CHEMICAL  CORPORATION,  1427  CENTRAL  AVE.    30344 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  128  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

EAST  POINT  ATLANTA  UTILITY  WORKS  TOM  MOOR,  1504  WASHINGTON  AVE.    30344 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

EAST  POINT  CROSBY  STEVENS  CO,  1645  CENTRAL  AVE.    30344 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECNDED  OPGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

EAST  POINT  W.C.  MEREOITH  CO.,  2335  LAWRENCE  ST.    30344 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

FOREST  PARK  ROLLING  HILLS  LAND  FILL-JONES,  P.O.  BOX  428  -  SULLIVAN  ROAD    30050 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FULTON  COUNTY  B.F.I.  LANDFILL,  WATTS  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

GARDEN  CITY  CLIFTON  EQUIPMENT  RENTAL  CO.  L,  BIG  HILL  ROAD    31408 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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GARDEN  CITY  GARDEN  CITY  PLANT,  FOUNDATION  TRACT   31408 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEINS  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.69  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

GARDEN  CITY  M.C. ANDERSON  INC.  PROPERTY,  HIGHWAY  21  BOX  7034    31408 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

GARDEN  CITY  ROMINE  EQUIPMENT  RENTAL  INC.,  HIGHWAY  21    31408 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  OURING  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OFEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

GARDEN  CITY  W.A.  PORTER  PROPERTY,  HIGHWAY  17   31408 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

GORDON  GORDON  SERVICE  CO.,  INC.,  P.O.  BOX  433 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

GRIFFIN  GRIFFIN/SPALDING  CO  LANDFILL,  GRIFFIN/SPALDING  PUBLIC  WORKS-SANITATION   30224 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUOE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GWINNETT  COUNTY        CRYMES  ENTERPRISES  INC.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHCDS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL. 

HAZLEHURST  "OLD"  CITY  UNO  FILL,  OFF  MCEACHIN  LANDING  ROAD    31539 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIFAL  WASTE  IS  CO-DISFOSED. 
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HAZLEHURST  HAZLEHURST  MILLS,  ALMA  HIGHWAY  (U.S.  823  SOUTH)    31539 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  PEFCRTEO  AS  70  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

HAZLEHURST  NEW  CITY  LANDFILL,  NORTH  WILLIAN  STPEET  EXTENSION    31539 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197<f  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

HAZLEHURST  WASTE  LATEX  EVAPORATION  FIELD,  ON  SITE  OF  PLANT    31539 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISFOSAL  FROM  1976  TO  1977.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  OISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  3.75  HUNDRED  IONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  ARE  NOT 
KNOWN. 

KENSINGTON  SHAVERS  FARM,  EAST  OF  S.R.  341    30707 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

KENSINGTON  STEEL  BROTHERS  LANDFILL,  HWY  341    30707 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FPOM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL. 

KENSINGTON  WHITES  LANDFILL,  COLD  SPRINGS  ROAD    30707 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

LAWRENCEVILLE  ARNOLDS  LANDFILL,  70  ARNOLD  ROAD    30245 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOVEJOY  CLAYTON  COUNTY  LANDFILL,  HWY.  83 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 
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MACON  ALLIED  CHEMICAL  CORPORATION,  4652  MEAD  RD.    31202 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1948  TO  1979.   SITE  IS  STILL  BEING  USED.   AilOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  28  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MACON  FICKLIN  AND  WALKER  PROPERTY,  4100  BLOCK  MEAD  ROAD.1MI  EAST  OF  ALLIED    31206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGCRIZED  METHODS. 

MACON  MACON  PRESTRESSED  CONCRETE  CO.,  4496  MEAD  ROAD    31206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MARIETTA  COBB  COUNTY  LANDFILL,  COUNTY  FARM  POAD    30060 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-0ISPOSE0. 

MARIETTA  COBB  COUNTY  SOLID  WASTE  PLANT,  COUNTY  FARM  ROAD    30060 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

MARIETTA  KOPPERS  COMPANY,  INC.,  646  OWENBY  DRIVE    30061 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFCRTED  AS  0.18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

NASHVILLE  COUNTY  FARM  (CITY  LAND  FILL),  OLD  VALDOSTA  ROAD    31539 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NASHVILLE  ENIGMA  ROAD  (COUNTY  LAND  FILL),  ENIGMA  ROAD    31639 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  CCMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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NASHVILLE  HOMERVILLE  HWY  (CO  LANDFILL),  HOMERVILLE  HIGHWAY    31639 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNEO .   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NASHVILLE  TIFTON  POAD  (CITY  LAND  FILL),  TIFTON  ROAD    31639 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGER 

IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHOOS  OF  OISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NELLISTER  JOHN  SMITH  DISPOSAL  SITE,  JOHN  SMITH  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CPGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ROCKMART  GOODYEAR  ROCKMART  PLANT  INCINE,  ADDRESS  UNREPORTED    30153 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1973  WAS  REPORTED  AS  4.28  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  ARE 
UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

ROME  LANDFILL  (ON  SITE),  CHATILLON  ROAD    30161 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1929  TO  1968.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THRC'JGH  1978  WAS  REPORTED  AS  40  HUNCRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO 
INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  AND  INCINERATION. 

ROME  ROME  CITY  LANDFILL,  POTS  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1929  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMHEO  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  MARYS  SAINT  MARYS  LANDFILL,  ADDRESS  UNREPORTED    31558 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAVANNAH  ALLIED  CHEMICAL  CORPORATION,  BRAMPTON  ROAD    31402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1945  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WiSTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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SAVANNAH  AMERICAN  CYANAMID  CO.,  P.O.  BOX  368-DEPTFORD  TRACT    31402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1978.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,630  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONOED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

SAVANNAH  SAVANNAH,  PO  BOX  2249    31402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SAVANNAH  SAVANNAH,  PO  BOX  2249  OLD  LOUISVILLE  ROAD    31402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1931  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  490  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

SAVANNAH  SAVANNAH,  PO  BOX  2249  OLD  LOUISVILLE  ROAD    31402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SAVANNAH  SAVANNAH,  PO  BOX  2249  OLD  LOUISVILLE  ROAD    31402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

SAVANNAH  SAVANNAH,  PO  BOX  2249  OLD  LOUISVILLE  ROAD    31402 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

SAVANNAH  SAVANNAH,  PO  BOX  2249  OLD  LOUISVILLE  ROAD    31402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

SAVANNAH  SAVANNAH,  PO  BOX  2249  OLD  LOUISVILLE  ROAD    31402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 
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SAVANNAH  SAVANNAH,  PO  BOX  2249  OLD  LOUISVILLE  ROAD    31402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
ARE  NOT  KNOWN. 

SAVANNAH  SAVANNAH,  PO  BOX  2249  OLD  LOUISVILLE  ROAD    31402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SAVANNAH  SWIFT  AGRI.  CHEMICALS  CORP.,  1260  LATHROP  AVENUE    31401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

STERLING  GLYNN  CTY      NEW  STERLING  LANDFILL,  2.5  ML  E  OF  HIGHWAY  341  ON  NEW  HGWY  99    31520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

STERLING  GLYNN  CTY      OLD  STERLING  LANDFILL,  1.5  MI  E  OF  HWY  341  ON  OLD  HWY  99    31520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1969  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

TIFTON  ACIDULATION  POND,  FERRY  LAKE  ROAD    31794 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1945  TO  1970.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   AMOUNT  OF 
CHEMICAL  PPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

TUCKER  BEN  GOBER  LANDFILL,  MIMOSA  ESTATES  GWINNETT  CO    30084 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

TUCKER  CRYMES  LANDFILL,  6321  LAWRENCEVILLE  HWY    30084 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXEO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 
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TUCKER  CRYMES  LANDFILL,  6180  LAWRENCEVILLE  HWY    30084 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HaVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTPIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

TUCKER  CRYMES  LANDFILL,  6180  LAWRENCEVILLE  HWY    30084 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

VALOOSTA  BARKER  CHEMICAL  COMPANY,  AZELEA  CITY  IND.  PARK    31601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

VALDOSTA  RAMSEY  SALVAGE,  BOX  359,  ROUTE  *2    31601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANT)  MISCELLANEOUS  WASTE  MATERIAL.   METHuDS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

WOODBINE  WOOOBINE,  P.O.  BOX  428   31569 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  138  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 
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EWA  BEACH  PACIFIC  CONCRETE  *  ROCK  LANDFI,  91-402  FARRINGTON  HIGHWAY    96706 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAI 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  OPGANICALLY  AND  INORGANICALLY ) . 
ORGANICS  ANO  INORGANICS.   METHODS  OF  OISPOSAL  INCLUOE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED, 

HILO  HILO  RUBBISH  DUMP,  LEILANI  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUOE  HEAVY  METALS  ANO  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HONOLULU  KAILUA  LANOFILL,  PUBLIC  WORKS  DEPARTMENT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1970  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  ANO  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANOFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

KAHULUI  WAIKAUPU  DUMP-MAUI  COUNTY  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONOED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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GRANDVIEW  ABANDONED  SILO  SITE-GRANDVIEW,  P.O.  BOX  393    83624 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

GRANDVIEW  WES-CON  INC,  SITE  IS  LOCATED  IN  OWYHEE  COUNTY  IDAHO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTPIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
OTHER  UNCATAGORIZED  METHODS. 

POCATELLO  FMC  CORPORATION,  PO  BOX  4111    83201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISFOSAL  FROM  1949  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  182,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT 
(EG.:  NEUTRALIZATION),  REFRCCESSING  AND/CR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

SODA  SPRINGS  SODA  SPRINGS,  P.O.  BOX  478    83276 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  T0  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,830  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS . 

SODA  SPRINGS  SODA  SPRINGS  PLANT,  P.O.  BOX  816    83276 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FPOM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  32,206  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL.  ORUMMEO  WASTE  LANDFILL,  PITS,  PONDS 
AND  LAGOONS,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 
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ALTON  ALTON  LANDFILL,  AODRESS  UNPEPORTEO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

ATKINSON  HENRY  COUNTY  LANDFILL,  R.R.  i 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BCNDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DPUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

AVON  GRAYS  LAKE,  ADDRESS  UNREPORTED    61415 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOHN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OMNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

BARRINGTON  SOUTH  BARRINGTON,  ADDRESS  UNPEPORTED    60010 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFOSED. 

BATAVIA  MIDWAY  LANDFILL,  FABIAN  PARKWAY    60500 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

BEDFORD  PARK  CHICAGO  ACETYLENE  ( PSG ) ,  HARLEM  AVE. 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1967.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS 
WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  563.24  HUNDRED  TONS.   CHEMICAL  COMPONENTS 
CF  WiSTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

BEECHER  BEECHER  LANDFILL,  GOODENOW  ROAD 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE.  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISFOSED. 
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BELLWOOD  HILLSIDE  QUARRY  BELLWOOD,  AODRESS  UNREPORTED    60104 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  OURING  1972.   AT  TIME  Or  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS 
OF  DISFOSAL  ARE  NOT  KNOWN. 

BELVIDERE  BOONE  COUNTY  LANDFILL  SITE,  ROUTE  76    61003 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  CF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  CCMFCNENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  NIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BELVIDERE  DEWANE  LANDFILL,  BUSINESS  20  EAST    61008 

SITE  IS  NOT  LOCATED  ON  PROPERTY  CF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  "UNICIPAL  WASTE  IS  CO-DISFOSED. 

BETHALTO  CEE  JA  LANDFILL,  ROUTE  1    62010 

SITE  IS  NOT  LOCATED  ON  PROPERTY  CF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BLOOMINGDALE  BLOOMINGDALE/MALURD  LAKE  LAND,  GARY  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1970  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

BLUE  ISLAND  BLUE  ISLAND  LANDFILL,  123RD  AND  CALIFORNIA 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  UNDFILL,  DRUMMED  WASTE  UNDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFCSED. 

BLUE  ISUND  JOHN  SEXTON,  BLUE  ISLAND,  123RD  CALIFORNIA 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BLUE  ISUND  ONYX  CHEMICAL  BLUE  ISLAND  PUN,  14000  SOUTH  SEELEY  AVENUE    60406 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  CF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REFORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 

ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL. 
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BRIGHTON  BRIGHTON  LAWFUL,  ROUTE  81    62012 

SITE  IS  HOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CPGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

BRIGHTON  BRIGHTON  LANDFILL,  TURPENING  LANE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMFANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

CALUMET  CITY  CALUMET  INDUSTRIAL  DISPOSAL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  ARE  NOT  KNOWN. 

CALUMET  CITY  CHEMICAL  WASTE  MANAGEMENT,  P.O.  BOX  214    60409 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1941  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  2,385.3  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHEP  UNCATAGORIZEO  METHODS. 

CARBONDALE  PLANT  FACILITY,  P.O.  BOX  270  NORTH  MARION  STREET    62901 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1902  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  163  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL,  PITS,  PONDS  AND 
LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

CARTERVILLE  ORDILL  -  OGDEN  ROAD,  CRAB  ORCHAPD  NATL  WILD  LIFE  REFUGE    62918 

SITE  IS  NOT  LOCATED  ON  PROPERTY  0*  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONOEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISFOSAL  INCLUDE  UNCATAGORIZEO  METHOOS. 

CARTERVILLE  ORDILL  AREA  12,  CRAB  ORCHARD  NATL  WILD  LIFE  REFUGE    62918 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1945  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

CARTERVILLE  ORDILL  D-AREA,  CRAB  ORCHARD  NATL  WILD  LIFE  REFUGE    62918 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHCMICAL  PLANT  PARTICIPATING  IN  SURVEY.  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  ANO 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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CARTERVILLE  ORDILL  FIRE   STATION,  CRAB  ORCHARD  NATL  WILD  LIFE  REFUGE    62918 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  FROM  1956  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CARTERVILLE  OPDILL  I-AREA,  CRAB  ORCHARD  NATL  WILDLIFE  REFUGE    62918 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  DURING  1967.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER  IN 
USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

CARTERVILLE  ORDILL  WATER  TOWER,  CRAB  ORCHARD  NATL  WILD  LIFE  REFUGE    62918 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CHICAGO  ANTHONSEN  LANDFILL,  122ND  AND  OGLESBY  AVENUE    60633 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1967  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFCSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

CHICAGO  BARKER  CHEMICAL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  40.05  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS 
SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

CHICAGO  CAL-HARBOR  PROCESS  INC,  2200  E  119TH  STREET    60617 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

CHICAGO  CALUMET  WORKS,  12260  SOUTH  CARONDOLET  AVENUE    60633 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1920  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  330  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

CHICAGO  CO  PROPERTY,  4201  WEST  69TH  STREET    60629 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  29  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  LAND  FARMING. 


90 


WASTE  DISPOSAL  SITE  DIRECTORY 


CHICAGO  CUSTOMS  OPGANIC  INC.,  1445  U.    42  ST    60609 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

CHICAGO  EARTH  II,  11600  SOUTH  YATES  AVE.    60633 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1973  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLCSEO.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY )  ,  ORGANICS.  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CHICAGO  EARTH  II,  122ND  *  TORRANCE  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

CHICAGO  HYCN  WASTE  MANAGEMENT,  11700  STONY  ISLAND  AVE    60617 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 

CHICAGO  LAND  »  LAKES  LANDFILL,  122ND  STREET  AND  TORRENCE  AVENUE    60633 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (ECHOED  CRGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MCNO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

CHICAGO  MENNEGANS  LANDFILL,  138TH  &  COTTAGE  GROVE    60617 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVaTE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLC5ED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INCPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  ARE  NOT  KNOWN. 

CHICAGO  PAXTON  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY.  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1954  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS,  INCPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  ANO  INCINERATION. 
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CHICAGO  U.S.  DRUM  DISPOSAL  CORP.,  136TH  &  TORRANCE  AVE.    60628 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
DRUMMED  WASTE  LANDFILL. 

CHICAGO  WALTERWAY  PLANT-CLOSED,  612  E  138TH  ST.    60627 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  19  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

CHICAGO  WATERWAY  PLANT-ACID  PLANT  SLUD,  612  E.  138TH   60627 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CHICAGO  WEST  CHICAGO,  258  ANNA  STREET 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1932  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  550  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS  AND  INCINERATION. 

CHICAGO  NAME  UNREPORTED,  ADDRESS  UNREPORTED   60627 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM).   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED, 
PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

CHICAGO  NAME  UNREPORTED,  123  RD  *  CALIFORNIA  STREETS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL. 

CHICAGO  NAME  UNREPORTED,  138-141ST  4  CALUMET  EXPRESSWAY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 


92 


HASTE  DISPOSAL  SITE  DIRECTORY 


CHICAGO  HEIGHTS         STAUFFER  CHEMICAL-CHICAGO  HEIG,  11TH  ANO  '.PNOLD  ST.    60411 

SITE  IS  LOCATED  ON  FROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOW  TO  HAVE  BEEN 
USEO  FOR  OISPOSAL  FROM  1902  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,570  HUNDRED  TCMS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  FH  <  3 ) .  BASE  SOLUTIONS  (WITH  PH  >  12).  HEAVY  METALS 
ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  A';D  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  OPL'MMED  WASTE  LANDFILL, 
LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS.  PONDS  AND  LAGOONS. 

CHICAGO  HEIGHTS         STAUFFER  CHEMICAL-CHICAGO  HEIG,  11TH  ANO  ARNOLD  ST.    60411 

SITE  IS  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1902  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,012  HUNORED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

CHICAGO  HEIGHTS        TRIEM  INDUSTRIAL  BUILDING  OPER ,  26TH  AND  STATE  ST.    60411 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSEO 
IN  1977.   CHEMICAL  CCMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL; 
ORUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISFOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

COAL  CITY  EWR  INC,  P  0  BOX  160    60416 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDEO 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANT)  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
OISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  REPROCESSING  ANO/OR  RECYCLING  ANO  OTHER  UNCATAGORIZEO 
METHODS. 

CRESTWOOD  CTD  AND  KINGERY,  NEAR  CALUMET  CITY/CHICAGO  BOUNDARY  LINE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE 
LANDFILL. 

DANVILLE  DANVILLE  CITY  DUMP,  GREENUOOD  CEMETERY  ROAD    61832 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1974.   CHEMICAL  COMPONENTS  OF  WASTE  OISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL  AND  LANOFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

DANVILLE  OANVILLE  WORKS,  BREWER  ROAD    61832 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FFOCE^S  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFOPTED  AS  7,488  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BCNOED 
OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL,  PITS,  FONDS  AND  LAGOONS  AND  DEEP  WELL  INJECTION. 
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DANVILLE  H&L  DISPOSAL  SITE  2,  MURRAY  CLARK  ROAD    61832 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DANVILLE  THOMAS  12TH  ST  SANITARY  LNDFIL,  GREENWOOD  CEMETERY  ROAD   61832 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DECATUR  MCKINNEY  LANDFILL,  RR  38   62522 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSEO  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DEEFIELD  METROPOLITAN  DISPOSAL,  COUNTY  LINE  ROAD   60015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1975.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

DEPUE  MOBIL  CHEMICAL  CO-OEPUE  PLANT,  DEPOT  &  MARQUETTE  STREETS   61322 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  60,981  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIOUES  (WITH  OVER  50  PICO-CURIES  PER  GPAM ) ,  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

DES  PLAINES  SEXTON  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

DOLTON  LAND  AND  LAKES,  1220  EAST  138TH  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 
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EAST  ALTON  POWDER  OPERATION  SITE,  ZONE  2    6202* 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1972  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  61  HUNOPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

EAST  ALTON  ZONE  4  BURNING  GROUNDS,  POWDER  MILL  RD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

EAST  ALTON  ZONE  4  SCRAP  GROUNDS,  POWDER  MILL  RD   62024 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  IN  1966  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDPEO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  CPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

EAST  SAINT  LOUIS       EAST  ST.  LOUIS  PUNT,  2001  LYNCH  AVENUE   62201 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1903  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

EAST  SAINT  LOUIS       FAIRMONT  CITY  PLANT,  2501  N.  KINGSHIGHWAY   62202 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  50  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PCNDS 
AND  LAGOONS. 

EAST  SAINT  LOUIS       MAL  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

ELGIN  WOODLAND  LANDFILL,  RR1  BOX  8H   60120 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  OISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY ) , 
CFGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 


95 


ILLINOIS  WASTE  DISPOSAL  SITE  DIRECTORY 


FAIRMONT  CITY  EAST  ST. LOUIS  WORKS,  2500  KINGSHIGHWAY   62204 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1920  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8,943  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT 
(EG.:  NEUTRALIZATION). 

FAIRMOUNT  COUNTY       THOMAS  GARAGE,  3619  COLLINSVILLE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

FRANKLIN  PARK  LIQUID  WASTE  INC.,  2930  LUCY  LANE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

FULTON  AGRICO  CHEMICAL  COMPANY,  P.O.  BOX  150  (SOUTH  4TH  STREET)    61252 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1977.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

GALESBURG  OLD  KNOX  COUNTY  LANDFILL,  KNOX  COUNTY   61401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

GALESBURG  PLANT  FACILITY,  HIGHWAY  41  SOUTH  P.O.  1191   61401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1970  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

GLENVIEW  LUTTER  BRICK  YARD,  WEST  LAKE  AVENUE   60025 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MCNO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

GRANITE  CITY  GRANITE  CITY  ACETYLENE  PLANT,  1525  MADISON  AVENUE   62040 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  0.26  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 


96 


WASTE  DISPOSAL  SITE  DIRECTORY 


GPANITE  CITY  GRANITE  CITY  DUMP,  ADDPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISFOSAL  FPCM  1974  TO  1979.   AT  TIKE  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

GRANITE  CITY  GRANITE  CITY  ILLINOIS  FACILITY,  2200  MONPOE  ST    62040 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  eEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.01  HUNTJPED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

GRANITE  CITY  MILAM  «1,  RURAL  ROUTE  81    62061 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1948  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AIO  INORGANICALLY I , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

GRAYSLAKE  A.R.F.  LANDFILL,  ADDRESS  UNREPORTED    60030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

HARRISTOWN  MACON  COUNTY  LANDFILL,  P.O.  BOX  115  HILL  ROAD    62522 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  EEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  CRGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISFOSED. 

HENRY  HENRY  PLANT,  R  R  1  BOX  15    61537 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPOPTED  AS  550  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECHOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

HINSDALE  HINSDALE/SEXTON  LANDFILL,  31ST  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORSANICALL1 ) , 
ORGANICS  ANT)  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 
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ILLIOPOLIS  BORDEN  CHEMICAL,  P.O.  BOX  27    62539 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1949  TO  1979.   SITE  IS  STILL  BEINS  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  CF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  334.43  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANOFILL  AND  PITS,  PONDS  AND  LAGOCNS. 

ILLIOPOLIS  ILLIOPOLIS  CITY  DUMP,  ADDRESS  UNREPORTED    62539 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  AND  INCINERATION. 

JERSEYVILLE  JERSEY  SANITATION,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JOLIET  AMOCO  CHEM  CORP  JOLIET  PLANT,  P.O.  BOX  941    60434 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1953  TO  1975.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   AMOUNT  OF 
CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  1,355  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS,  INCRGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

JOLIET  BANNER  DISPOSAL  SERVICE  CO,  2100  MOEN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INCRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JOLIET  CLOSED  TRASH  DUMP,  PATTERSON  &  LARAWAY  RDS  PO  BOX  130    60434 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

JOLIET  CURRENT  GYPSUM  PILE,  PATTERSON  RD  i    LARAWAY  RD  PO  BOX  130    60434 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  130,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  ( EONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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JOLIET  ESL  LANDFILL,  LAPAWAY  POAD    60436 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCE LLANEOUS  WASTE 
MATERIAL.   METHCDS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL.  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PCNDS  AND  LAGOONS,  LAND 
FARMING  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

JOLIET  JOLIET  PLANT,  BROADWAY  t  INGALLS    60434 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1960  TO  1971.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   AMOUNT  OF 
CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS  AND  INCINERATION. 

JOLIET  JOLIET,  ILLINOIS  60436,  1306  MCKINLEY  AVENUE    60436 

SITE  IS  LOCATED  ON  FROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  hAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1922  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFOSED  AND  PITS,  PONDS  AND  LAGOONS. 

JOLIET  NO  1  TRP,  PATTERSON  &  LARAWAY  RDS  PO  BOX  130    6C434 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  4,900  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PCNDS  AND  LAGOONS. 

JOLIET  NO  2  TRP,  PATTERSON  &  LARAWAY  ROS  PO  BOX  130    60434 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISFOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  910  HUNCRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHCDS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

JOLIET  OLD  GYPSUM  PILE,  PATTERSON  SLARAWAY  RDS  PO  BOX  130    60434 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1955.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  ( EONDEO 
ORGANICALLY  AND  INOPGANICALLY )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO  METHODS. 

JOLIET  SULFUR  DISPOSAL,  PATTERSON  &    LARAWAY  RDS  PO  BOX  130    60434 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1943  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNCRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

JOLIET  TOUNSHIP         BENNITT'S  PROPERTY,  WEST  MOEN  AVE    60434 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INOPGANICALLY). 
METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  DRUMMED  WASTE  LANDFILL. 
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LAKE  ZURICH  LAKE  ZURICH  VILLAGE  DUMP,  LICNS  DRIVE    600*7 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1956  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1975.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-OISFOSED,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

LEMONT  UNION  CHEMICAL,  MALEY  ROAD  -  P.O.  BOX  188    60439 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  87  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 

LOCKPORT  LOCKPORT  WATER  WORKS  S  SEWAGE,  "15  STATE  STREET    604*1 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LYONS  AMERICAN  GRADING  STEPS  LANOFIL,  LAWNDALE  4  RT.  66 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

MADISON  BARTON  LANDFILL,  401  MADISON  AVE    62060 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  CCMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPCSED. 

MARION  CRAB  ORCHARD  NATIONAL  REFUGE,  DRAWER  L    62959 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO 
LAGOONS  AND  INCINERATION. 

MARION  ENERGY  BURNING  PAD,  PO  DRAWER  G    62959 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1973  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

MARION  ENERGY  LAGOON,  PO  DRAWER  G    62959 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPCCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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MARION  INCINERATOR  COMPLEX,  PO  DRAWER  G    62959 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FPOM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  OISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BOWED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

MCCOOK  MOTOR  OIL  REFINING,  47TH  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

MENDOTA  TREKKER  CHEMICAL  COMPANY,  POST  OFFICE  BOX  286    61342 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  OURING  1968.   SITE  is  no  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.08  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE 
LANDFILL. 

METROPOLIS  METROPOLIS  WORKS,  US  ROUTE  45  PO  BOX  430    62960 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  450  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MORRIS  ON-SITE-PLANT  PROPERTY,  COLLINS  ROAD    60450 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  29  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BOWED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MUNDELEIN  WAUCONDA  SAND  «  GRAVEL  CO.,  267  INDIAN  CREEK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BOWED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

N  CHICAGO  NO.  SHORE  MAT'L,  2500  COMMONWEALTH  AVE    60064 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE.  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

NAPERVILLE  GREEN  VALLEY,  NAPERVILLE,  9-5-610  GREEN  RD .    60540 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWM  TO  HAVE 
BEEN  USEO  FOR  OISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 
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NORTHFIELD  LAKE  LANDFILL  INC,  540  FRONTACE  ROAD    60093 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NORTHFIELD  TOWNSHIP     LAKE  LAND  FILL  (WILLOW  DUMP),  WILLOW  ROAD    60093 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OAK  BROOK  JOHN  SEXTON,  900  JORIE  BLVD.    60521 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

OTTAWA  BROCKMAN  LANDFILL,  ADDRESS  UNREPORTED    61350 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OTTAWA  ILLINOIS  VALLEY  DISPOSAL,  DEBENNET  ROAD    61350 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMCD  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OTTAWA  SAME,  CANAL  ROAD    61350 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  40  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 

DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

PARK  RIDGE  LAND  AND  LAKES  COMPANY,  123  N.  NORTHWEST  HIGHWAY    60068 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PEORIA  PEORIA  DISPOSAL,  1113  N  SWORDS  AVENUE    61604 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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PERU  SANITARY  LANDFILL,  PERU  TUNSHP,  AODRESS  UNPEPCPTED    6135* 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

POTTSTOWN  PEORIA  DISPOSAL,  ROUTE  8 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

RICHTON  PARK  JOHN  SEXTON,  CENTRAL-NORTH  OF  ROUTE  *30 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEFN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

RICHTON  PARK  RICHTON  PARK,  SAUK  TRAIL  £  CENTRAL  AVE.    60471 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  HEAVY  METALS  AND  TRACE  METALS  < BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISFOSEO. 

ROCK  ISLAND  WATTS  OISPOSAL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  196*  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIOENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

ROCKDALE  C  *  H  COMPANY,  MOBIL  OIL  COMPANY 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

ROCKDALE  CARLSTROM  LANDFILL,  839  ROCK  ISLAND  AVENUE    60*33 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  Oc  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

ROCKDALE  M  *  W  LAND  FILL  CO,  1999  MOEN  STREET    6C*3* 

SITE  IS  NOT  LOCATEO  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 
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RCCKFCRD  BROWNING  FERRIS  INDUSTRIES-ROC,  P.O.  BOX  35    6110S 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOUN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OFEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ROCKFORD  DBA  ROTO-ROOTER  SEWER  SERVICE,  18TH  AVENUE  TEAM  TRACK  SIDING 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHO0S  OF 
DISPOSAL  ARE  NOT  KNOWN. 

ROSICLARE  ROSICLARE  PUNT,  P.O.  BOX  57    62982 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1939  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  12,421  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

SAINT  CLAIR  COUNTY      METROPOLITAN  LANDFILL,  SMITHTON  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  0."  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OUNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

SAINT  CLAIR  COUNTY     MILAM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

SAUGET  CLAYTON  CHEMICAL  COMPANY,  ADDRESS  UNREPORTED    62201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

SAUGET  MONSANTO  (SAUGET)  IL  LANDFILL,  ADDRESS  UNREPORTED    62201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1957.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

SAUGET  MONSANTO  CHEMICAL  COMPANY,  DEPARTMENT  246    62201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 
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SAUGET  MONSANTO  INDUSTRIAL  CHEMICALS,  AODPESS  UNREPORTED    62201 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  PCSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNCM 

SAUGET  MONSANTO  LANDFILL,  ROUTE  3    62201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,625  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

SAUGET  SAUGET  AND  CO.  LANDFILL,  MONSANTO  AVENUE    62201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  OPGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SAUGET  W  G  KRUMMRICH  INCINERATOR,  ROUTE  3    62201 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISFOSAL  FROM  1971  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  151  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

SAUGET  W.G.  KRUMMRICH,  ROUTE  3    62201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  IN  1957  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

SAUGET  W.G.  KRUMMRICH  PLANT,  ADDRESS  UNREPORTED    62201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCPTED  AS  0.3  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHCDS  OF  DISPOSAL  INCLUDE  INCINERATION. 

SAUGET  WGK  LANDFILL,  ADDRESS  UNREPORTED    62201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUOEO 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  193  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  ORUMMEO  WASTE  LANDFILL. 

SAUGET  WT  KRUMMRICH  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  OPUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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SENECA  SENECA  WORKS-DYNAMITE  BURNING,  PO  BOX  68    61360 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1928  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  CF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

SENECA  SENECA  WORKS-WG  LANDFILL,  PO  BOX  68    61360 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 

OISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  REPROCESSING  AND/OR  RECYCLING. 

SHABBONA  ROBERT  BEND  FARM,  MOBIL  OIL  CORPORATION 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
LANO  FARMING. 

SHEFFIELD  NUCLEAR  ENGINEERING  COMPANY, IN,  P.O.  BOX  158 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  206.31  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANOFILL,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING  AND  INCINERATION. 

SHEFFIELD  SHEFFIELD  LANDFILL,  SHEFFIELD  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  8.44  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS 
SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND 
DRUMMED  WASTE  LANDFILL. 

SOUTH  CHICAGO  HEIGHT    SKYLINE  DISPOSAL,  28TH  STREET  &  EAST  END  AVENUE    60411 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  CF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  UNOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SOUTH  ELGIN  TRI-COUNTY  LANDFILL,  ADDRESS  UNREPORTED    60177 

SITE  IS  NOT  LOCATED  ON  PROPERTY  CF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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SPARTA  S  I  L  LANDFILL,  ADCPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

STICKNEY  CHICAGO  METRO  SANI  DISTRICT,  ADDRESS  UNREPORTED    60402 

SITE  IS  NOT  LOCATED  CN  FROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FPOM  1965  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) , 
AND  ORGANICS.   METHODS  OF  OISFOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

STICKNEY  KOPPERS,  3900  S.  LARAMIE    60650 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1922  TO  195S.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  54  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

STREATOR  DUMP  AREA,  SOUTH  SMITH-DOUGLASS  ROAO    61364 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  256  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

STREATOR  GREEN  POND,  SOUTH  SMITH-DOUGLASS  ROAO    61364 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1955  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSEO  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  675  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

STREATOR  GYPSUM  SETTLING  POND,  SOUTH  SMITH-DOUGLAS  ROAD    61364 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCPTED  AS  26,668  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDEO 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIOUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  FONDS  AND  LAGOONS. 

STREATOR  KSF  POND,  SOUTH  SMITH-DOUGLASS  ROAD    61364 

SITE  IS  LOCATEO  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INOPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  FONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

TISKILWA  PLOW  CREEK  FARM,  MOBIL  OIL  CORPORATION 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE 
LAND  FARMING. 
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TUSCOLA  NATIONAL  DISTILLERS  &  CHEMICAL,  U.S.  36  WEST  (P.O.  BOX  218)    61953 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  22,580  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS ,  DEEP  WELL 
INJECTION  Am  INCINERATION. 

TUSCOLA  POOL  AREA  FLY  ASH  PILE,  DOUGLAS  COUNTY    61953 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  FROM  1963  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  900  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

TUSCOLA  ROMINE  FLY  ASH  PILE,  DOUGLAS  COUNTY    61953 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHEP  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

VILLA  GROVE  J.O.  CRAWFORD  LANDFILL,  RURAL  ROUTE  1    61956 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WATAGA  KNOX  COUNTY  LANDFILL,  ADDRESS  UNREPORTED    61488 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WAUCONDA  WAUCONDA  LANDFILL,  ADDRESS  UNREPORTED    60084 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  UNDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

WESTCHESTER  JOHN  SEXTON,  31ST  %   WOLF  RD . 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  210  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE 
LANDFILL. 

WHITESIDE  COUNTY       LAND  FILL  AREA,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 
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WILLOW  SPRINGS         WILLOW  SPPINGS  PLANT,  8400  WILLOW  SPRINGS  ROAD    60480 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  INCINERATION. 

WILMINGTON  C.L.  HALE  COMPANY,  ROUTE  «1  BOX  383    60481 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1972  TO  1978.   AT  TIME  OF  USE.  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

WILSONVILLE  CHEM  TROL  POLLUTION  SVCS  INC.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

WILSONVILLE  EARTHLINE  CORP  -  WILSONVILLE  I,  BOX  38    62093 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCEPN  OTHEP  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACI0  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTPIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

WILSONVILLE  WILSONVILLE  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1.93  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  CRUMMEO  WASTE  LANDFILL. 

WOLF  LAKE  WOLF  LAKE  PLANT,  HIGHWAY  3    62998 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1923  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  593  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF 
OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

WOOD  RIVER  AMOCO  OIL  COMPANY  REFINERY,  400  SOUTH  MAIN  STREET    62095 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1941  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,376  HUNDRED  TONS.   CHEMICAL  COMPONENTS  CF  WiSTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION  ANT)  REPROCESSING  AND/OR  RECYCLING. 
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WOOD  RIVER  WOOD  RIVER  REFINERY,  400  SOUTH  MAIN  STREET    62095 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCEL.ANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS 
AND  LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

WYOMING  WYOMING  PLANT,  HIGHWAY  *17  EAST    61491 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  221.75  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION, 
AND  REFROCESSING  AND/OR  RECYCLING. 
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BOROEN  CLAPK  I    FLOYO  LAND  FILL,  RT  «2    47106 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INCPGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

CENTRAL  PRIVATE  OWNED  FARMLAND,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  DUPING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

COLUMBUS  IND  LIQUID  WASTE  DISPOSAL  CO,  RR  «3 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  eY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
PITS,  PONDS  ANO  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

COLUMBUS  INDUSTRIAL  LIQUID  WASTE  DISP  C,  RURAL  ROUTE  3  BOX  156    47201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

COVINGTON  BURNING  PIT,  HWY  136    47932 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  this  SITE  INCLUOE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

COVINGTON  LANDFILL,  HWY  136    47932 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,100  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL 
WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

COVINGTON  NEUTRALIZATION  POND,  HWY  136    47932 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  PITS,  CONDS  AND  LAGOONS  ANO  TREATMENT  (EG.: 
NEUTRALIZATION). 

COVINGTON  SPOIL  LANDFILL,  HWY  136    47932 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1976  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHOOS  OF 
OISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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COVINGTON  WET  WASTE,  HWY  136   47932 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

EAST  CHICAGO  E  I  DUPONT,  5215  KENNEDY  AVE    46312 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1979  AT  EARLIEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  150  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

EAST  CHICAGO  EAST  CHICAGO  CITY  DUMP,  MICHIGAN  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1955.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY 
METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

EDWAROSVILLE  FLOYD  COUNTY( INDIANA )HWY  DEPT,  ST.R.  64 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  Or 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHOOS. 

ELKHART  HIMCO-WASTE-AWAY  SERVICE,  INC,  707  N.  WILDWOOO  AVE.    46514 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

FORTVILLE  FORTVILLE  PLANT,  MICHIGAN  &  MADISON  ST    460*0 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1967  AT  EARLIEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

FRANKFORT  MONTGOMERY  COUNTY  LANDFILL,  STATE  ROUTE  421    46041 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISFOSED. 

GARY  CITY  OF  GARY  DUMP,  15TH  &  COLFAX 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY 
METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELUNECUS 
WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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GARY  GARY  CITY  LANDFILL,  MOBIL  OIL  CORPORATION    46403 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH 
PH  <  3).  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  DISPOSAL  ARE  NOT  KNOWN. 

GARY  GARY  LAND  DEVELOPMENT  LANDFILL,  479  N  CLINE  AVE    46406 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  HASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  OTHER  UNCATAGORIZEO  METHODS. 

GARY  INDUSTRIAL  CINDERS,  NO.  CLARK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

GARY  LAKEMAR,  3400  W.  4TH  AVE. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  DURING  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9.38  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

GARY  MOBIL  CHEM  CO-GARY  PLANT,  1040  MICHIGAN  STREET    46403 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  DURING  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

GRIFFITH  AMERICAN  CHEMICAL  SERVICE,  ADDRESS  UNREPORTED    46319 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONOED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

HAMMOND  HAMMOND  PLANT,  2000  MICHIGAN  STREET    46320 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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HAMMOND  J  S  L,  129TH  t   CALUMET  AVENUE    46394 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  170  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  Pri  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMHEO  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

INDIANAPOLIS  INO  LIQUIO  WASTE  DISPOSAL  CO,  7901  W  MORRIS  STREET    46231 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHCOS  OF  DISPOSAL  INCLUDE  LAND  FARMING,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

INDIANAPOLIS  RESEARCH  &  DEVELOPMENT  LABORAT,  9550  ZIONSVILLE  RD.    46268 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  OTHER  UNCATAGORIZED 
METHODS. 

INDIANAPOLIS  SOUTHSIDE  SANITARY  DISPOSAL,  2561  KENTUCKY  AVE. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

INDIANAPOLIS  96TH  ST.  SANITARY  LANDFILL,  96TH  ST.  INDIANAPOLIS,  INDIANA 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

JEFFERSONVILLE         GRAVES  ROCK  QUARRY,  4814  HAMBURG  PIKE    47130 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

JEFFERSONVILLE         JEFFERSONVILLE  PUNT,  1008  HIGHWAY  131  EAST    47130 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1954  TO  1972.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  17  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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LIGONIER  UGONIER  CITY  DUMP/LANDFItL,  EAST  UNION    46767 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  OISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

MICHIGAN  CITY  ON  SITE  DEEP  WELL,  EAST  DUNES  HIGHWAY,  P.O.  BOX  262    46360 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1951  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,320  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

MICHIGAN  CI^Y  ON  SITE  LAGOON  AND  LANDFILL  AR,  EAST  DUNES  HIGHWAY,  P.O.  BOX  262    46360 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1951  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  170  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MICHIGAN  CITY  WASTE,  INCORPORATED,  201  DYSON    46360 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

MONTEZUMA  MONTEZUMA  FLY  ASH  PILE,  BETWEEN  MONTEZUMA  AND  MECCA.  INDIANA    47862 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

MORRISTOWN  CALDWELL  LANDFILL,  RR  1 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

MOUNT  VERNON  GENERAL  ELECTRIC  SITE,  ONE  LEXAN  LANE    47620 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16,539.4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  DEEP  WELL  INJECTION, 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

MOUNT  VERNON  MCCARTY'S  BALD  KNOB  SITE,  BALD  KNOB  ROAD    47620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 


115 


WASTE  DISPOSAL  SITE  DIRECTORY 


MOUNT  VERNON  MCCARTY'S  HIGHWAY  62  SITE,  RABEN  ROAD    47620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MOUNT  VERNON  MCCARTY'S  HOLLER  ROAO  SITE,  HOLLER  ROAD    47620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MOUNT  VERNON  MT.  VEPNON  CITY  DUMP,  WEST  EIGHTH  STREET/BLUFF  ROAD    47620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1°60  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ! ,  CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NAPPANEE  ELKO,  23965  U.S.  *6  EAST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 

IS  CO-DISPOSED. 

NEW  ALBANY  NEW  ALBANY  DUMP,  18TH  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1970.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  CRGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
INCINERATION. 

PERU  PLANT  SITE,  RR  NO  4  -  300N  4  500W    46970 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.35  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHOOS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  OTHER  UNCATAGORIZED  METHOOS. 

PORTAGE  CORRECT  MAINTENANCE,  2000  DOMREY  RD .    46368 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

PORTER  COUNTY  49' ER  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 


52-419  0-79-11 


116 


WASTE  DISPOSAL  SITE  DIRECTORY 


ROSEOALE  J. I.  MANLEY,  RURAL  ROUTE  «1    47874 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SCHERERVILLE  INTEC  INDUSTRIAL  TECTONICS  INC,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

SEYMOUR  CHEMDYNE  CORP  (SEYMOUR  PLANT),  NEAR  AIRPORT  HWY  G    "47271 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

SEYMOUR  SALUMET  RALOMY  AREA,  INDUSTRIAL  PARK    47274 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  197<t.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

SEYMOUR  SEYMOUR  RECYCLING,  500  NORTH  BROADWAY    47274 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  DEEP  WELL  INJECTION,  INCINERATION  AND  REPROCESSING  AND/OR 
RECYCLING. 

TERRE  HAUTE  J. A.  SEARS  OFFICE  SITES,  1607  MAPLE  AVENUE    47804 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  11  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

TERRE  HAUTE  LANDFILL,  MARGARET  AVENUE  &  PRAIRIETON  ROAD    47802 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1949  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO 
LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TERRE  HAUTE  PRIVATELY  OWNED  GROUND  ON  CANA,  CANAL  ROAD    47805 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1954  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 
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TERRE  HAUTE  RADIOACTIVE  WASTE  VAULT,  1331  SOUTH  FIRST   47808 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1948  TO  1970.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.  AMOUNT  OF 

CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND  ORGANICS. 
METHOOS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

TERRE  HAUTE  TERRE  HAUTE  EAST  PUNT,  LOCKPORT  ROAD   47802 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS. 

TERRE  HAUTE  TERRE  HAUTE  NITROGEN  COMPLEX,  P.O.  BOX  535   47808 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  28  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LAND  FARMING. 

TERRE  HAUTE  TERRE  HAUTE  SANITARY  DIST,  17  HARDING   47807 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TERRE  HAUTE  TERRE  HAUTE  WASTE  TREATMENT  PL,  PRAIRIETON  ROAD    47802 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

TERRE  HAUTE  VICTORY  LANDFILL,  R.R.  31   47808 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANTJ  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

TERRE  HAUTE  VIGO  COUNTY  LANDFILL,  R.R.  23   47808 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INOPGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELUNEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

TERRE  HAUTE  VIGO  PLANT  UNDFILL,  P.O.  BOX  88-R.R.22    47808 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  983  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BOWED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  UNO  FARMING  AND 
INCINERATION. 
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VALPARAISO  VALPARAISO  PUNT,  2852  RAYSTONE  DRIVE   46383 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.1  HUNDRED  TONS.   ChEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

VIGO  COUNTY  LANDFILL  -  LINTON  -  SOUTH,  E  SIDE  E-l/2  SE  SEC  12  TWNSHP  10  RANGE  9 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

VIGO  COUNTY  LANDFILL  -  VICTORY  DISPOSAL,  SUGAR  CREEK  -  U.S.  150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

WEST  TERRE  HAUTE       TERRE  HAUTE  FAC  WASTE  DIS  AREA,  SUGAR  CREEK  TOWNSHIP   47885 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  OISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER 
GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED 
METHODS. 

WEST  TERRE  HAUTE       Y-LANDFILL  WEST  TERRE  HAUTE,  HIGHWAY  40  AND  150   47885 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

ZIONSVILLE  BIOLOGICAL  LABORATORIES,  10915  ZIONSVILLE  RD.  BOX  6   46077 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

ZIONSVILLE  ENVIRO-CHEM,  MOBIL  OIL  CORPORATION 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 
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ZIONSVILLE  NORTHSIDE  SANITARY  LANOFILL,  RRfl  BOX  197 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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BUFFALO  DAVENPORT  PUNT,  P  0  BOX  500    52728 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  130  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CAMANCHE  DETENRIAN  INDUSTRIES,  1425  NORTH  WASHINGTON    52730 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  OTHER  UNCATAGORIZED  METHODS. 

CAMANCHE  LAWRENCE  TODTZ  FARM,  RR  tl    52730 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1920  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CAMANCHE  MC  MANUS  LANDFILL,  9TH  STREET    52730 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 

MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CEDAR  RAPIDS  CEDAR  RAPIDS  CITY  SEWAGE  IREAT,  "A"  ST.  AND  BURLINGTON    52403 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CEDAR  RAPIDS  CEDAR  RAPIDS  PUBLIC  LAND  FILL,  "A"  ST.  SW    52404 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.  AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.  SITE  IS  STILL 
BEING  USED.  CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.  METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CEOAR  RAPIDS  CEDAR  RAPIDS,  IOWA  (ON  SITE),  1125  WILSON  AVE.  SW    52406 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1951  TO  1959.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  11  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CEDAR  RAPIDS  CITY  OF  CEDAR  RAPIDS  SANITARY,  "A"  ST.  SW    52404 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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CEDAR  RAPIDS  CITY  OF  CEDAR  RAPIDS  SANITARY,  "C"  ST.  SW 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1955  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN. 
METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMEO 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

CEDAR  RAPIDS  CITY  OF  CEDAR  RAPIDS  SANITARY,  "C"  ST.  SW    52404 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

CEOAR  RAPIDS  HENNESSEY  BROS.  ROCK  QUARRY,  RIVER  ROAD  SW 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1955.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CLINTON  CLINTON  COUNTY  LANDFILL,  ELVIRA  RD    52732 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CLINTON  CLINTON  LAND  FILL  (EAST),  RR  *1    52732 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CLINTON  CLINTON  PLANT,  P.O.  BOX  451    52732 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,524  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  CPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

DAVENPORT  DAVENPORT  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FORT  DODGE  FORT  DODGE  NITROGEN  PUNT,  P.O.  BOX  1234    50501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  81  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AW  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  UGOONS. 
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FORT  OOOGE  FORT  DODGE  NITROGEN  PLANT,  P.O.  BOX  1234    50501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  A NO  INOPGANICALLY ) . 
METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

FORT  MADISON  E.I.  DUPONT  DE  NEMOURS  4  CO.,  BOX  319    52627 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1939  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TPEATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

FORT  MADISON  FORT  MADISON  MUNICIPAL  LANDFIL,  DENMARK  ROAD    52627 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) , 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FORT  MADISON  FORT  MADISON  PLANT,  ORTHO  WAY    52627 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  64  HUNDPEO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  INCINERATION. 

FORT  MADISON  JEROME  STRUNK ,  RT.  X23    52627 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

GRAND  VIEW  MISSILE  SILO  CONTAINMENT  FACIL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  UNCATAGORIZED  METHODS. 

IOWA  CITY  CITY  OF  IOWA  CITY  SANITARY  LAN,  R.R.  1    52240 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 
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IOWA  CITY  CITY  OF  IOWA  CITY  SANITARY  LAN,  SOUTH  RIVERSIDE  DRIVE    52240 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

KEOKUK  KEOKUK  PUNT,  CARBIDE  LANE    52632 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1929  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

LINN  COUNTY  NORBERT  NEJDL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS 
AND  LAGOONS. 

MUSCANTINE  MUSCANTINE  PLANT,  P.O.  BOX  473    52761 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  173  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  ,-IASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

MUSCANTINE  MUSCATINE  CO  SANITARY  LANDFILL,  HIGHWAY  61  NORTH    52761 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SERGEANT  BLUFF         FMC  CORPORATION,  PORT  NEAL  INDUSTRIAL  AREA    51054 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

SHELLSBURG  ARNOLD  JENSEN  (DECEASED),  RFD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

SIOUX  CITY  SIOUX  CITY  UNDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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TWIN  FALLS  WES  CON  INC.  P  0  BOX  564    83301 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1978  TO  1979.   AT  TIME  CF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   ChEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGOPIZED  METHODS. 

WEST  POINT  CHAS.  KNOCH  FARM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1950.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1953.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH 
PH  >  12  1,  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS  AND  INCINERATION. 
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DESOTO  NATIONAL  OISTILLERS  *  CHEMICAL,  P.O.  BOX  U    66018 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

DODGE  CITY  DODGE  CITY  NITROGEN  PLANT,  5  MILES  EAST  OF  DODGE  CITY  KS  ON  HWY  50    67801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOW  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  26  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  ( BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION  AND  LAND  FARMING. 

DODGE  CITY  RUSSELL  SNYDER  PIT,  FIVE  MILES  NORTH  OF  OLD  BASE.    67801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1968  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWED  BY  PRIVATE  CONCERN  OTHER  THAN 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

HOLIDAY  DOEPKE  DISPOSAL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMFANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  INCINERATION. 

HOLIDAY  HOLIDAY  KANSAS,  JOHNSON  COUNTY  KANSAS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

HOLIDAY  JOHNSON  COUNTY  LANDFILL,  HOLIDAY  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

KANSAS  CITY  BROWNING-FERRIS  INDUSTRIES,  3150  N.  7TH  ST.    66115 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED 
WASTE  LANDFILL. 

KANSAS  CITY  DOEPKE  DISPOSAL  SERVICE,  701  FUNSTON  ROAD    66115 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  13  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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KANSAS  CITY  FAIPFAX  DRAINAGE  DISTRICT,  BETWEEN  MO.  RIVER  AND  LEVER 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUOE  UNCATAGORIZED  METHODS. 

KANSAS  CITY  FAIRFAX  INDUSTRIAL  AREA  DUMP,  END  OF  FAIRFAX  TPAFFICWAY 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  ANO  INORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

KANSAS  CITY  KANSAS  CITY  REFINERY,  2029  FAIRFAX    66115 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1930  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

KANSAS  CITY  PARKING  LOT,  2925  FAIRFAX  ROAD    66115 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1950  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
LAND  FARMING. 

KANSAS  CITY  SOUTH  BANK  OF  MISSOURI  RIVER,  BEHIND  GENERAL  MOTORS  FAIRFAX  INDUSTRIAL    66115 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

KINGMAN  KINGMAN  COUNTY  LANDFILL,  AODRESS  UNREPORTED    67068 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LAWRENCE  FARMLAND  INDUSTRIES,  INC.,  P.O.  BOX  308    66044 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1954  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  455  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LAWRENCE  FMC  CORPORATION,  9TH  &  MAPLE    66044 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1951  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONOED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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PERRY  N  R  HAMM-WILLIAMSTOWN  QUARRY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

PITTSBURG  JAYHAWK  PLANT,  P.O.  BOX  6200B  (  20  MILES  SOUTH  OF  PITTS    66762 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  ANO  OTHER  UNCATAG0RI2ED  METHODS. 

RICHFIELD  GREENWOOD  HELIUM  PLANT,  STAR  ROUTE    67953 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER 
UNCATAGORIZED  METHODS. 

SATANTA  NO.  1,  ROUTE  1  BOX  14  0    67870 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

SHAWNEE  HANOI  CAN  DEFFENBAUGH  LANDFILL,  8181  WEST  53RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  LAND  FARMING. 

SHAWNEE  MISSION        JOHNSON  COUNTY  LAND  FILL,  18181  WEST  53RD  ST. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  LAND  FARMING  AND  OTHER  UNCATAGORIZED  METHODS. 

TOPEKA  TECUMSEH,  P.O.  BOX  481    66601 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,800  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  LAND  FARMING,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 
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ULYSSES  SAME,  R.R.  1  BOX  83    67880 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  19<»5  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  725  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  INCINEPATION. 

WICHITA  KIES  DISPOSAL  SITE,  8808  N.  127  E.  P.O.  BOX  7*5    67201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
OISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  <»3.68  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  CPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANOFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/09 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 


129 


KENTUCKY  WASTE  DISPOSAL  SITE  DIRECTORY 


ASHLAND  ASHLAND,  KENTUCKY  FACILITY,  125  RUSSELL  ROAD    41101 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.16  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

BRANDENBURG  BIOSLUDGE  E  LANOFILL-KY082 . 06 ,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1976.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

BRANDENBURG  BIOSLUDGE  W  LANDFILL-KY  082.07,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  11  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BRANDENBURG  BOILER  HOUSE,  COAL  FIRED,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  430  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BRANDENBURG  COMBINED  LANDFILL-KY  082.08,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  550  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 

ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BRANDENBURG  INCINERATOR,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  41  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BRANDENBURG  INDUSTRIAL  LANDFILL-KY  082.02,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  OISFOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,580  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BRANDENBURG  OLD  BURNING  PIT,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1952  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPCCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  180  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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BRANDENBURG  OLD  EAST   LANDFILL,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1951  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,500  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

BRANDENBURG  OLD  WEST  LANDFILL,  ADDRESS  UNREPORTED    40108 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  78  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

CALVERT  CITY  AIR  PRODUCTS  LANDFILL,  HIGHWAY  1523    42029 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  705  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY )  AND  ORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

CALVERT  CITY  AIRCO  LANDFILL,  HIGHWAY  1523    42029 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

CALVERT  CITY  CALVERT  CITY,  VARIOUS  SITES    42029 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

CALVERT  CITY  CALVERT  CITY  PLANT,  ADDRESS  UNREPORTED    42029 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIDATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1949  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  22,500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CALVERT  CITY  CALVERT  CITY  PLANT(ON  SITE),  PO  BOX  527    42029 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  545.23  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50 
PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND 
OTHER  UNCATAGORIZED  METHODS. 
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CALVERT  CITY  INDUSTRIAL  WASTE  DISPOSAL,  HIGHWAY  1523   42029 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

CALVERT  CITY  INDUSTRIAL  WASTE  HAULING,  INC.,  HIGHWAY  1523   42029 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  LAND  FARMING. 

CALVERT  CITY  LWD  SANITARY  LANDFILL,  HIGHWAY  1523   42029 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  494.53  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  OISPOSAL  INCLUCE  MIXED  INDUSTRIAL  WASTE  LANOFILL,  DRUMMED  WASTE  LANOFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSEO,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CARROLLTON  CARROLLTON  PLANT,  P.O.  BOX  310  U.S.  HIGHWAY  42   41008 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,325  HUNORED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

ELIZABETHTOWN  HARDIN  COUNTY  LANDFILL,  SPRINGFIELD  ROAD    42701 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

ELIZABETHTOWN  HAWKINS  DRIVE  LANOFILL,  HAWKINS  DRIVE    42701 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

GRACEY  WHITEFEATHERS  FARM,  HWY  68   42232 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPCNENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

GUTHRIE  GUTHRIE  PLANT,  MERRIWEATHER  RD.    42234 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1913  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  REPROCESSING  AND/OR  RECYCLING. 
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HENDERSON  HENDERSON  KY  (OIL  FIELDS)*,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

HENDERSON  PB  *  S  CHEMICAL  CO,  1100  NORTH  ADAMS    42420 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANT)  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINEPATION. 

HOPKINSVILLE  HOPKINSVILLE  CITY  DUMP,  MT  ZOAR  ROAD    42240 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HOPKINSVILLE  HOPKINSVILLE  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY  OPEN  OR 
CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

HOPKINSVILLE  HOPKINSVILLE  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY  OPEN  OR 
CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

HOPKINSVILLE  HOPKINSVILLE  PLANT,  1857  CALVIN  DRIVE    42240 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
REPROCESSING  AND/OR  RECYCLING. 

HOPKINSVILLE  HOPKINSVILLE  SANITARY  LANDFILL,  MT.  ZOAR  ROAD    42240 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JEFFERSONTOWN  REICHHOLD  CHEMICALS,  INC.,  3001  WATTERSON  TRAIL    40299 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.02  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

LLOYD  GREENUP  LANDFILL,  ADDRESS  UNREPORTED    41144 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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LOUISVILLE  BORDEN  CHEMICAL-LCUISVLE  SITE,  6200  CAMP  GROUND  ROAD    40216 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
DRUMMED  WASTE  LANDFILL. 

LOUISVILLE  BRAMERS  DUMP  AT  LAKE  DREAMLAND,  4301  LAKE  DREAMLAND  ROAD    40216 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1972.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

LOUISVILLE  CAMPGROUND  LANDFILL,  4501  CAMPGROUND  RD    40219 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INCRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOUISVILLE  COOKS  LANOFILL,  RALPH  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNCWN. 

LOUISVILLE  EVAPORATION  POND,  6100  CAMPGPOUND  ROAD    40216 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORI2ED 
METHODS. 

LOUISVILLE  FLY  ASH  POND,  3402  VOGT  AVENUE    40216 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOUISVILLE  KENTUCKY  PETROLEUM  PRODUCTS  CO,  4019  BLANTON  LANE    40216 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

LOUISVILLE  LANDFILL  INC,  7510  GRADE  LANE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
0ISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 


134 


WASTE  DISPOSAL  SITE  DIRECTORY 


LOUISVILLE  LEE'S  LANE  LANDFILL,  WEST  END  LEE'S  LANE    40216 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  196c  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1975.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOUISVILLE  LEE'S  LANE  SANITARY  LANDFILL,  3745  CRITTENDEN  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISFOSED. 

LOUISVILLE  LEES  LANDING  LANDFILL,  LEES  LANDING 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1974.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

LOUISVILLE  LEES  LANE  NORTH  SITE,  LEES  LANE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOUISVILLE  LEES  LANE  SOUTH  SITE,  LEES  LANE 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOUISVILLE  LIQUID  WASTE  DISPOSAL  OF  KENTU,  1292-1/2  FERN  VALLEY  ROAD    40219 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL,  INCINERATION  AND 
REFROCESSING  AND/OR  RECYCLING. 

LOUISVILLE  LOUISVILLE  PLANT,  4100  BELLS  LANE    40211 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  194S  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  197S  WAS  REPORTEO  AS  24  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 
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LOUISVILLE  LOUISVILLE  PUNT,  4300  CAMPGROUND  ROAD   40216 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1957.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOUISVILLE  LOUISVILLE  PUNT,  6100  CAMPGPOUND  ROAD   40216 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1976.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  427  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  UNDFILL,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

LOUISVILLE  LOUISVILLE  WORK  EI  DU  PONT  DE,  AODPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL,  PITS,  PONDS  AND 
LAGOONS,  DEEP  WELL  INJECTION,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

LOUISVILLE  LOUISVILLE  WORKS,  4200  CAMPGPOUND  ROAD   40216 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1942  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,647  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (20NDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INCPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

LOUISVILLE  MOBILE  WASTE  CONTROL  INC.,  7100  GRADE  LN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL,  DRUMMED  WASTE  UNDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOUISVILLE  PIT  SOUTH  OF  JUNC  OF  BELLS  LNE ,  1-264   40211 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1947  TO  1951.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1969.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

LOUISVILLE  PIT  SOUTHWEST  OF  JUNC  OF  BELLS,  BELLS  UNE    40211 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1947  TO  1951.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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LOUISVILLE  SOUTHERN  MATERIALS  LANDFILL,  3*02  VOGT  AVENUE    40221 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1973  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  ANO  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

LOUISVILLE  WOOOLAND  OR  VE  AT  MILL  CREEK,  4680  WOODLAND  DRIVE    40216 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  INCPGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MACEO  GREEN  RIVER  DISPOSAL  LANDFILL,  KELLY  CEMETERY  ROAD    42355 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MARION  MEXICO,  KENTUCKY  MILL,  ROUTE  10    42064 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1953  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MEADS  COOKSEY  BROS  OISPOSAL  CO,  INC.,  BIG  RUN  ROAD    41101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MOREHEAD  NUCLEAR  ENGINEERING  MOPEHED  KY,  PO  BOX  146    40351 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY.  BU   IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMIC*^  70MPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   AMOUNT  OF  CHEMIC     <OCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  36  HUNCREO  TONS.   CHEMIC  L  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALL    0   NORG  'UCALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GPAM),  ORGANICS  AND  MISCELLA'      WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANl  Dl  JMMtO  WASTE  LAr 

NEW  CASTLE  INLAND  CHEMICORP.  SPECIALITY  C,  ADDRESS  UN^E "OPTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVE'       IS  KUC'i    TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TirE  OF  USE,  SITE  HAS  OWNED  6Y  CON  ERH  OTHER  THAN 

CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICt  7 S  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  MISCE  '.ANEOUS  WASTE  MATERIAL.   METHl  S  OF  DISPOSAL  INCLUDE 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

OWENSBORO  OWENSBORO  CITY  LANDFILL,  BURTON  ROAD  (OFF  U.S.    1)    42301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1973.   AT  TIME  01  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DI^OSA. 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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OWENSBORO  OWENSBORO  PLANT  SITE,  ROUTE  *1 ,  HIGHWAY  60  EAST    42301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  151  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  INCINERATION. 

RUSSELLVILLE  FACILITY  SITE,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1964.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

RUSSELLVILLE  LANDFILL  AND  SETTLING  POND,  MORGANTOWN  ROAD    42276 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  67  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

RUSSELLVILLE  RUSSELLVILLE  CITY  DUMP,  MORGANTOWN  ROAD    42276 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

RUSSELLVILLE  RUSSELLVILLESANITATION  CO,  COOPERTOWN  ROAD    42276 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

RUSSELLVILLE  RUSSELLVILLESANITATION  CO,  HOPKINSVILLE  ROAD    42276 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  Am  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SHEPERDSVILLE  SMITH'S  DUMP,  PRYOR  VALLEY  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

SOUTH  SHORE  SOUTH  SHORE  KENTUCKY,  ADDRESS  UNREPORTED    41175 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1962  AT  EARLIEST.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1971.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 
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VERTREES  HOWEVALLEY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  197*.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

WALTON  NORTHERN  KENTUCKY  SANITATION  C,  ADDRESS  UNREPORTED    41094 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

WILLIAMSTOWN  EPPERSON  TRASH  HAULING  LAND  FI,  KELLS  ROAD    41097 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WURTLAND  JEFF  MEAD'S  LANDFILL,  UHLEN  BRANCH  RD.  ROUTE  1    41144 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1971  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER 
THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1974. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WURTLAND  WURTLAND  PUNT,  HARRIS  RD    41144 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1970.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1971.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0 . 9  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

UNREPORTED  RAYMOND  CARPENTER  LANDFILL  FAC,  NO.  9 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS 
(WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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BASTROP  BASTROP  LOUISIANA  ALUM  POND  1,  1502  N.  WASHINGTON    71220 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1942  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2,551  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AW  LAGOONS. 

BASTROP  BASTROP,  LOUISIANA  PLANT-ALUM,  1502  N.  WASHINGTON    71220 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  900  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BATON  ROUGE  BATON  ROUGE,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

BATON  ROUGE  BATON  ROUGE  PLANT,  BOX  341    70821 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1954.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  OISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BATON  ROUGE  BATON  ROUGE  PLANT,  P.O.  BOX  341  (GULF  STATES  ROAD)    70821 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

BATON  ROUGE  BATON  ROUGE  PUNT,  P.O.  341    70821 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1950  TO  1960.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  72  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BATON  ROUGE  BATON  ROUGE  PLANT  SITES  1,2,3,  AIRLINE  HIGHWAY  AT  MISSISSIPPI  RIVER  BRI    70821 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  66  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BATON  ROUGE  BATON  ROUGE  SOUTH  WORKS,  LUPINE  AND  ONTARIO  STS    70821 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  19  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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BATON  ROUGE  BFI  LIVINGSTON  PARISH  LANDFILL,  LUPINE  *  ONTARIO  STS  PO  BOX  2830    70821 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY 
AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BATON  ROUGE  BFI  SIEGAN  LANE,  SIEGAN  LANE    70816 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  197*  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

BATON  ROUGE  BROWN-FERRIS  IND  CHEM  SVCS  INC,  1023  N  LOBDELL  AVE,  SUITE  A    70806 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  DEEP  WELL  INJECTION. 

BATON  ROUGE  BROWNING-FERRIS  INDUSTRIES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  TREATMENT  I  EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

BATON  ROUGE  CATALYST  HANDLING  SYSTEMS,  INC,  719  MAIN  STREET    70802 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

BATON  ROUGE  CITY  DUMP,  DEVIL'S  SWAMP    70807 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUOE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  OTHER  UNCATAGORIZED  METHODS. 

BATON  ROUGE  CITY-PARISH  LANDFILL,  HWY  61  *  TERMUS  RD  -  DEVILS  SWAMP    70816 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  OISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BATON  ROUGE  DEVILS  SWAMP  SANITARY  LANDFILL,  RT  5  THOMAS  ROAD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  19  HUNORED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY 
METALS  ANO  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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BATON  ROUGE  EAST  BATON  ROUGE  CITY  PARISH  W,  HIGHWAY  61 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) , 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  AND  INCINERATION. 

BATON  ROUGE  EXXON  CO  USA,  BATON  ROUGE  REFI,  P.O.  BOX  551    70821 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1941  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

BATON  ROUGE  LIVINGSTON  PARISH  LANDFILL  BFI,  SOUTHEAST  CORNER  OF  1-12  AND  HWY.  63  P.O    70821 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  ANT)  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BATON  ROUGE  PEARCE  AND  LEBLANC  LANDFILL,  ON  S  BOUNDRY  OF  BATON  R  EXXON  REF  RIV  FR 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BATON  ROUGE  PETRO-PROCESSORS  OF  LOUISIANA,,  DEVIL'S  SWAMP,  NORTH  OF  BATON  ROUGE,  LA.    70805 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND 
REPROCESSING  AND/OR  RECYCLING. 

BATON  ROUGE  PLANT  SITE,  12875  SCENIC  HWY    70805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1957  AT  EARLIEST.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1972.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BATON  ROUGE  ROLLINS  ENVIRONMENTAL,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  6,160.5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGCRIZED  METHODS. 
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BATON  ROUGE  SCOTTS  BLUFF  PLANT  BURNING  PIT,  P.O.  BOX  73496    70807 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1969.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  110  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO 
METHODS. 

BATON  ROUGE  SIEGAN  LANE,  5757  SIEGEN  LANE    70815 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

BAYOU  SORREL  CLAW,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  56.37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS 
AND  LAGOONS  AND  DEEP  WELL  INJECTION. 

BAYOU  SORREL  ROLLINS  ENV  SERVICES  (LA)  INC,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSEO  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

BELLE  CHASSE  LANDFARM,  P.O.  BOX  395    70037 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

BELLE  CHASSE  LANDFILL,  P.O.  BOX  395    70037 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BELLE  CHASSE  MSJ  CONSTRUCTION  COMPANY,  RTE  1  BOX  530    70037 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1961.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

BELLE  CHASSE  SAME,  LOUISIANA  HWY ,  23,  <*  MILES  SOUTH  OF    70037 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,186  HUNDRED  TONS.   CHEMICAL  COMPONENT  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGCONS,  DEEP 
WELL  INJECTION,  LANO  FARMING  AND  INCINERATION. 
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BELLECHASE  TOM  HICKS,  715  WPA  ROAD    70037 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

BRIAN  U  0  P  PROCESS  DIVISION,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 

CARLYSS  CARLYSS  70663 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  150  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 

AND  LAND  FARMING. 

CHURCH  POINT  F*L  SANITATION  CO  LANDFILL,  POINT  NOIR    70525 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  APE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CONVENT  LANDFILL  AND  WASTE  PONDS,  PO  BOX  270  ROUTE  1    70723 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

CROWLEY  CITY  DUMP  CITY  OF  CROWLEY,  NORTHERN  AVENUE    70526 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1970  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL, 
UNDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

CROWLEY  FRENCHIES  OIL  COMPANY,  PO  BOX  283    70526 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  REPROCESSING  ANO/OR  RECYCLING. 

DARROW  BFI  UNDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INCRGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  UNDFILL,  DRUMMED  WASTE  UNDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 
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DARROW  FOUR-WAT  HAULING,  ROUTE  1  BOX  607    70725 

SITE  IS  NOT  LOCATED  ON  PROPEPTr  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  OPGANICALLY  AND  INORGANICALLY  )  , 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

OENIM  SPRINGS  MARCH  CHEMICALS,  ADDRESS  UNREPORTED    70726 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOW4*  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1976.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.03  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT 
THIS  SITE  INCLUOE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

DEQUINCY  HAROLD  WILLIAMS  FARM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FAPMING. 

DEQUINCY  NAME  UNREPORTED,  3  MILES  NORTHWEST  ON  HWY .  389 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

DERIDDER  BOISE  SOUTHERN,  TAYLOR  ROAD    70634 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS. 

DONALDSONVILLE         AGRICO  CHEMICAL  COMPANY,  P.O.  BOX  71    70346 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  120,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  ANO  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  ANO  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION), 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

DONALDSONVILLE         DONALDSONVILLE  NITROGEN  COUPLE,  POST  OFFICE  BOX  468    70346 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  14  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONOS  AND  LAGOONS. 

EAST  BATON  ROUGE        SANDFILL  LANDFILL  INC.,  HIGHWAY  61 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY.  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  ANO 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANOFILL. 
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EOLA  EOLA  NO.  9*  PLANT,  GENERAL  DELIVERY    71332 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  270  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND 
PITS,  PONDS  AND  LAGOONS. 

ERWINVILLE  SOUTHEAST,  INC.  LANDFILL,  HIGHWAY  190 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

FRANKLIN  NORTH  BEND  PLANT  NO.  95,  P.O.  DRAWER  1149    70538 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  fO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  28  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

GARYVILLE  SLUDGE  HOLDING  PONDS,  P.O.  DRAWER  I  (RIVER  ROAD)    70051 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING, 
INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

GAYLES  LANDFILL,  LA  HWY  1  SOUTH    71105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

GAYLES  PITS/PONDS/LAGOONS,  LA  HWY  1  SOUTH    71105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1976  WAS  REPORTED  AS  7,200  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

GEISMAR  GEISMAR  COMPLEX,  INTERSECTION  OF  LA.  30  &  LA. 3115    70734 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  86,299.1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LAND 
FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 
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GEISMAR  PETROCHEMICAL,  P  0  BOX  *27    7073* 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  88,993.5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  OEEP  WELL  INJECTION. 

GEISMAR  SHELL  OIL  COMPANY,  P  0  BOX  500    7073* 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  15,88*  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  DEEP  WELL  INJECTION  AND  UNO  FARMING. 

GONZALES  BROWNING  FERRIS  INDU-GONZALES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

HACKBERRY  HACKBERRY  SITE,  EAST  OF  STATE  HIGHWAY  27    706*5 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

HAHNVILLE  CAT  BAYOU  PLANT,  P  0  BOX  310    70057 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6,789  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

HAHNVILLE  HOOKER  CHEMICAL  CO  (LANDFILL),  P  0  BOX  7*    70057 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1978.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

HAHNVILLE  TAFT  PLANT,  P.O.  BOX  50    70052 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  171  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION ). 
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HAHNVILLE  TAFT,  LA,  P  0  BOX  74    70057 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  215  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

KENNER  DU  BOIS,  2611  DAWSON    70062 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS 
OF  DISPOSAL  ARE  NOT  KNOWN. 

LA  PLACE  DUPONT  PONTCHARTRAIN  WORKS,  P.O.  BOX  2000    70068 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8,165  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL.  DEEP  WELL  INJECTION,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

LA  PLACE  EI  DUPONT-PONTCHARTRAIN  WORKS,  PO  BOX  2000    70068 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMEO  WASTE  LANDFILL,  DEEP  WELL  INJECTION,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION), 
AND  REPROCESSING  AND/OR  RECYCLING. 

LA  PLACE  PONCHARTRAIN  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  Oc  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

LAKE  CHARLES  BROWNING-FERRIS  INDUSTRIES,  P.O.  BOX  54165DREW  STATIONt APPROX.  8  MIL    70606 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

LAKE  CHARLES  CESCO,  INC  NEDERLAND  FACILITY,  P.O.  BOX  3044    70601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
TREATMENT  (EG.:  NEUTRALIZATION). 


52-419  0-79-13 
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LAKE  CHARLES  HEPCULES  LAKE  CHARLES  PLANT,  PO  BOX  1687    70602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  0ISPOSAL  FROM  196*  TO  1979.   SITE  IS  STILL  EEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  HASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  56  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

LAKE  CHARLES  LAKE  CHARLES  REFINERY  SITE,  P.O.  BOX  1562    70602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1967  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

LAKE  CHARLES  NELSON  (MAPLEWOOO),  CITIES  SERVICE  HWY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  EEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

LAKE  CHARLES  PETROCHEMICAL  PLANT,  P.O.  BOX  1562    70602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  50  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  OTHER 
UNCATAGORIZED  METHODS. 

LAKE  CHARLES  PETROCHEMICAL  PLANT  SITE,  P.O.  BOX  1562    70602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9*  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LAKE  CHARLES  PLANT  PROPERTY,  P.O.  BOX  1000    70602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,857  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

LAKE  CHARLES  PPG  INDUSTRIES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDEO 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSEO  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1,122  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL, 
PITS,  PONDS  ANO  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
PECrCLING. 
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LAKE  CHARLES  WILLOW  SPRINGS,  PO  BOX  5622    70606 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS  AND  DEEP  WELL  INJECTION. 

LIVINGSTON  N/A,  P.O.  BOX  423   70754 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  TREATMENT  (EG.:  NEUTRALIZATION), 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

LOTTIE  SUN  OIL,  FORDOCHE  PUNT   70756 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

LULING  LULING  PLANT  SITE,  P.O.  BOX  174    70070 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

MAPLEWOOD  BROWNING-FERRIS  IND  (BFI),  SOL,  CITIES  SERVICE  HIGHWAY    70663 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MARRERO  ALLIED  CHEMICAL  CORPORATION,  6526  4TH  STREET    70072 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MARRERO  MISSISSIPPI  RIVER  U.S. CORPS  OF,  OFF  RIVER  ROAD, 3/4  MI  NNE  OF  ALLIED  PUN   70072 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1947  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 
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METAIRIE  BROWN-FERRIS  IND  WASTE  SYS  OIV,  608  L  t  A  ROAD    70001 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BLTT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MONROE  ALLIED  CHEMICAL  CORPORATION,  IND  OF  CENTRAL  AVE.  P.O.  BOX  1751    71201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1941  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

NEW  IBERIA  IVANHOE  PLANT,  P.O.  BOX  1328    70560 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  54  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

NEW  ORLEANS  NATIONAL  OIL  SERVICE  OF  LA., IN,  1490  INTRACOASTAL  DRIVE    70129 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DIbPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING 
AND/OR  RECYCLING. 

NORCO  CHEMICAL  PLANT,  P  0  BOX  40    70079 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  277,172  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

NORCO  REFINERY  (NORTH  PROPERTY),  P  0  BOX  10    70079 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  23  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONOS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

OAKDALE  OAKDALE  PLANT  (SITE  tl ) ,  P.O.  BOX  685    71463 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPOPTED  AS  40  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  3ITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  PITS,  PONDS  AND  LAGOONS. 
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OAKDALE  OAKDALE  PLANT  (SITE  *2  ) ,  P.O.  BOX  685   71463 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  7.51  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

OPELOUSAS  OPELOUSAS  PLANT,  HIGHWAY  167  NORTH    70570 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  50.18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

OPELOUSAS  ST.  LANDRY  PARISH  POLICE  JURY,  PRUDHOMME  LANE    70570 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OPELOUSAS  ST.  LANDRY  PARISH  POLICE  JURY,  RR  RT( PRAIRIE  RH  COMMUNITY)  LANDFILL   70570 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PINEVILLE  DELANEY  CAN  CO.,  ESLER  FIELD  RD.    71360 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  DEEP  WELL 
INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING, 
AND  OTHER  UNCATAGORIZED  METHODS. 

PLAQUEMINE  ALLEMANIA,  P  0  BOX  716    70764 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,922  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND  INCINERATION. 

PLAQUEMINE  CLAW,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS  AND  DEEP  WELL  INJECTION. 

PLAQUEMINE  DOW  CHEMICAL  COMPANY,  RIVER  ROAD  HIGHWAY  988   70764 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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PLAQUEMINE  LOUISIANA  DIVISION,  P.O.  BOX  150    70764 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,890  HUTfDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION), 
ANO  REPROCESSING  AND/OR  RECYCLING. 

PLAQUEMINE  LOUISIANA  DIVISION,  P.O.  BOX  150    70764 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  565  HUNORED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

POLLOCK  FARMLAND  INDUSTRIES,  INC.,  P.O.  BOX  438    71467 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.05  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO  LAGOONS. 

RACELANO  RACELAND  DUMP,  ADDRESS  UNREPORTED    70394 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SAINT  CHARLES  PARISH   BFI  HWY  90  SITE,  HIGHWAY  90    70070 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  CHARLES  PARISH    EAST  ST.  CHARLES  LANDFILL,  HIGHWAY  61    70079 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  CHARLES  PARISH    JEFFERSON  OISPOSAL  LANDFILL,  HIGHWAY  90  JEFFERSON 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 
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SAINT  CHARLES  PARISH    JEFFERSON  DISPOSAL  LANDFILL,  HIGHWAY  90  JEFFERSON 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

SAINT  CHARLES  PARISH    PELICAN  STATE  ENVIRONMENTAL  LA,  HIGHWAY  61 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  CHARLES  PARISH    WEST  ST.  CHARLES  LANDFILL,  U  S  HIGHWAY  90  WEST 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  GABRIEL  «2  SLUDGE  POND-PLAN  SITE-OPEN,  PO  BOX  23    70776 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  240  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

SAINT  GABRIEL  AIR  PRODUCTS  &  CHEMICALS,  INC.,  P.O.  BOX  *1    70776 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION), 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

SAINT  GABRIEL  PLANT  SITE-CLOSED,  BOX  23    70776 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  96  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

SAINT  GABRIEL  PLANT  SITE-OPEN,  PO  BOX  86    70766 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,995  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DEEP  WELL  INJECTION,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

SAINT  JAMES  GULF  OIL  CHEMICALS  CO.,  P.O.  BOX  78    70086 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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SCOTLANDVILLE  BATON  ROUGE  CTY  PARISH  MUN  IMD ,  ADDRESS  UNREPORTED    70807 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSE0  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SCOTLANDVILLE  BATON  ROUGE  CTY  PARISH  MUN  LND ,  ADDRESS  UNREPORTED    70807 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SCOTLANDVILLE  BATON  ROUGE  MUNICIPAL  LANDFILL,  ADDRESS  UNREPORTED    70807 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SCOTLANDVILLE  SCHUYLKILL  PRODUCTS  COMPANY,  BROOKLAWN  DRIVE    70807 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1937  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

SPRINGHILL  ARIZONA  CHEMICAL  CO.,  PLAIN  DEALING  RD .    71075 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

SPRINGHILL  I. P.  CO.  LANDFILL,  MINDEN  RD.    71075 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDEO 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REFORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH 
PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SPRINGHILL  IMPOUNDING  BASIN  NO. 1( T.P.CO) ,  MINDEN  RD.    71075 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH 
PH  <  3)  AND  INOPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

SPRINGHILL  SAME  POND  SITE  1,  BOX  773   71075 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1949  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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SPRINGHILL  SAME  POND  SITE  2,  BOX  773    71075 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  120  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY )  AND 
INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

STERLING  W.R.  GRACE  £  CO..  NORTH  OF  STERLING 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

STERLINGTON  STERLINGTON  PL  PACE  LAKE  STE  I,  ADDRESS  UNREPORTED    71280 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  14  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

STERLINGTON  STERLINGTON  PL  PACE  LKE  STE  II,  ADDRESS  UNREPORTED    71280 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 

STERLINGTON  STERLINGTON  PLANT  DEEP  WELLS,  ADDRESS  UNREPORTED    71280 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  17,680  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  DEEP  WELL  INJECTION. 

STERLINGTON  THERMATO  CARBON  LANOFILL4LAGOO,  LA  HIGHWAY  59    71280 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  14,500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS  AND  INCINERATION. 

SULPHUR  BROWNING  FERRIS  INDUSTRIES,  WILLOW  SPRINGS  RD    70601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  OISPCSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  DEEP  WELL  INJECTION. 

SULPHUR  LAKE  CHARLES  PLANT,  DAVISON  ROAD    70663 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,623  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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SULPHUR  NELSONS  DUMP( S ) ,  PO  BOX  2227    70663 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXEO  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION  AND  OTHER  UNCATAGORIZEO  METHODS. 

SULPHUR  SEDIMENT  REMOVERS,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL,  LAND 
FARMING  AND  REPROCESSING  AND/OR  RECYCLING. 

W  BATON  ROUGE  PARISH    ETHYL  DISPOSAL  WELL,  SECTION  27  TOWNSHP  85,  RANGE  HE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

WALKER  J  t    L  OIL  SERVICE,  P  0  BOX  209    70785 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND 
TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

WEST  BATON  ROUGE  PAR    SOUTHEAST  INC.  LANDFILL,  AUSTRALIA  POINT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL. 

WEST  MONROE  OSCAR  CLOYD  PROPERTY,  OLD  NATCHITOCHES  RD.AT  CORNER  OF  JEWELL    71291 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

WESTLAKE  BROWNING-FERRIS  INDUSTRIES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  OISPOSAI  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL 
INJECTION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

WESTLAKE  COPPER  LIQUOR  POND,  1-10    70601 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  19<»3  TO  1967.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0 . 2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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WESTLAKE  INCINERATOR,  1-10    70601 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  250  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

WESTLAKE  OIL  BURNING  PIT,  1-10    70601 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1944  TO  1969.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS 
WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

WESTLAKE  RESIDUE  BURIAL  GROUND,  1-10    70601 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  220  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

WESTLAKE  SETTLING  PONDS,  1-10    70605 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1934  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,200  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE 
PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

WESTWEGO  FORTIER  PUNT  ON  SITE  OISPOSAL,  10800  RIVER  RD .    70094 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1977.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSEO  IN  1978.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4,580  HUNORED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS 
(WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE 
RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

WESTWEGO  FORTIER  PUNT-ON  SITE  DISPOSAL,  10800  RIVER  ROAD    70094 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  102,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELUNEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  PITS,  PONDS  AND  UGOONS,  DEEP  WELL  INJECTION  AND 
INCINERATION. 

WESTWEGO  ST  CHARLES  PARISH  LANDFILL,  U.S.  HIGHWAY  60,  6  MILES  WEST  OF  TOWN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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WHITE  CASTLE  CAMPESI  FARM,  ROUTE  1  BOX  610B    70788 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LAND 
FARMING. 
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LIMERICK  HARRY'S  PIT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ORRINGTON  ORRINGTON  PLANT,  ROUTE  15    04474 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  70  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

ROCKLAND  PUNT  LOCATION,  CROCKETTS  POINT    04841 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

ROCKLAND  QUARRY-OLD  COUNTY  ROAD  AT  GOLF,  OLD  COUNTY  ROAD    04841 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

SANFORD  GRAVEL  PIT,  BOX  591    04073 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SANFORD  REAR  «2,  BOX  591    04073 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SANFORD  SANFORD  MUNICIPAL  LANDFILL  SYS,  RUSHTON  STREET    04073 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

SOUTH  PORTLAND         SOUTH  PORTLAND  CITY  LANDFILL,  HIGHLAND  AVE    04106 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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ABERDEEN  ABERDEEN  DUMP,  AODRESS  UNREPORTED    21001 

SITE  IS  NOT  LOCATED  ON  PPOPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INCPGANICALLY ) ,  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ABINGDON  BUSH  LANDFILL,  ADDRESS  UNREPORTED    21009 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ALLEGANY  COUNTY        CABIN  RUN  ROAD  LANDFILL,  CABIN  RUN  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMiCAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  K   JN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ALLEGANY  COUNTY        HOFFMAN  LANDFILL,  NORTHEAST  QUADRANT  ROUTE  36,  AND  48 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MCNO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ALLEGANY  COUNTY        VALE  SUMMIT  LANDFILL,  S.W.  QUADRANT  RT.  36  AND  38 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMEO  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ALLEGHENY  COUNTY       CABIN  RUN  LANDFILL,  NEAR  VALE  SUMMIT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ALLEGHENY  COUNTY       VALE  SUMMIT  LANDFILL,  1/2  MILE  SOUTH  OF  U.S.  HIGHWAY  48 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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ANNE  ARUNDEL  COUNTY     BFI  INDUSTRIES,  SOLLEY  ROAD    21061 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197S  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS, 
PONDS  AND  LAGOONS. 

ANNE  ARUNDEL  COUNTY     HAWKINS  POINT/MARYLAND  PORT  AD,  ADDRESS  UNREPORTED    21226 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TPEATMENT  (EG.:  NEUTRALIZATION). 

ANNE  ARUNDEL  COUNTY     JOHNSON  4  SPEAKE,  SOLLEY  ROAD    21061 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  W*ST=I 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AfJD  INOPGANICALLY ) , 
ORGANICS,  INORGANICS  AW  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS, 
PONDS  AND  LAGOONS. 

ANNE  ARUNDEL  COUNTY     POBB-TYLER,  OUARRANTINE  ROAD/HAWKINS  POINT    21226 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

BALTIMORE  ALLIED  CHEMICAL  AGRICULTURAL  P,  2000  RACE  STREET    21230 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1958.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  CHEMICAL  COMPANY  INCLUDEO  IN 
THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BALTIMORE  AMERICAN  CHEMICAL  RECOVERY,  1901  BIRCH  STREET    21226 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  65.54  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INOPGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL 
INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING, 
AND  OTHER  UNCATAGORIZED  METHODS. 

BALTIMORE  BALTIMORE  SMELTING,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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BALTIMORE  BALTIMORE  WORKS,  BLOCK  STREET  AT  WILLS    21231 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  OURING  1955.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  68  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY)  AND  INOPGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BALTIMORE  CURTIS  BAY,  1901  BIRCH  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  OURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

BALTIMORE  CURTIS  BAY  PLANT,  5501  PENNINGTON  AVE    21226 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  27  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BALTIMORE  CURTIS  BAY  PLANT,  5501  PENNINGTON  AVE    21226 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BALTIMORE  CURTIS  BAY  PLANT,  5501  PENNINGTON  AVE    21226 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BALTIMORE  CURTIS  BAY  PLANT,  5501  PENNINGTON  AVE    21226 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZEO  METHODS. 

BALTIMORE  DUMP  AREA,  5500  CHEMICAL  ROAD    21226 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1910  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,185  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CL'RIES 
PER  GRAM),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

BALTIMORE  DUNDALK  MARINE  TERMINAL,  ADDRESS  UNREPORTED    21222 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  26,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AN'J  INORGANICALLY)  AND  INORGANICS.   METHOOS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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BALTIMORE  FMC  CORPORATION,  1701  F  PATAPSCO  AVE    21226 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  450  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION), 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

BALTIMORE  NORRIS  FARM  LANDFILL,  A00RESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  29.27  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED, 
PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BALTIMORE  QUARANTINE  ROAD  LANDFILL,  QUARANTINE  ROAD  LANDFILL    21226 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1,207  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

BALTIMORE  REEDBIRD  LANDFILL,  REEDBIRD  AVENUE 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1960  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN  CHEMICAL 
COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

BALTIMORE  TREATING  PLANT,  FOOT  OF  CHILDS  ST.,  FAIRFIELD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING  AND  INCINERATION. 

BALTIMORE  COUNTY       BROWNING  FERRIS  INDUSTRIES  CHE,  8151  TRAPPE  ROAD    21222 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

BALTIMORE  COUNTY       ROBB-TYLER,  101  NORRIS  LANE, NORTH  POINT  RD.    21237 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 


52-419  0-79-14 
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BLADENSBURG  ANACOSTIA  RIVER  PARK,  ADDRESS  UNPEPORTEO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1961.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

CAMBRIDGE  CAMBRIDGE  SITE,  311  TRENTON    21613 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1977.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   AMOUNT  OF  CHEMICAL 
PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS. 

CAMBRIDGE  CITY  DISPOSAL  PLANT,  AODRESS  UNREPORTED    21613 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  DURING  1975.  AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.  SITE  IS  STILL  BEING 

USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.  METHOOS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

CECIL  COUNTY  CECIL  COUNTY  LANDFILL,  ADDRESS  UNREPORTED    21901 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CHESTERTOWN  CHESTERTOWN  PLANT  (TCI),  ROUTE  297    21620 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  301.68  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

CHESTERTOWN  MUNICIPAL  DUMP  (KENT  PRICE  FAR,  FLATLAND  ROAD    21620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  196<t.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

CROWNSVILLE  JOY  RECLAMATION  CO.,  ST.  STEPHENS  CHURCH  ROAD    21032 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CUMBERLAND  AMCELLE,  P.O.  BOX  «<»<♦    21502 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  192<.  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  112  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 
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EDGEWOOO  EDGEWOOD  ARSENAL,  AODRESS  UNREPORTED    21040 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1964.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

ELKTON  MARYLAND  SAND,  GRAVEL  &  STONE,  PULASKI  HIGHWAY    21921 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

ELLICOTT  CITY  HOWARD  COUNTY  LANDFILL,  MONTGOMERY  ROAD    21043 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

GLEN  BURNIE  ANNE  ARUNDEL  COUNTY  LANDFILL,  PATAPSCO  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

HAGERSTOWN  KOPPERS  CO.,  INC.,  ST.  CUIR  STREET 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1930  TO  1954.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
INCINERATION. 

HAVRE  DE  GRACE         HAVRE  DE  GRACE  DUMP  (CURRENTLY,  ADDRESS  UNREPORTED    21078 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  FUSLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

HAVRE  DE  GRACE         MULLINS  UNDFILL,  ADDRESS  UNREPORTED    21078 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
UNDFILL. 

HYATTSVILLE  BUDENSBURG  ACETYLENE  PUNT,  2900  52ND  AVE    20781 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  598  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  UGOONS. 
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LAUREL  KOPPERS  COMPANY,  INC.,  U.S.  1  AND  CONTEE  POAO 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1973  AT  LATEST.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

ODENTON  ODENTON  PLANT,  8305  TELEGRAPH  ROAD    21113 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DUPING  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BCNDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

OLD  TOWN  KOPPERS  CO.,  INC.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

PASADENA  SOLLEY  LANDFILL,  7890  SOLLEY  ROAD    21122 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPCCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  311  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SALISBURY  SALISE'JRY  PUNT,  QUANTICO  ROAD    21801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1932  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING  AND  OTHER  UNCATAGORIZED  METHODS. 
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ACTON  ACTON  TOWN  LANDFILL,  OFF  ROUTE  2    01720 

SITE  IS  NOT  LOCATED  ON  F'POPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ACTON  W.R.  GRACE  *  CO-ORGANIC  CHEMIC,  50  INDEPENDENCE  ROAD    01720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  23  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ADAMS  ADAMS  PLANT,  260  COLUMBIA  ST.    01220 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,894  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

ADAMS  ADAMS  SANITARY  LANDFILL,  EAST  ROAD    01220 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ADAMS  ADAMS  SANITARY  LANDFILL,  EAST  ROAD    01220 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1945  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

ANDOVER  ANOOVER  PLANT  INCINERATOR,  77  LOWELL  JUNCTION  RD    01810 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  35  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

ANDOVER  ANDOVER  TOWN  DUMP,  CHANDLER  RD    01810 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ATTLEBORO  ATTLEBORO  LANDFILL,  36  TONDREAU  AVE    02703 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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BRAINTREE  RECYCLE  IND  IMC  MONTAVALE  LABS,  385  QUINCY  AVENUE    02184 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  ANT)  BASE  SOLUTIONS  (WITH  PH  >  12).   METHOOS 
OF  OISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  ANO/OR  RECYCLING. 

BRAINTREE  RECYCLING  INDUSTRIES  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMEO  WASTE  LANDFILL. 

BRIDGEWATER  CANNONS  ENGINEERING  COMPANY,  FIRST  STPEET    0232* 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

CAMBRIDGE  ORGANIC  CHEMICALS  DIVISION-PLA,  HARVEY  STREET    021*0 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1950  AT  EARLIEST.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

CANTON  ALLAN  PLASTICS,  38  PEQUIT  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND 
TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY ) ,  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  ANO/OR  RECYCLING. 

CANTON  PLYMOUTH  RUBBER  CO  INC,  REVERE  STREET    02021 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

CHICOPEE  AHEARN  TRUCKING  COMPANY , INC . SA ,  8*5  BURNETT  ROAD    01020 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMEO  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CHICOPEE  CHICOPEE,  GRATTAN    01021 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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DORCHESTER  MILE  ROAD  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

EVERETT  EVERETT  PLANT,  MYSTIC  VIEW  ROAD    02149 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  IN  1978  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

FITCHBURG  H.  MUEHLSTEIN  &  CO.  INC.,  P.O.  BOX  577    01420 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

GRANBY  M.T.  SULLIVAN  CO.,  NEW  LUDLOW  ROAD    01033 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILi.  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HAVERHILL  VERNON  PLASTICS  CO,  HAVERHILL  MUNICIPAL  DUMP    01830 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

HOLYOKE  MOBIL  CHEMICAL  COMPANY,  3  HANOVER  STREET    01040 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1957  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  19  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

INDIAN  ORCHARD         BIRCHAM  BEND  PLAND,  190  GROCHMAL  AVENUE    01151 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1950  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

INDIAN  ORCHARD         SPRINGFIELD  PLAND,  730  WORCHESTER  STREET    01151 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1969  AT  EARLIEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,085  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  OTHER  UNCATAGORIZED 
METHODS. 
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LEOMINSTER  LEOMINSTER  MUNICIPAL  LANDFILL,  MECHANIC  STREET    01453 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

LEOMINSTER  POND  «  INCINERATOR,  511  LANCASTER  STREET    01453 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
-DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

LOWELL  SILPESIN  CHEMICAL  CORPORATION,  86  TANNER  STREET    01853 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL 
INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

LYNN  EASTERN  SMELTING,  37-39  BUBIER  STREET    01901 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  INCINERATION,  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZEO  METHODS. 

LYNN  LYNNCOR/LYNN  VINYL  PLASTICS,  92  BROOKLINE  ST.    10902 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY  ) , 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

MANSFIELD  MANSFIELD  TOWN  FILL,  EAST  STREET  *  ROUTE  106    02048 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  K'lOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

MEOFORD  MEDFORD  WORKS,  93  CORPORATION  WAY    02155 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1937  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  147  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANT)  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

NATICK  INTEREX  CORPORATION,  3  STRATHMORE  RD    01760 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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NORTH  ADAMS  NORTH  ADAMS  SANITARY  LANDFILL,  WEST  SHAFT  ROAD    01247 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  ANT)  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NORTH  ANDOVER  NORTH  ANDOVER  TOWN  LAND  FILL,  HOLT  ROAD    01845 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NORTH  ANDOVER  RESINITE  DEP'T  -  NO  ANDOVER,  1  CLARK  STREET   01845 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

PEABODY  L.  FINE,  143  LYNNFIELD  ST   10960 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY ) , 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REFROCESSING  AND/OR  RECYCLING. 

PEABODY  LIME  DISPOSAL  AREA,  HINGSTON  STREET    01960 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1930  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1,419  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PITTSFIELD  INCINERATOR-GENERAL  ELECTRIC  C,  100  WOODLAWN  AVENUE    01201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  11.82  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

PITTSFIELD  MUNICIPAL  LANDFILL,  EAST  ST.  HUBBARD  AVE  AFTER  1970    01201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PITTSFIELD  MUNICIPAL  SEWER  PLANT,  HOLMES  ROAD    01201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 
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PITTSFIELD  SETTLING  POND-GENERAL  ELECTRIC,  100  WOOOLAWN  AVENUE    01201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  HASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,266.8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

RANDOLPH  RANDOLPH  SANITARY  LANDFILL,  95  LIBERTY  ST    02368 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

SALEM  S  ESSEX  SEWERAGE  TREATMENT  PLT,  50  FORT  AVE.    01970 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12). 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

SAUQUS  REFUSE  ENERGY  SYS  CO  (RESCO),  100  SALEM  TURNPIKE    01906 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHOOS  OF  DISPOSAL  INCLUDE  INCINERATION. 

SPRINGFIELD  SPRINGFIELD  LANDFILL,  CORNER  OF  TURNBULL  AND  COTTAGE  STREETS    0110* 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

TYNGSBORO  CHARLES  GEORGE  LAND  FILL,  ADDRESS  UNREPORTED    01879 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

WEST  YARMOUTH  CANNON  ENGINEERING  CO,  350  MAIN  ST    02673 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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ADRIAN  LENAWEE  DISPOSAL  SERVICE,  1983  N  OGDEN  HIGHWAY   49221 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ADRIAN  SWS  EVAPORATION  POND,  3505  SUTTON  ROAD   49221 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

ADRIAN  SWS  FACILITY  LANDFILL,  3505  SUTTON  ROAD    49221 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  51  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

AVON  TOWNSHIP  OAKLAND  COUNTY  DUMP,  21  MILE  4  DEQUINDRE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BAY  CITY  BAY  CITY  PLANT,  4868  WILDER  ROAD   48706 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  23  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  RADIOACTIVE  RESIDUES  (WITH  OVER  50 
PICO-CURIES  PER  GRAM)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

BERLIN  TWSP  WAYNE  DISPOSAL  INC  SITE  «1 ,  US  TURNPIKE  BETWEEN  ROBERTS  S  REAUME  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BLISSFIELD  CLARENCE  BRUBAKER  FARM,  4998  IFFLAND  ROAO    49228 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1952  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 
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BROWNSTOWN  TOWNSHIP     HEIDEN  FARM,  22063  SIBLEY  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

OEARBORN  THERMAL  CONVERSION  CORP.,  4440  WYOMING  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1969  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

DETROIT  ALLIED  CHEMICORP  DETROIT  COKE,  7819  W  JEFFERSON  P.O.BOX  58    48231 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  85  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHO0S  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  DEEP  WELL  INJECTION. 

DETROIT  DETROIT  PLANT  INCINERATOR,  1700  CANIFF    48212 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1954.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

DETROIT  HOLLOWAYS,  GROILE  RD  S  NAPIER  RD . 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEV,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DETROIT  MICHIGAN  PETROLEUM,  13650  HELEN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

DETROIT  NELSON  CHEMICAL  COMPANY,  12345  SCHAEFER  HIGHWAY    48227 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR 
RECYCLING  ANO  OTHER  UNCATAGORIZED  METHODS. 

DETROIT  WASTE  ACID  SERVICES,  6520  GEORGIA    48211 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ACID  SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT 
(EG.:  NEUTRALIZATION). 
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DETROIT  WAYNE  DISPOSAL,  1-9*  BETWEEN  BELLEVILLE  4  RAWSONVILLE  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ESCANABA  AMERICAN  CYANAMID  COMPANY,  SHERIDAN  ROAD    49829 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

ESCANABA  AMERICAN  CYANAMID-ffl  IMPOUND,  MEAD  ROAD    49829 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  447  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

ESCANABA  AMERICAN  CYANAMID-32  IMPOUND,  MEAD  ROAD    49829 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  336  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

FERNDALE  REICHHOLD  CHEMICALS,  INC.,  601-707  WOODWARD  HEIGHTS  BLVD.    48220 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

FLATROCK  BREY  FARM,  14704  PORT  CREEK  ROAD    48134 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  19S6  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LAND  FARMING,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

GLADSTONE  GLADSTONE  LANDFILL,  LAURIE  AVE.    49637 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GRANDVILLE  ORGANIC  CHEMICALS  AFFILIATEE,  P.O.  BOX  131,  3291  CHICAGO  DRIVE  S.W.    94418 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 
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HANNIBAL  AMERICAN  CYANAMIO  COMPANY  HANN,  BOX  817    63401 

SITE  IS  LOCATEO  ON  PPOPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FCP  DISPOSAL  FRCM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  371  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  C°GANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LAND  FARMING  AND  INCINEPATION. 

HARBOR  BEACH  POND  82  t    POND  81,  79  STATE  STREET    48441 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1973.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1974.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.9  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS 
(WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  ANO  LAGOONS. 

HASLETT  PRIVATE  FARM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORI'EO  METHODS. 

HEMLOCK  HEMLOCK  SEMICONDUCTOR,  12334  GEOOES  RD .    48626 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1965.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

HEMLOCK  THOMAS  TOWNSHIP  LANDFILL,  FROST  ROAD    48626 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  OPGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

HOLLAND  FACILITY  PROPERTY,  JAMES  ST  AT  C40  CROSSING    49423 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  INCINERATION. 

HOLLAND  HOLLAND  TOWNSHIP  LANDFILL,  QUINCY  t    142ND  ST    49423 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDEO  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HOLLAND  SOUTH  OTTAWA  DISPOSAL,  2901  160TH  ST    49423 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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HURON  COUNTY  HERCULES  FARM  (LAND  FILL),  SEC  15-HIGHWAY  M-142   48441 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1940  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  216  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

ISHPEMING  ISHPEMING  MI  CITY  UNO  FALL,  DIVISION  STREET   49849 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ISPHEMING  PLUTO  PLANT,  PO  BOX  B   49849 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1918  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT 
(EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

KALAMAZOO  AJB  SEPTIC  TANK  SERVICE,  5070  W.  MICHIGAN  AVE. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  UGOONS. 

KAUMAZOO  ABANDONED  UNDFILL  EAST  OF  PU,  2715  MILLER  ROAD   49003 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1974  AT  UTEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  UNDFILL  AND  DRUMMED  WASTE  UNDFILL. 

KAUMAZOO  ALUM  IMPOUNDS  (1A,  182),  2715  MILLER  ROAD   49003 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1939  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  250  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  OISPOSAL  INCLUDE 
PITS,  PONDS  AND  UGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

KALAMAZOO  IMPOUND  NOS  ( 3S4 ) ,  2715  MILLER  ROAD   49003 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

KAUMAZOO  KALAMAZOO  UNO  FILL,  KL  AVE. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS  AND  MISCELUNEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  UNDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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KALAMAZOO  KALAMAZOO  WORKS,  511  E.  PATEPSON  ST.    49003 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1979.   SIU  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KALAMAZOO  SPOIL  PILE,  2715  MILLER  ROAD    49003 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  EEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,250  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSEO  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

KALAMAZOO  SULFUR  PIT,  2715  MILLER  ROAD    49003 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSEO  AT 
THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

KALAMAZOO  1952  SITE,  500  BLOCK  OF  MOZEL  AVE., SOUTH  SIOE  OF  ST    49003 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1952.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KALAMAZOO  1955  SITE,  512  E.  PATERSON  ST.    49003 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1955.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KALAMAZOO  1958  SITE,  7035  E.  MAIN  ST.    49003 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KALAMAZOO  1961  SITE,  MOZEL  AVE., WEST  OF  EURDICK  ST. .BEHIND  FI    49003 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1961.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANT)  TPACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KALAMAZOO  1964  SITE,  RIVER  VIEW  DRIVE -FOUNDATION  FOR  COZY  TAV    49003 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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KALAMAZOO  1968  SITE,  3635  E.  MAIN  ST., NORTH  SIDE  OF  ROAD.    49003 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSEO.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KALAMAZOO  1969  SITE,  VICTOR  STREET  NEAR  MICHIGAN  AVE.    49003 

SITE  IS  NOT  LOCATEO  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KALAMAZOO  1976-77SITE,  EAST  MICHIGAN  AVE.    49003 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BCNOEO  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KAWKAWLIN  HARTLEY  £  HARTLEY  INC.,  ADDRESS  UNREPORTED    48631 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTED  AS  1,215.5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MCNO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

LANSING  PRIVATELY  OWNED  FARMLAND,  OUTSKIRTS  OF  LANSING 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PAPTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

LIVONIA  SUN- LIVONIA,  35750  INDUSTRIAL  ROAD    48150 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  0.19  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSEO  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LUDINGTON  LUDINGTON,  SOUTH  MADISON   49431 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10,104  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 

MADISON  HEIGHTS        SE  OAKLAND  CO  INCINER  AUTHORIT,  TWELVE  MILE  ROAD  AND  JOHN  R. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  INCINERATION. 
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MIDLAND  CITY  OF  MIOLAND  LANDFILL,  ASHMAN  ST.    48640 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INOPGANICALLY  )  ,  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MIDLAND  DOW  CORNING-MIOLAND  PLANT,  3901  S.  SAGINAW  RD .    48640 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1944  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  276.38  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  Am  INORGANICALLY),  OPGANICS.  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

MIDLAND  MIDLAND  PLANT/MICHIGAN  DIVISIO,  ADDRESS  UNREPORTED    48640 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1925  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THPOUGH 
1978  WAS  REPORTED  AS  16,990  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  [BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  OEEP 
WELL  INJECTION,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

MIDLAND  WINDOVER  LANDFILL,  MID-BAY  COUNTY  LINE  ROAD    48640 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1957  TO  1958.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MONROE  MONROE  PORT  COMMISSION  LANDFIL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

MONTAGUE  MONTAGUE  PLANT,  OLD  CHANNEL  TRAIL    49437 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  416  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION  AND  INCINERATION. 

MONTAGUE  MONTAGUE  WORKS,  LAMOS  *  WILKES  ROADS    49437 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7,534  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  INCINERATION  AND  OTHER  UNCATAGORIZEO  METHOOS. 
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MORENCI  MORENCI  TOWN  DUMP  SITE  1,  WEST  MAIN  STREET    49256 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOO  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED. 
SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS 
(WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INGRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

MORENCI  MORENCI  TOWN  DUMP  SITE  2,  ADDRESS  UNREPORTED    49256 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1970  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

MUSKEGON  SYSTECH  INC,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) .   METHODS  OF  DISPOSAL  INCLUDE 
TREATMENT  (EG.:  NEUTRALIZATION). 

MUSKEGON  THOMAS  SOLVENTS  CO,  4321  EVANSTON  AVE    49444 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

NEW  HAVEN  MACOMB  COUNTY,  26  TO  27  MILE  ROAD  OFF  194 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OSHTEMO  KAUMAZOO  COUNTY  UNDFILL,  8606  WEST  KL  AVE    49077 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHOOS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  UNDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

PARCHMENT  PLANT  DUMP,  411  HERCULES  AVE    49004 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  UNDFILL. 

PARKVILLE  PARKVILL  DUMPSITE,  HWY  FF 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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PARKVILLE  PLATTCO  LANDFILL,  FF  HIGHWAY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PLAINWELL  COMMERCIAL  PUMPING  &  INCINERAT,  400  EPOAD  ST.    49080 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY  ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUOE  INCINERATION. 

PONTIAC  ANKERSEN  RESOURCE  SYSTEM,  400  E.  SOUTH  BLVD. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

PONTIAC  J.  FONS  CO.  INC.,  JOSLYN  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

PONTIAC  TOWNSHIP       JOSLYN  ROAD  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

RAWSONVILLE  WAYNE  DISPOSAL  CO,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXEO  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

REDFORD  GENERAL  OIL,  12680  BEECH-DALY  RD    48239 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  OISPOSAL  FROM  1973  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
REPROCESSING  AND/OR  RECYCLING. 
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REED  CITY  KOPPERS  CO.,  INC,  SAVAGE  ROAD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1915  TO  1949.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

RIGA  SMITH-DOUGLAS,  7450  RIGA  HIGHWAY    49276 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.03  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

RIVER  ROUGE  DETROIT  WORKS,  800  MARION  AVE.    48218 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  13  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AW  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

RIVER  ROUGE  ZUG  ISLAND,  ZUG  ISLAND 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  489  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

RIVERVIEW  RIVERVIEW  UNO  PRESERVE,  20455  GRANGE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

RIVERVIEW  RIVERVIEW  LANDFILL,  ADDRESS  UNREPORTED    48192 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

RIVERVIEW  SIBLEY  QUARRY,  FORT  ST  &  SIBLEY  ROAD 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1958.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ROCHESTER  SIX  STAR  LIMITED,  HAMLIN  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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ROCKWOOO  MICHIGAN  SILICA  CO,  33620  STREICHER  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 

ROMULUS  CHEMICAL  RECOVERY  SYSTEMS  PLAN,  36345  VAN  BOPN  ROAD    48174 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPPOCESSING  AND/OR 
RECYCLING. 

SAGINAW  ARGICO  CHEMICAL  COMPANY  PLANT,  2405  VASSAR  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

SAGINAW  BOURDOW  TRUCKING  CO  LANDFILL,  NO.  MICHIGAN   48604 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CO TCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SAGINAW  BUENA  VISTA  TOWNSHIP  LANDFILL,  HACK  J  NO.  OUTER  DRIVE   48601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SAGINAW  CITY  DISPOSAL,  214  FLORENCE  ST.    48602 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAGINAW  CITY  DISPOSAL  CO.  LANDFILL,  CENTER  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAGINAW  FARM  BUREAU,  4340  SEAWAY  DRIVE  (OFFICES) 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1958  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSEO.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUOE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHOOS  OF  OISPOSAL 
INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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SAGINAW  GREEN  POINT  LANDFILL,  3300  SALT  STREET    48602 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SAGINAW  SAGINAW  PUNT,  3010  E.  HOLLAND  AVENUE    48605 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1934  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCRTE0  AS  12.09  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION  AND  REFROCESSING  AW/OR  RECYCLING. 

SAGINAW  SAGINAW  TOWNSHIP  LANDFILL,  1705  O'CONNOR  ROAD    48603 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONOED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

SAGINAW  SAGINAW,  TOWNSHIP  LANDFILL,  4101  ARTHUR    48603 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1964  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SUMPTER  CITY  SAND  &  LANDFILL  INC,  46805  WILLOW  ROAD    48111 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CO'ICERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELUNEOUS 
WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL,  DRUMMEO  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SUMPTER  TOWNSHIP       SUMPTER  SANOS  INC,  WILLOW  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
UNDFILL  AND  DRUMMED  WASTE  UNDFILL. 

SWARTZ  CREEK  BERLIN  t   FARRO,  8322  S.  MOORISH  RD.    48473 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDEO 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  61  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS,  INORGANICS  AND  MISCELUNEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  UNDFILL,  PITS,  PONDS  AND  UGOONS,  INCINERATION  AND  TREATMENT 
(EG.:  NEUTRALIZATION). 
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TAYLOR  HAPRY  THORTON'S  DUMP,  TELEGRAPH  ROAD . SOUTH  t  SIBLEY  ROAD.BPOWN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  ANO  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

TRENTON  J  R  MC  CALLA,  19278  VREELAND  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1959  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE 
LANDFILL. 

TRENTON  TRENTON  INORGANIC  PLANT,  5045  W.  JEFFERSON    48183 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1"63  AT  EARLIEST.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1970.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  60  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AW  TRACE 
METALS  (BONOEO  ORGANICALLY  AND  INORGANICALLY)  ANO  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

TRENTON  TRENTON  RESINS  PLANT,  5100  WEST  JEFFERSON    48183 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  524  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

TYLER  CHEM  MET,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

UTICA  LIQUID  DISPOSAL  COMPANY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  0°GANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

VAN  BUREN  TWSP         WAYNE  DISPOSAL  INC  SITE  82,  1-94  NORTH  SEPNCE  DR  BET  RAWS  4  BELV  RDS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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WARREN  MACOMB  COUNTY  DUMP,  CHICAGO  ROAD  t   DEQUINDRE    48089 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WARREN  WARREN  MFG  PUNT,  21441  HOOVER  ROAD    48089 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1955  TO  1965.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1967.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL 
COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

WESTON  OLD  DUMP,  ADDRESS  UNREPORTED    49289 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1952  TO  1964.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1967.   AMOUNT  OF 
CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  AND  OTHER 
UNCATAGORIZED  METHODS. 

WESTON  WASTEWATER  TREATMENT  PONDS,  ADDRESS  UNREPORTED    49289 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  13  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

WHITE  HALL  WHITE  LAKE  LANDFILL,  COLBY  ROAD    49461 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  IN  1979  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER 
THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WYANDOTTE  CHEM-MET  SERVICES,  18550  ALLEN  RD    48192 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATEPIAL.   METHODS  CF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

WYANDOTTE  WYANDOTTE  PLANT,  4655  BIDDLE  AVENUE    48192 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,837  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION  AND  INCINERATION. 
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WYOMING  SPARTAN  CHEMICAL  CO,  2539  28TH  STREET  S.W.    49509 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOHN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  COf.'CEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  A'JD  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

YPSILANTI  WAYNE  DISPOSAL,  1060  ROSSONVILLE  ROAD    48197 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  HAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  EEINS  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

YPSILANTI  WOLVERINE  DISPOSAL  INC.,  1060  RAWSONVILLE  RD.    48197 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  OISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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BIWABILE  BIWABILE,  P.O.  BOX  170    55708 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  LAND  FARMING  AND  REPROCESSING  AND/OR  RECYCLING. 

CLOQUET  POTLATCH  DISPOSAL  SITE,  1/8  MILE  EAST  OF  PUNT    55720 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

KAWKAWLIN  KAWKAWLIN  PLANT,  2730  S  TWO  MILE  ROAD    48631 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1977.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  INCINERATION. 

ORONOCO  ORONOCO  SANITARY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL, 
DRUMMED  WASTE  LANDFILL  AND  UNDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  PAUL  MINNESOTA  COKE  PUNT,  1000  NORTH  HAMLINE  AVENUE    55104 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1918  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  130  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS . 

SHAKOPEE  POLLUTION  CONTROL  INC.,  P.O.  BOX  238    55379 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELUNEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

SPRING  VALLEY  IRONWOOD  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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CENTERVILLE  RECOVERY  SERVICES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

CENTREVILLE  ROGERS  RENTAL  &  LANDFILL  CO.,  ROUTE  1    39631 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
REPROCESSING  ANO/OR  RECYCLING. 

COLUMBUS  COLUMBUS  PLANT,  NASHVILLE  FERRY  ROAD    39701 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  195<f  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  212  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  ANO/OR  RECYCLING. 

CORINTH  PLATING  WASTE  FIELD-ON  SITE,  P.O.  BOX  948  GOLDING  DRIVE    38834 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  NO  LCNGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16.89  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO  METHOOS. 

CORINTH  WASTE  AREA  WEST  OF  PLANT-,  P.O.  BOX  .J,  GOLDING  DRIVE    38834 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  48.06  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

GREENVILLE  VALLEY  CHEMICAL,  N  RACEWAY  RO .    38701 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  OISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

GRENADA  TIE  PLANT  FACILITY,  BOX  106    38960 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

GULFPORT  REICHHOLO  CHEMICALS,  INC. -GULF,  REICHHOLD  ROAD    39501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  340  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL.  PITS,  PONDS  ANO  LAGOONS  AND  INCINERATION. 
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HAMILTON  HAMILTON  FACILITIES,  P.O.  BOX  368    397*6 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  197S  WAS  REPORTED  AS  2,981  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  ANO  REPROCESSING 
AND/OR  RECYCLING. 

HATTIESBURG  BACK  40 ,  WEST  7TH  ST    39401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1923  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,471  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  POTTOS  AND  LAGOONS  AND  INCINERATION. 

HATTIESBURG  BOBBY  RATLIFFS  PRIVATE  PROPERT,  4704  WEST  4TH  STREET    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  APE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

HATTIESBURG  CITY  OF  HATTIESBURG  LANDFILL,  ADDRESS  UNREPORTED    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
INCINERATION. 

HATTIESBURG  CTY  OF  HATTIES  DIX  YTH  BASEB  F,  AODRESS  UNREPORTED    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSEO  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL. 

HATTIESBURG  CTY  OF  HATTIESBURG  MENS  SB  FLO,  STADIUM  DRIVE    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL. 

HATTIESBURG  DONALD  SLADES  PRIVATE  PROPERTY,  RT  10    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

HATTIESBURG  FRED  BRADLEYS  PRIVATE  PROPERTY,  HIGHWAY  11  BY  PASS    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 


192 


MISSISSIPPI  WASTE  DISPOSAL  SITE  DIRECTORY  MISSISSIPPI 


HATTIESBURG  GLENDALE  GRAVEL  PIT,  EATONVILLE  ROAD    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
PITS,  PONDS  AND  LAGOONS. 

HATTIESBURG  IKE  FURRS  PRIVATE  PROPERTY,  725  SOUTH  28TH  AVENUE    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

HATTIESBURG  MRS  HALMON  MIDDLETONS  PRIV  PRO,  310  BROAD  ST    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

HATTIESBURG  NEW  EBENEZER  CHURCH  PKNG  LOT,  900  EAST  8TH  ST    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL. 

HATTIESBURG  1ST  PRESBYTERIAN  CH  PKG  LOT,  840  NORTH  MAIN    39401 

SITE  IS  NOT  LOCATED  CN    JPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

HATTIESBURG  2801  H  4TH  ST  TRAILOR  COURT,  2801  WEST  4TH  ST    39401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

JACKSON  JACKSON  PUNT,  P.O.  BOX  6137    39208 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  UGOONS. 

LEUND  PLANT  SITE,  HWY  61  PO  DRAWER  B    38756 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1949  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0 . 3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL,  DRUMMED  WASTE 
LANDFILL  AND  INCINERATION. 

MONTICELLO  MONTICELLO  PUNT,  FERGUSON  MILL  ROAD    39654 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,025  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  UGOONS. 
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NATCHEZ  AMOCO  NATCHEZ  OFF  SITE  DISPOSA,  ADAMS  COUNTY  INDUSTRIAL  PARK    39120 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

NATCHEZ  CALUMET  NATCHEZ  OFF  SITE  DISPO,  ADAMS  COUNTY  INDUSTRIAL  PARK    39120 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  CCMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  56  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

PASCAGOUCA  JACKSON  COUNTY  LANDFILL,  5  MI.  FROM  PASCAGCULA,  MISS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

REDWOOD  ALLIED  CHEMICAL  CORPORATION,  HIGHWAY  NO  3    39156 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2<f  HUNDRED  TON'S.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

STONEVILLE  LELAND  CITY  DUMP,  2  MI  N  OF  STONEVILLE,  MS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TUPELO  INTERNTL  MINERAL4CHEMICAL  CORP,  PARK  LANE  ROAD    38802 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  ,0  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1967.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) .   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

VICKSBURG  DRUM  BURIAL  SITE,  P  0  BOX  3    39180 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1974  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 
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ARNOLD  ARNOLD,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FPCM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY )  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

BOWLING  GREEN  WHITEWAY  SANITATION,  BOX  348    63334 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CC'JCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  CO"PONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANOFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BRIOGETON  WESTLAKE  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY), 
ORGANICS,  INCPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CARTHAGE  CARTHAGE  MISSOURI  PLANT,  CARTHAGE  MO  CITY  DUMP    64836 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

CARTHAGE  EXPLOSIVES  BURNING  GROUND,  HERCULES  INCORP  CARTHAGE  MO  PLANT    64836 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 

CARTHAGE  LANDFILL  4  NON-EXP  OPEN  BURN,  HERCULES  INCORP  CARTHAGE  MO  PLANT    64836 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANT)  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  FROM  1950  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  90  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER 
UNCATAGORIZED  METHODS. 

CARTHAGE  SHELL  HOUSE  INCINERATOR,  HERCULES  INCORP  CARTHAGE  MO  PLANT    64836 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

FESTUS  FESTUS  CITY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USEO  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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HUNTSVILLE  CITY  OF  MOBERLY  LANDFILL,  ROUTE  1   65259 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 

INDEPENDENCE  FROST  ROAD  EXECUTIVE  ESTATE,  NOLAND  ROAD  AND  FROST    64150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

JEFFERSON  COUNTY       JEFFCO  LAND  RECLAMATION,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JEFFERSON  COUNTY       RED-BIRD  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

JOPLIN  GYPSUM  DISPOSAL  POND,  P.O.  BOX  225  (JASPER  CO  T27N  R34W  SEC  2)    64116 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNCWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  27,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  RADIOACTIVE  PESIDUES  (WITH  OVER  50 
PICO-CURIES  PER  GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

JOPLIN  KRAMER  MINE  INCLINED  SHAFT,  P.O.  BOX  225  (JASPER  CO  T27N  R34W  SEC  2)    64801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

JOPLIN  W.R.  GRACE  t   CO.,  AA  HWY.  ATLAS  P.O.  BOX  1406    64801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

JOPLIN  WASTE  WATER  LAGOON,  P.O.  BOX  225  (JASPER  CO  T27N  R34W  SEC  2)    64801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNCWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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KANSAS  CITY  BIG  3  ENTERPRISES,  200  NW  72ND 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

KANSAS  CITY  BROWNING-FERIS,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

KANSAS  CITY  CONSERVATION  CHEMICAL  CO,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL 
COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANO  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

KANSAS  CITY  PLANT  FACILITY,  6740  STADIUM  DRIVE   64129 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LAND  FARMING. 

LEE'S  SUMMIT  WOODS  CHAPEL  LANDFILL,  WOODS  CHAPEL  ROAD  AND  1-70   64063 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOUISIANA  HERCULES  INCORPORATED,  ADDRESS  UNREPORTED    63353 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  222  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

MARYLAND  HEIGHTS       SAME,  2497  ADIE  ROAD    63043 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1950  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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MISSOURI  CITY  LANDFILL  NUMBER  8,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

0' FALLON  R  8  E  LANDFILL,  420  WABASH    73376 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

0' FALLON  SCHLUETER  BROTHERS,  ROUTE  91    63366 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

PARKVILLE  BFI  LANDFILL,  COUNTY  ROAD  F  F 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PARKVILLE  PLATCO  SANITARY  LANDFILL,  HIGHWAY  FF,  7  MILES  WEST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PEVELY  RIVERSIDE  PLANT,  ADDRESS  UNREPORTED   63070 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  11  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

ROCK  HILL  MCCARTY  DEVELOPMENT  CO.,  1341  NORTH  ROCK  HILL  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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SAINT  JOSEPH  AMCHEM  PRODUCTS,  317  FLORENCE  AVE    64504 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  FROM  1956  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  ThIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

SAINT  JOSEPH  CITY  LAND  FILL,  LOWER  LAKE  ROAD   64502 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1946  TO  1951.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SI  i"E  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

SAINT  JOSEPH  CITY  LAND  FILL,  MCARTHUR  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  Kf   N  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1953.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITL  JS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACi  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  JOSEPH  CITY  LAND  FILL,  PIGEON  HILL  SITE    64501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  JOSEPH  CITY  LAND  FILL-ROSECRANS  SITE,  ROSECRANS  FIELD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  JOSEPH  SOUTH  ST.  JOSEPH  SEWER  DIST.,  1409  LOWER  LAKE  ROAD   64502 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

SAINT  JOSEPH  WHEELING  DISPOSAL,  SPECIAL  PERMIT  870031 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

SAINT  LOUIS  CARONDELET  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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SAINT  LOUIS  CLAYTON  CHEMICAL  CO,  10  S  BRENTWOOD  BLVD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

SAINT  LOUIS  FYLER  AND  HAMPTON  LANDFILL,  INTERSECTION  OF  FLYER  &  HAMPTONAVENUES 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1950  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO 
LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  LOUIS  MONSANTO,  8201  IDAHO  AVENUE    63111 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1977  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

SAINT  LOUIS  NL  CHEMICALS, TITANIUM, ST. LOUIS,  MISS.  RIVER  &  RIVER  DESPERES   63111 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  190  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SAINT  LOUIS  NL  INDUSTRIES,  NL  CHEMICALS  01,  FOOT  OF  EAST  ARLEE   63125 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,625  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

SAINT  LOUIS  ST  LOUIS  ORDINANCE  PLANT,  4300  GOODFELLOW  BLVD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1941  TO  1957.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

SAINT  LOUIS  WORKHOUSE  QUARRY,  EAST  END  OF  GASCONADE  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1950  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO 
LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  LOUIS  COUNTY      JEFFERSON  BARRACKS  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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SAINT  LOUIS  COUNTY      TYSON  VALLEY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISFOSAL  FROM  19*1  TO  1957.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  ANO  LAGOONS. 

SUGAR  CREEK  ARMCO  LANDFARM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVF 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONTJEO  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

SUGAR  CREEK  SUGAR  CREEK  REFINERY,  11*00  KENTUCKY  ROAD,  P.O.  BOX  8507    6505* 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1975.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   AMOUNT  OF 
CHEMICAL  FPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  13  HUNDREO  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING 
AND/OR  RECYCLING. 

WASHINGTON  COUNTY       PFIZER  KINGSTON  t    ARNAULT  MINI,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  26  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  ANO  INORGANICS.   METHOOS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

WRIGHT  CITY  BHS  INC  HAZARDOUS  WASTE  LANDFI,  ROUTE  1,  BOX  116F    63390 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1*1.06  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WRIGHT  CITY  BUENEMAN  LANDFILL,  ROUTE  1    63390 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197*  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL  INCLUDE  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 
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BUCK  EAGLE  GREAT  FALLS  REFINERY,  1900  10TH  ST.    59414 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.02  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANT)  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  LAND  FARMING. 

BUTTE  PLANT  SITE-CLOSED,  BOX  3146    59701 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  71  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 

BUTTE  PLANT  SITE-OPEN,  BOX  3146    59701 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  20,120  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50 
PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  UNDFILL  AND  PITS,  PONDS  AND  UGOONS. 

GREAT  FALLS  GREAT  FALLS  CITY  LANDFILL,  WIREMILL  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUOE  MIXED  INDUSTRIAL  WASTE  LANOFILL  AND  DRUMMED  WASTE  LANDFILL. 

GREAT  FALLS  GREAT  FALLS  CITY  LANDFILL,  25  TH  AVE.  N.E. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELUNEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WAS'E  LANDFILL  AND  DRUMMED  WASTE  UNDFILL. 

KALISPELL  REICHHOLD  CHEM,  INC.  KALISPELL,  HWY  93  NORTH    59937 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL 
INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
INCINERATION. 

MISSOUU  BORDEN  CHEMICAL  CO,  GRANT  CREEK  RD    59806 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1.12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MISSOUU  CITY  DISPOSAL,  NORTH  OF  MISSOUU   59801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 
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AURORA  PLANT,  RR  2    68818 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BEATRICE  PLANT,  RR  3    68310 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

BELLEVUE  OMAHA  PAPILLION  CREEK  WASTE  WA,  15705  HARLAN  LEWIS  ROAD    68005 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 

USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

FREMONT  NAME  UNREPORTED,  P.O.  BOX  68    68025 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  60  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

HASTINGS  HASTINGS  NITROGEN  PLANT,  P.O.  BOX  949    68901 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  36  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  OTHER 
UNCATAGORIZED  METHODS. 

LAPLATTE  ALLIED  CHEMICAL  CORPORATION-OM,  HWY,  73-75  AT  LAPLATTE,  NEBRASKA    68123 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MCNO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  UNO 
FARMING,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

OMAHA  ACETYLENE  PLANT,  GRACE  ST. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1971.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   AMOUNT  OF 
CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

OMAHA  PLANT  SITE-CLOSED,  4111  GIBSON  ROAD    68107 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1955  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 
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OMAHA  SARPY  COUNTY  LANDFILL-SITE  #1,  4930  CAPEHART  ROAD    68123 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER  IN 
USE,  HAVING  CLOSED  IN  1969.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OMAHA  SARPY  COUNTY  LANOFILL-SITE  «2,  8902  CEDAR  ISLAND  ROAD    68147 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OMAHA  STAUFFER  CHEMICAL  COMPANY,  5TH  &  BANCROFT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OMAHA  370  LANDFILL,  38TH  STREET  AND  HIGHWAY  370    68123 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

PAPILLION  SARPY  COUNTY  LANDFILL,  PO  BOX  26    68046 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PLATTSMOUTH  PLATTSMOUTH  LANDFILL,  ROUTE  *1    68048 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 
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BEATTY  NUCLEAR  ENGINEERING  BEATTY  NEV,  PO  BOX  578    89003 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  LAND  FARMING. 

HENDERSON  BMI  DUMP,  ADORESS  UNREPORTED    89015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1942  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1,029  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  INCINERATION. 

HENDERSON  BMI  PONDS,  ADDRESS  UNREPORTED    89015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

HENDERSON  EVAPORATION  PONDS-PLANT  SITE-O,  LAKE  MEAD  DRIVE    89015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  40  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

HENDERSON  INED  IMPERVIOUS  EVAPORATION,  NORTHEAST  OF  PHOTSITE    89015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,307  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO  LAGOONS. 

HENDERSON  J-2  DUMP  (INDLUDING  ALL  PONDS,  BMI  COMPLEX    89015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7,622  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION, 
AND  TREATMENT  (EG.:  NEUTRALIZATION). 

HENDERSON  MONTROSE  EVAPORATION  POND,  BMI  PROJECT    89015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  101  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  ANO  INORGANICALLY)  ANO  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
OTHER  UNCATAGORIZED  METHOOS. 
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HENDERSON  OLD  BMI  PONDS,  EAST  OF  BOULDER  HIGHWAY   89015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  51,270  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

HENDERSON  PLANT  SITE,  P.O.  BOX  55  LAKE  MEAD  DRIVE    89015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  490  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

HENDERSON  PLANT  SITE-CLOSED,  BOX  1029    89015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,955  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXEO  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

HENDERSON  PUNT  SITE-OPEN,  PO  BOX  86   89015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1942  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,137  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 
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DERRY  DERRY  NEW  HAMPSHIRE  LAND  FILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANT)  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

EPPING  KEEFE  ENVIRONMENTAL  SERVICES,  EXETER  ROAD    03047 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
OISPOSAL  INCLUDE  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

MEREDITH  OTTATI  &  SONS,  JENESS  HILL  ROAD    83253 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   CHEMICAL 
COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 

NASHUA  KOPFERS  COMPANY,  INC.,  HILLSFEPRY  ROAD    03061 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1926  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  ANT)  IN0F3ANICALLY ) ,  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING  AND  INCINERATION. 

NASHUA  NASHUA  PLANT,  POISSON  AVE.    03061 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6,300  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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ALMONESSON  JEM  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  CCMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ALPHA  ALPHA  QUARRY,  ADDRESS  UNREPORTED    08865 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BAYONNE  BAYONNE,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  ARE 
NOT  KNOWN. 

BAYONNE  BAYONNE  LANDFILL,  HOOK  ROAD    07002 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1922  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BAYONNE  BAYONNE  MUNICIPAL  LANDFILL,  FOOT  OF  22ND  STREET    07002 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1935  TO  1972.   AT  TIME  OF  US;,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

BAYONNE  STANDARD  TANK  TERMINAL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

BELLEVILLE  FLEXON  INDUSTRIES,  666  WASHINGTON  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

BELLMAR  BELLMAR  UNDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 
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BELLMAWR  FAZZIO  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BORDENTOWN  BORDENTOWN,  NJ  HWY  8206  -  REAR  OF  NATL  GUARD  ARMORY    08505 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1958.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1963.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BORDENTOWN  LANDFILL  AND  DEVELOPMENT  CO,  U.S.  HIGHWAY  «206-DUNNS  MILL  ROAD    08505 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BOUND  BROOK  ANILINE  PIT-NORTH,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  24  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

BOUND  BROOK  ANILINE  PIT-SOUTH,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  27  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

BOUND  BROOK  ASH  PIT,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1950.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  400  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BOUND  BROOK  BOUND  BROOK  PUNT,  RIVER  ROAD    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1936  TO  1964.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  220  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
ORUMMED  WASTE  LANDFILL. 

BOUND  BROOK  BOUND  BROOK  PLANT,  ADDRESS  UNREPORTED    08805 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  42.39  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 
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BOUND  BROOK  COMPOSITING  BASIN  SLUDGE  PIT,  EASTON  TURNPIKE   08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1959.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  170  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

BOUND  BROOK  GENERAL  PLANT  WASTE  PIT,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1959.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  330  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

BOUND  BROOK  LIGHT  OIL  SLUDGE  LAGOON-EAST,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  350  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BOUND  BROOK  LIGHT  OIL  SLUDGE  LAGOON-WEST,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1956.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  370  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BOUND  BROOK  NEUTRALIZING  BASIN-103  WEST,  EASTON  TURNPIKE   08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  80  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

BOUND  BROOK  PRIMARY  &  SECONDARY  SLUDGE  STO,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  620  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

BOUND  BROOK  PRIMARY  SLUDGE  BASIN-SOUTHEAST,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  740  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 
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BOUND  BROOK  PRIMARY  SLUDGE  BASIN-SOUTHWEST,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,300  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS 
WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BOUND  BROOK  PRIMARY  SLUDGE  STORAGE  LAGOON,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,800  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO 
LAGOONS . 

BOUND  BROOK  PRIMARY  TREATMENT-COMPOSITING,  EASTON  TURNPIKE    08S05 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  720  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BOUND  BROOK  PRIMARY  TREATMENT-SETTLING  UG,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  790  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AMD  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BOUND  BROOK  RESIDUE  PIT-101  WEST,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1954  TO  1958.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  85  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BOUND  BROOK  TAR  LAGOON-NORTHWEST,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1933  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  390  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO 
LAGOONS. 

BOUND  BROOK  TAR  LAGOON-SOUTHWEST,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATEO  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1933  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  230  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  FONDS  AND 
LAGOONS. 

BOUND  BROOK  TAR  PIT-t8GATE .  EASTON  TURNPIKE    06805 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1933  TO  1955.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  150  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  ANT)  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS . 
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BOUND  BROOK  TAR  PIT-WEST,  EASTON  TURNPIKE    08805 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,350  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

BRIDGEPORT  BRIDGEPORT  RENTAL  &  OIL  SVCE ,  CROWN  POINT  RD  *  ROUTE  130    08014 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

BRIDGEPORT  DELAWARE  RIVER  PLANT,  ROUTE  130    08014 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  413  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELUNEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

BRIDGEPORT  REGAL  PETROLEUM  PRODUCTS  CORP,  P.O.  BOX  61 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

BRIDGEPORT  ROLLINS  ENVIRONMENTAL  SERVICES,  PO  BOX  221    08014 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REFORTED  AS  1,534.7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BOWED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAG0RI2E0  METHODS. 

BROADWAY  HIGH  POINT  SANITATION,  BROADWAY  ASBURY  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

BURLINGTON  BURLINGTON  CITY  DUMP,  RT  130  AND  JACKSONVILLE  RD    08016 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN 
UNIDENTIFIED  PARTY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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BURLINGTON  BURLINGTON  CUT  t  ENG  CO,  GLENWOOO  AVE    08016 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCEPN  OTHER  THAN  CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  OISPOSAL  APE  NOT 
KNOWN. 

BURLINGTON  BURLINGTON  CLAY  t  ENG  COMPANY,  OLD  YORK  ROAD    08016 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOO  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

BURLINGTON  BURLINGTON  NJ  PLANT,  NECK  ROAD    08016 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1947  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  48  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION, 
AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BURLINGTON  COUNTY       MANAHAWKIN  SITE,  WOOOLAND  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BURLINGTON  TOWNSHIP     TENNECO  CHEMICAL,  BEVERLY  ROAD    08016 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHOOS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CAMDEN  CAMDEN  PLANT  (SCRUB  SETTLING,  1500  PINE    08103 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSEO  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS. 

CAMDEN  CAMDEN  PLANTBLACK  SIDE  LANDFIL,  1500  PINE    08103 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLLCE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CAMDEN  CAMDEN  PLANTWHITE  SIDE  LANDFIL,  1500  PINE    08103 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1915  TO  1940.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 
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CARLSTADT  DIAMOND  SHAMROCK  CORP,  BERRY  AVE  AT  ROUTE  17    07072 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1921  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  350  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

CARLSTADT  MARIO'S,  PATERSON  PLANK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND 
INCINERATION. 

CARLSTADT  MODERN  TRANSPORTATION  CARLSTAO,  ADDRESS  UNREPORTED    07072 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

CARLSTADT  PALUZZI  BROS.,  339  CHASE  ST. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND 
INCINERATION. 

CARLSTADT  SCIENTIFIC  CHEMICAL  PROCESSING,  216  PATERSON  PLANK  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION,  REPROCESSING  AND/OR  RECYCLING  ANO  OTHER  UNCATAGORIZED  METHODS. 

CARNEYS  POINT  E.I.  DUPONT  DE  NEMOURS  &  CO  IN,  ADDRESS  UNREPORTED    08069 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 

CARTERET  BOROUGH  OF  CARTERET  PUBLIC  DUM,  NORTHWEST  DUMP    07008 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 
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CARTERET  CARTERET,  MIDOLESEX  AVENUE    07008 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1<>75.   SITE  IS  NO  LC'.'GER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  ORUMMEO  WASTE 
LANDFILL. 

CARTERET  CARTERET  CITY  DUMP  (1),  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED . 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISFOSAL  ARE  NOT  KNOWN. 

CARTERET  CAPTERET  IMPOUNDS,  ADDRESS  UNPEPORTEO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1939  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FRCCESS  WASTE  DISPOSEO  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHOOS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CARTERET  CARTERET  MUNICIPAL  GARBAGE  DUM,  ADORESS  UNREPORTED    07008 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CARTERET  CONTNTL  OIL  CORP-CARTERET  PLAN,  300  ROOSEVELT  AVENUE    07008 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  197*.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

CARTERET  MOBIL  CHEM  CO-CARTERET  PLANT,  300  ROOSEVELT  AVENUE    07008 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0 . 1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CARTERET  PLANT  LANDFILL,  500  ROOSEVELT  AVENUE    07008 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  IN  1972  AT  LATEST.   SITE  IS  NO  LCNSER  IN  USE,  HAVING  CLOSED  IN  1979.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REFROCESSING  AND/OR  RECYCLING. 


215 


WASTE  DISPOSAL  SITE  DIRECTORY  NEW  JERSEY 


CINNAMINSON  SANITARY  LAWFUL,  TAYLORS  LANE 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  CF  CHEMICAL  FFOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CINNAMINSOU  SANITARY  LANDFILL  INC,  1012  UNION  LANDING  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFCSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS. 
METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CLARK  BRCWNING  FERRIS  INDUSTRIES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

CLARKSBORO  KRAMER'S  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DU°INS  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

CLAYTON  OIL  RECOVERY  COMPANY,  INC,  CENCO  BOULEVARD    08312 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REFRCCESSING  AND/OR  RECYCLING. 

CLAYTON  SAFETY  KLEAN,  CENCE  BLVD.    08312 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  OISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REFROCESSINS  AND/OR  RECYCLING. 

CLIFFSIDE  PARK         S.  BANKOFF  CO,  200  J  WINSTON  DRIVE    07010 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1973  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY ) , 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REFROCESSING  AND/OR  RECYCLING. 

DEEPWATER  CHAMBERS  WORKS,  ADDRESS  UNREPORTED    19898 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1917  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  7,489.9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANT)  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT 
(EG.:  NEUTRALIZATION),  REFROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGCPIZEO  METHODS. 
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DEPTFORD  KINSLEY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  OISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY  ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

EAST  BRUNSWICK  EDGEBORO  DISPOSAL  INC.,  39  EDGEBORO  ROAD    08816 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  87  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANO  TRACE  METALS  (BON0E0  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

EAST  RUTHERFORD         EAST  RUTHERFORD  PLANT,  UNION  ST    07073 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED 
METHODS. 

EDGEWATER  HUDSON  OIL  REFINERY,  163  RIVER  ROAD    07020 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER 
THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

EDGEWATER  HUDSON  REF,  163  RIVER  ROAD    07070 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  AN  UNIDENTIFIED  PARTY. 

SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

EDISON  EDISON  TOWNSHIP  LANDFILL,  MEADOW  ROAD    08817 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  ANO  TRACE  METALS 
(BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

EDISON  INDUSTRIAL  LAND  RECLAIMING  INC,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  OISPCSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  199.03  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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EDISON  KIN-BUC  COMPANY,  MEADOW  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2,   454  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL 
INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING, 
AND  OTHER  UNCATAGORIZED  METHODS. 

EDISON  STAUFFER  CHEMICAL  COMPANY,  MEADOW  ROAD    08817 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1967  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUCH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONOED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

EDISON  NAME  UNREPORTED,  BOX  1403    08817 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

ELIZABETH  BAY  CITY  OIL  SERVICE,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

ELIZABETH  CHEMICAL  CONTROL  CORP.,  23  SOUTH  FRONT  ST.    07202 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING 
AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

ELIZABETH  CITY  OF  ELIZABETH  DUMP,  NORTH  AVENUE  EAST    07201 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ELIZABETH  COASTAL  ENVIRONMENTAL  SERV  INC,  632  SOUTH  FRONT  STREET   07202 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 
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ELIZABETH  DISPOSAL  AREAS,  INC.  LANDFILL,  NORTH  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  OKGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANOFILL. 

ELIZABETH  ELIZABETH  PLANT,  830  MAGOLIA  AVENUE    07201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTEO  AS  16.89  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT 
(EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

ELIZABETH  ELIZABETH  WORKS,  100  NORTH  AVE  EAST    07201 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

ELIZABETH  JOINT  MEETING  SEWAGE  TREATMENT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO  METHODS. 

ELIZABETH  PRESENT  PORT  ELIZ-PORT  NEWARK,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1937  TO  1959.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ELIZABETH  ROLLINS  INT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

ERIAL  GLOUCESTER  ENV  MGMT  SVC  INC,  HICKSTOWN  ROAD    08012 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1972  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  48  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  FONDS  AND 
LAGOONS. 

FAIRLAWN  BORDEN  CHEMICAL  CO,  8-10  22ND  STREET    07410 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 
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FAIRLAWN  BORDEN  CHEMICAL  CO,  8010  22ND  STREET    07410 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

FAIRVIEW  KINSLEY  LANDFILL  INC,  HURFFVILLE  ROAD    08012 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

FLEMINGTON  TENNECO,  RIVER  ROAD    08822 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

FLORENCE  FLORENCE  LAND  RECONTOURING  INC,  CEDAR  LANE    08518 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

FORDS  ASHLAND  CHEMICAL  COMPANY,  MEADOW  ROAD    08863 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
AND  PITS,  PONDS  AND  LAGOONS. 

FORDS  FORDS  PLANT,  MEADOW  ROAD    08863 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  80  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
PITS,  PONDS  ANO  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER 
UNCATAGORIZED  METHODS. 

FRANKLINVILLE  FRANKLIN  TOWNSHIP  LANDFILL,  MARSHALL  MILL  ROAD    08322 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  ANO 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 
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FRANKLINVILLE  FRANKLIN  TOWNSHIP  LANDFILL,  PENNSYLVANIA  AVE    08322 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197'*  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

FRANKLINVILLE  FRANKLIN  TOWNSHIP  LANDFILL,  WILLIAMSTOWN  ROAD    08322 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1974.   AT  TIME  OF  USE.  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

FRANKLINVILLE  FRANKLINVILLE  TOWNSHIP  LANDFIL,  LAKE  ROAD    08322 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

GARFIELD  GARFIELD  PLANT,  290  RIVER  DRIVE    07026 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  168.97  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED  AND 
INCINERATION. 

GIBBSTOWN  HIGGINS  PLANT,  NORTH  MARKET  STREET    08027 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1974.  SITE  IS  NO  LONGER  IN  USE.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  8  HUNDRED  TONS.  CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.  METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

GIBBSTOWN  REPAUNO  PUNT  LANDFILL,  REPAUNO  AVE.    08027 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  226  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  Am  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

GLOUCESTER  CITY        THE  HARSHAW  CHEMICAL  COMPANY,  FOOT  OF  WATER  STREET    08030 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1976  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  ANO  TRACE  METALS  (BONOED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 
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GLOUCHESTER  TWP        AMADEI/LISS  LANDFILL,  HICKSTOWN  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GREEN  VILLAGE  GREEN  VILLAGE  DISPOSAL  CO,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

GROVEVILLE  EUGENE  PARKS,  4982  SOUTH  BROAD  STREET   08620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1955.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

HACKENSACK  TRIAD  PLASTICS,  P.O.  BOX  664   07602 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

ISELIN  NAME  UNREPORTED,  1680  OAK  TREE  RD    06830 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

ISELIN  NAME  UNREPORTED,  1680  OAK  TREE  RD .    08830 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1959.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  303  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

JAMESBURGH  J.I.S.  COMPANY,  RD  1  BOX  221  F    08831 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

JERSEY  CITY  DIAMOND  SHAMROCK  CORPORATION,  651  TONNELE  AVENUE    07307 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1927  TO  1952.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1953.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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JERSEY  CITY  MUNICIPAL  SEWAGE  TREATMENT  PLT,  ADDRESS  UNFEPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UKCATAGORIZED  METHOOS. 

KEARNEY  INTERSTATE  CONCENTRATING  CO.,  ADDPESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY).   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

KEARNEY  MODERN  TRANSPORTATION,  75  JACOBUS  AVENUE    07032 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USEO  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 

STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH 

PH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

KEARNEY  t    ELIZABETH     SOUTH  SIDE  CARTING,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1967  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

KEARNY  CITY  OF  KEARNY  DUMP,  HARRISON  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
ARE  NOT  KNOWN. 

KEARNY  EDGEWATER  TERMINAL,  1401  HARRISON  TURNPIKE    07032 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

KEARNY  FRANKLIN  PLASTICS  CORP,  113  PASSAIC  AVE    07032 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BOWED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PEFROCESSING  AND/OR  RECYCLING. 

KEARNY  KEARNY  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSEO. 
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KEARNY  KEARNY  PLANT,  1027  BELLEVILLE  TURNPIKE    07032 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  954  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

KEARNY  KOPPERS  CO.,  INC.,  SEABOARD  PL,  HARRISON  TURNPIKE    07032 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

KEARNY  MODERN  TRANSPORTATION,  75  JACOBUS  AVE    07032 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

KEARNY  MODERN  TRANSPORTATION  CO.,  75  JACOBUS  AVE.    07032 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

KEARNY  MUNICIPAL  SANITARY  LANDFILL  AU,  BELLVILLE  PIKE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  ANTJ  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

KENVIL  HERCULES  SANITARY  LANDFILL,  HOWARD  BOULEVARD    078*7 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS 
AND  LAGOONS  AND  INCINERATION. 

LAUREL  SPRINGS         BLACKWOOD  CARBON  PRODUCTS  CO,  121  FAIRMOUNT  AVE    08021 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

LINDEN  BAYWAY  CHEMICAL  PLANT,  1400  PARK  AVENUE    07036 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1938  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  221  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  LAND  FARMING  AND  INCINERATION. 
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LINDEN  GAESS  ENVIRONMENTAL  SERVICES,  235  RIVER  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LINDEN  GRASSELLI  PLANT,  ADDRESS  UNREPORTED    07036 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCP  DISPOSAL  FROM  1928  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  7,951  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

LINDEN  LINDEN  SITE,  SOUTH  WOOD  AVENUE    07036 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOP  DISPOSAL  FROM  19^7  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSEO  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH 
PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

LINDEN  SOLVENT  RECOVERY  SERVICES,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN  CHEMICAL 
COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

LINDEN  US  STEEL  CORP.,  1711  W.  ELIZABETH  AVE    07036 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISFOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

LINDEN  WARNERS  PLANT,  FOOT  OF  TREMLEY  POINT  ROAD    07036 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  58.91  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

LOGAN  ROLLINS  ENVIRONMENTAL  SERV  INC,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
OISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TPEATMENT  (EG.:  NEUTRALIZATION). 

LOGAN  TOWNSHIP         REOCOLE  FARM,  HIGH  HILL  ROAD 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  WAS  NOT  REPORTEO.   CHEMICAL  COMFCNENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND 
TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
OISPOSAL  ARE  NOT  KNOWN. 
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LYNOHURST  AVON  SANITARY  LANDFILL,  1000  VALLEY  BROOK  AVENUE    07071 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MALAGA  PC"  BOX  171  ROUTE  47 ,  PO  BOX  71    08328 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.63  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT 
(EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHOOS. 

MANTUA  KRAMER'S  LANDFILL,  JESSUP  MILL  ROAO    08051 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS, 
PONDS  AND  LAGOONS. 

MAYWOOD  PFIZER  INC.,  199  MAYWOOD  AVENUE    07607 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1953.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONOS  AND  LAGOONS. 

METUCHEN  METUCHEN  N.J.  PLANT,  LAKE  &  WHITMAN  AVES.    08840 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1962.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1965.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  INCINERATION. 

METUCHEN  METUCHEN  WORKS,  PRINCE  ST  OFF  US  ROUTE  1  SOUTH  1    08840 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

MIDDLESEX  BORDEN  PROPERTY,  930  LINCOLN  BLVD    08846 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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MIDDLESEX  MAPISOL  IMC,  125  FACTORY  LANE    08S46 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  ANO  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

MIDDLESEX  MIDDLESEX  BORO  DUMP,  MOUNTAIN  AVE    08846 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  ANO  '.AGOONS. 

MIDDLESEX  MIDDLESEX  N.J.  PLANT  SITE,  172  BAEKELAND  AVE.    08846 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1956.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MODEL  CITY  SCA  CHEMICAL  WASTE  SERVICE  INC,  1135  BALMER  RD    14107 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MONMOUTH  JUNCTION      MAPICO  PLANT  121,  STOUTS  LANE    08852 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1936  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  1,095  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

MONMOUTH  JUNCTION      NEW  ROAD  LANDFILL,  NEW  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  OISPOSAL  ARE  NOT  KNOWN. 

MOUNT  HOLLY  LANDFILL  AND  DEVELOPMENT  CO,  STATE  HIGHWAY  NO  38    08060 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

MULLICA  HILL  ALHEN  INC.,  BRIDGETON  PIKE    08062 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 
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NEW  BRUNSWICK  KIM-BYCK  SANITARY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

NEWARK  A.  GROSS  &  COMPANY,  652  DOREMUS  AVENUE    07105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1935  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  93  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NEWARK  BRILL  EQUIPMENT  CO.,  35-65  JABEZ  STREET   07105 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 

NEWARK  CELANESE  CHEMICAL  COMPANY  INC,  354  DOREMUS  AVE    07105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MCNO  INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

NEWARK  D  *  J  DISPOSAL,  AVENUE  "A"    07105 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE 
MCNO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

NEWARK  EARTHLINE  CO,  100  LISTER  AVE.    07105 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

NEWARK  EDGEBORO  DISPOSAL  INC,  354  DOREMUS  AVE    07105 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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NEWARK  ENGELHARD  IND .  INC.,  429  DELANCEY  STREET    07705 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METAlS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION,  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

NEWARK  MUNICIPAL  SANITARY  LANDFILL,  354  DOREMUS  AVE    07105 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

NEWARK  NATIONAL  DISTILLERS  «  CHEMICAL,  300  DOREMUS  AVE    07105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

NEWARK  NEWARK  NJ  PLANT  OF  SCA  CHEM  SE,  100  LISTER  AVE    07015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16.89  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 

NEWARK  NEWCO  CHEMICAL  WASTE,  354  DOREMUS  AVE    07105 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  ANO 
INCINERATION. 

NEWARK  PETER  DIVINO,  FOOT  OF  DELANCEY  STREET    07105 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL 
HASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NEWARK  SCIENTIFIC  CHEM  PROCESSING  INC,  411  WILSON  AVE    07105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USEO  FOR 
DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  150.88  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUOE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING 
AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 
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NEWARK  ZAMILSKI  SCRAP  CO.,  307-315  FRELINGHYSEN  AVENUE    07114 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 

NORTH  ARLINGTON        P&M  SANITATION,  BLOCKS  177-183  HACKENSACK  MEADOW  LANDS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OLD  BRIDGE  CPS  CHEMICAL  CO.,  P.O.  BOX  162  OLD  WATER  WORKS  ROAD    08857 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

OLD  BRIDGE  GLOBAL  LAND  FILL  RECLAIMING  CO,  ERNSTON  RD    08857 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PARLIN  DUPONT  CO  PARLIN  F4F  PLANT,  WASHINGTON  ROAD    08859 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

PARLIN  GALAXY  CHEMICAL,  CHEESE  QUAKE    08857 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1975.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

PARLIN  PARLIN,  CHEESE  QUAKE  RD    08859 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1966.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  INCINERATION. 
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PARLIN  PARLIN  F*F,  WASHINGTON  RD    08859 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1920  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  40  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED 
WASTE  LANDFILL. 

PARLIN  PARLIN  PLANT,  MINNISINK  AVENUE    08859 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,272  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  CPGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS ,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

PARSIPPANY  PARSIPPANY  WATER  POLLUTION  CON,  ADDRESS  UNREPORTED    07054 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS, 
PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

PARSIPPANY  PARSIPPANY-A,  100  JEFFERSON  ROAD    07054 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1964.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1965.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPOPTED  AS  157.71  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

PARSIPPANY  PARSIPPANY-B,  100  JEFFERSON  ROAO    07054 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4.8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
0ISPOSE0  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

PARSIPPANY  SHARKEY'S  FARMS,  ADDRESS  UNREPORTED    07054 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHOOS  OF  OISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

PASSAIC  GAESS  ENVIRONMENTAL,  253  RIVER  DRIVE    07055 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS.  INCPGANICS  AND  MISCELLANEOUS  WASTE 
MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANOFILL, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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PAULSBORO  PAULSBORO  NJ  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

PAULSBORO  PAULSBORO  PLANT,  P.O.  BOX  231  BILLINGSPORT  ROAD    08066 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  155  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

PAULSBORO  PAULSBORO  PUNT,  PO  BOX  231,  BILLINGSPORT  ROAD    08066 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1967.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

PAULSBORO  PLANT  SITE,  THOMAS  LN    08066 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

PEDRICKTOWN  BROWNING  FERNS  INDUSTRIES  INC,  P.O.  DRAWER  C    08067 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

PEDRICKTOWN  CESCO  INC,  PORCUPINE  ROAD    08067 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT 
(EG.:  NEUTRALIZATION). 

PEDRICKTOWN  PEDRICKTOWN  PLANT  WASTE  CHEM  P,  ROUTE  130  PORCUPINE  ROAD    08067 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  41  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

PERTH  AMBOY  DUANE  MARINE  CORP.,  26  WASHINGTON  STREET    08861 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 
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PINE  BROOK  SHARKEY'S  DISPOSAL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

PINE  BROOK  SHARKEY'S  LANDFILL  &  DUMPING,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO 
INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

PITMAN  LIPARI  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1970.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED,  DEEP  WELL  INJECTION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

POMPTON  LAKES  POMPTON  LAKES  WORKS,  CANNONBAL  RD.    07442 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1902  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  870  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

POMPTON  PLAINS         ON-SITE  BURIAL  AREA,  868  BLACK  OAK  RIDGE  ROAD    07470 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM).   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

PORT  READING  PORT  READING,  ROOSEVELT  AVENUE 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1910  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

PRINCETON  BROWNING-FERRIS  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

RIVERTON  SANITARY  LANDFILL  INC,  TAYLORS  LANE    08077 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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RUTHERFORD  ALL  CO  ENVIRONMENTAL  SVCS,  285  HIGHLAND  CROSS  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAG0RI2ED  METHODS. 

SAYREVILLE  SAYREVILLE  MUNICIPAL  DUMP,  VERNEES  MILL  ROAD    08859 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SEWELL  JONAS,  COMPANY,  BARKRIDGE  ROAD    08080 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 


SOMERVILLE  BOUND  BROOK  PLANT,  SOMERSET  COUNTY  LAND  FILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SOMERVILLE  GOV  SERV  ADMIN  STORAGE  TANKS,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1976.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS 
WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  45.81  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL 
ARE  NOT  KNOWN. 

SOUTH  AMBOY  TITANIUM  PIGMENT  PLANT,  P.  0.  BOX  58    08879 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1935  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

SOUTH  BRUNSWICK        BROWNING-FERRIS  INDUSTRIES  LAN,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL. 

SOUTH  BRUNSWICK  TWP    PRINCETON  DISPOSAL  SERVICE  INC,  WEST  NEW  ROAD    08852 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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SOUTH  KEARNEY  MODERN  TRANSPORTATION  CO,  75  JACOBS  AVE    07032 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  52.2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

SOUTH  PLAINFIELO        PLATINA  REFINING  LABS.  INC.,  4301  SOUTH  CLINTON  AVE.    07080 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

SOUTH  PLAINFIELD        SOUTH  PLAINFIELD  PLANT,  METUCHEN  *  HARMICH  ROAOS    07030 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  135  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  INCINERATION. 

SOUTHAMPTON  TWP        BIG  HILL  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TRENTON  DUCK  ISLAND,  LAMBERTON  STREET    08611 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TURNERSVILLE  AMADEI  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

UPPER  PENNS  NECK       UPPER  PENNS  NECK  SANIT  LANDFIL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-OISPOSEO. 
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WARREN  COUNTY  HIGH  POINT  LANDFILL,  FRANKLIN  TSP  ASBURY  RD    07882 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WOODBRIDGE  WOODBRIDGE  MUNICIPAL  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

WOODBRIDGE  WOODBRIDGE  PLANT,  CUTTERS  DOCK  ROAD    07095 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1970  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
AND  TREATMENT  (EG.:  NEUTRALIZATION). 

WOODBURY  SHELL  CHEMICAL  WOODBURY  PLANT,  MANTUA  GROVE  ROAD  &  ROUTE  130    08096 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

WOODBURY  WEST  DEPTFORD  MUNICIPAL  DUMP,  WOODBURY  TERRACE  4  CROWN  POINT  ROAD    08096 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

WOODLAWN  ATLANTIC  INDUSTRIAL  TANK  MAINT,  ADDRESS  UNREPORTED    08104 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

LOCATION  UNREPORTED     BERGEN  COUNTY  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH 
PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

UNREPORTED  DELORENZO  INTERS  WASTE  REM  INC,  UNKNOWN    J 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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UNREPORTED  DELORENZO  WASTE  CONTAINER  SER ,  UNKNOWN    Y 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     GULF  REFINING  4  MARKETING  CO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL 
ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     GULF  REFINING  4  MARKETING  CO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  OISPOSAL 
ARE  NOT  KNOWN. 

YARDVILLE  BLAUTHS  LUMBER  &  BUILDRS  SUPP,  4563  SOUTH  BROAD  STREET    08620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

YARDVILLE  YARDVILLE  PLANT,  584  U.S.  ROUTE  130    08620 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.0<*  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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ARTESIA  ARTESIA  GASOLINE  PLANT,  DRAWER  P    88210 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  196*  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

CARLSBAO  CARLSBAD  POTASH  OPERATIONS,  P.O.  BOX  71    88220 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

HOBBS  HOBBS  POTASH  FACILITY,  SECTION  4,  T214,  R31E    88240 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  REPROCESSING  AND/OR  RECYCLING  AND 
OTHER  UNCATAGORIZED  METHODS. 

HOBBS  LAGUNA  TOSTON,  SECTIONS  20,  21,  28,  29,  T205,  R32E    88240 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS, 
PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

MILNESANO  NO.  1,  ADDRESS  UNREPORTED    88125 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REFORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS. 
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ALBANY  NORTHEAST  SOLITE  CORP,  ADCRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

ALLEGANY  PUTT'S  FARM,  WEST  BRANCH  ROAD    14706 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
LAND  FARMING. 

ARDSLEY  ARDSLEY  PLANT,  LAURENCE  ST    10502 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
ANO  INCINERATION. 

ASTORIA  CHEMICAL  WASTE  DISPOSAL  CORP.,  19TH  AVE    11505 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

BAINBRIDGE  BAINBRIDGE  LANDFILL,  CASE  ROAD    13733 

SITE  IS  NOT  LOCATE0  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1942  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLLCE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

BAINBRIDGE  BAINBRIDGE  RESIN  PLANT,  108-110  N.  MAIN  ST    13733 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1941  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  85  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  ANO  LAGOONS,  LAND  FARMING,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

BAINBRIDGE  BMPO  LANDFILL,  ROUTE  8    13733 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BLASDELL  BLASDELL  SITE,  4818  LAKE  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 
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BROOKLYN  APEX  THERMOPLASTICS  INC,  110  BRIDGE  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

BROOKLYN  CITY  BARREL  CO,  421-429  MEEKER  ST    03846 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

BROOKLYN  FOUNTAIN  AVENUE  LANDFILL,  FOUNTAIN  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BROOKLYN  LOMBARD Y  ST.  FOOT  OF  NEWTOWN  C,  LOMBARD Y  ST. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1924  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL  AND  OTHER  UNCATAGORIZED  METHOOS. 

BROOKLYN  N.Y.C  DEPARTMENT  OF  SANITATION,  FT.  OF  FOUNTAIN  AVE.  AW  NO  HENRY  ST.  GR 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  UGOONS  AND  INCINERATION. 

BROOKLYN  NEW  YORK  CITY  DUMP-UNOFILL,  PENNA.  AVENUE    11211 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DUPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BUFFALO  BUFFALO  CHEMICAL  PUNT,  35  LEE  STREET    14210 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1920  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  85  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BOWED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT 
(EG.:  NEUTRALIZATION). 

BUFFALO  CITY  OF  BUFFALO,  SQUAW  ISUND 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TINE  OF  USE,  SITE  WAS  PUBLICLY  OWNED. 

SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 
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BUFFALO  LUCIDOL  DIVISION  BUFFALO  PLANT,  1740  MILITARY  POAD    14240 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
ANO  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BUFFALO  YERKES,  SHERIOAN  DR.  STATION  "B"    14207 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  502  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION  AND 
OTHER  UNCATAGORIZED  METHODS. 

CALEDONIA  MONROE- LIVINGSTON  CTY  LANDFILL,  SOUTH  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CALEDONIA  MUMFORD-CALEDONIA  SANI  LANDFIL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CANASOTA  RECYCLING  LABS  INC,  CANAL  ROAD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CENTRAL  ISLIP  HUBBARD-WILSON'S  LANDFILL,  WICKS  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHOOS  OF 
DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

CHEEKTOWAGA  AERO  DRIVE  DUMP,  AERO  DRIVE  &  TRANSIT  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CROTON  CROTON  UNDFILL,  MOBIL  OIL  CORPORZATION 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1979  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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CROTON  WESTCHESTER  COUNTY  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

DEPEW  LAND  RECLAMATION,  INDIAN  ROAD    14043 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

DEWITT  TOWN  OF  DEWITT  SANITARY  LANDFI,  FISHER  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY  OPEN  OR 
CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

DOBBS  FERRY  VLGE  OF  DOBBS  FERRY  MUNI  BOOKF,  HUDSON  RIVER  AT  DOBBS  FERRY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAG0RI2ED 
METHODS. 

FAIRPORT  HIGH  ACRES  DEVELOPMENT  CORP,  425  BUDLONG  RD    14450 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

FREEPORT  TOWN  OF  HEMPSTEAD  INCINERATOR,  ADDRESS  UNREPORTED    11520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

FULTON  FULTON  UNO  FILL  (CITY  DUMP),  FLOOD  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

FULTON  KECK  FARM,  ROUTE  3  (BY  N.Y.S.  POLICE  BARRACKS) 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1970.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 
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FULTON  MIRABITO  PROPERTY,  956  SOUTH  FIRST  ST    13069 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

FULTON  PLANT  YARD,  314  SOUTH  FIRST  STREET    13069 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  IN  1947  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 

ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
AND  INCINERATION. 

FULTON  RAPONI  PROPERTY,  MAPLE  AVE. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

FULTON  TAYLOR  PROPERTY,  SOUTH  RIVER  ROAD  EAST    13069 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

FULTON  6  TH  WARD,  SOUTH  FIRST  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL. 

GENESEO  GENESEO  PLANT,  P.O.  BOX  188    14454 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DPUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

GLEN  FALLS  AMES  CHEMICAL  WORKS,  INC.,  21  ROGERS  ST.    12803 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

GLENS  FALLS  HERCULES  INCORPORATED,  LOWER  WARREN  ST    12801 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1978  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,214  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  ANO  INORGANICALLY), 
RADIOACTIVE  PESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANOFILL, 
DRUMMED  WASTE  LANOFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REPPOCESSING  AND/OR  RECYCLING. 
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GLENS  FALLS  HERCULES  SEC  LAND  BURIAL  FACIL,  RIDGE  ROAD    12801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 

GLENS  FALLS  QUEENSBURY-GLENS  FLS  SAN  LANDF,  RIDGE  ROAD    12801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSFD  AND  INCINERATION. 

GOSHEN  AL  TURI  LANDFILL,  HARTLEY  ROAD    10924 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HAVERSTRAW  HAVERSTRAW  LANDFILL,  RIVER  ROAD    10927 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HICKSVILLE  HICKSVILLE  PLANT,  NEW  SOUTH  RD    08846 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,200  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

HOMER  BRAKE  HILL,  TOWN  OF  HOMER,  BRAKE  HILL  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

HOMER  VILLAGE  DUMP,  6  HOOKER  AVENUE    13077 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

HOMER,  CORTLAND  CTY    VILLAGE  DUMP,  OSHEA  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1971.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
INCINERATION. 
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HORSEHEADS  TREATING  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

ISLAND  PARK  ISLAND  PARK  LIQUID  WASTE  DISPO,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

JAMESVILLE  ALPHA  PORTLAND  CEMENT  CO.  (VIA,  ADDRESS  UNREPORTED    13078 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  INCINERATION. 

LANCASTER  LANCASTER  LANDFILL,  GUNNVILLE  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

LEWISTON  LEWISTON  QUANY-ART  PARK,  AODRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LEWISTON  MT  ST  MARY'S  HOSPITAL,  5300  MILITARY  RD    14092 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOO  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LEWISTON  STATE  POWER,  AUTHORITY  SITE,  OLD  LEWRISTON  ROAD  EAST  OF  STUFFES  PROPE    14092 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1969  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

LEWISTON  UPPER  MOUNTAIN  RD . ( WHITTAKES  S,  ADDRESS  UNREPORTED    14092 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1930  TO  1952.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLLCE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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LIVONIA  WILLIAM  J.  BENSON  LANDFILL,  7440  RICHMOND  HILLS  RD.    14487 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCKPORT  LOCKPORT  CITY  LANDFILL,  SOUTH  NIAGARA  ST  &  OAKHURST  ST.    14094 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO . 
SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED 
WASTE  LANDFILL. 

LOCKPORT  LOCKPORT  PLANT,  500  OHIO  STREET   14094 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOCKPORT  NIAGARA  COUNTY  DUMP,  RICHFIELD  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCKPORT  NIAGARA  COUNTY  LANDFILL,  RICHFIELD  STREET    14094 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCKPORT  NIAGARA  COUNTY  REFUSE  DISP  DIS,  RICHFIELD  STREET  SITE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCKPORT  NIAGARA  COUNTY  REFUSE  DISPOSAL,  RICHFIELD  STREET   14094 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LONG  ISLAND  CITY       HUDSON  REFINERY,  37-80  REVIEW  AVENUE    11101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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LONG  ISLAND  CITY       HUDSON  REFINERY,  37-80  REVIEW  AVENUE    11101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

LONG  ISLAND  CITY       NEWTOWN  REFINERY,  37-SO  REVIEW  AVE.    11101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 

MIDDLEPORT  FMC  MIDDLEPORT  NY,  DUBLIN  ROAD  (NEAR  MIDDLEPORT)  ORLEANS  CO    14105 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DUPING  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1967.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MIDDLEPORT  MIDDLEPORT  PLANTSITE,  100  NIAGARA  STREET    14105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1928  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

MIDDLETOWN  MIDDLETOWN  CITY  DUMP,  DOLSON  AVENUE    10940 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1969.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCL'IDE  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  AND  INCINERATION. 

MODEL  CITY  CHEM-TROL  POLLUTION  SERVICE,  I,  P.O.  BOX  200    14107 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1904  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  1,335.1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  ANO  REPROCESSING  AND/OR  RECYCLING. 

MODEL  CITY  MILLMASTER  CHEMICAL  CO.,  1135  BALMER  RD    14107 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  ANO  TREATMENT  (EG.: 
NEUTRALIZATION). 
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MODEL  CITY  MODERN  DISPOSAL  SERVICES  INC,  MODEL  CITY  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

MOUNT  MARION  MONSANTO  COMPANY,  NORTHEAST  SOLITE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

MOUNT  MARION  NORTHEAST  SOLITE  CORPORATION,  P.O.  BOX  437  KINGS  HIGHWAY    12456 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

MOUNT  MARION  OLDOVER  CORPORATION,  OLD  KINGS  HIGHWAY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

NASSAU  DEWEY  LOEFFEL  LANDFILL,  MEAD  ROAD    12123 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

NEW  HAMPTON  ORANGE  CO  NY  SANITARY  LANDFILL,  ADDRESS  UNREPORTED    10958 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NEW  YORK  STATON  ISLAND  LANDFILL,  BOROUGH  OF  RICHMOND 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NEWBURGH  CITY  OF  NEWBURGH  INCINERATOR,  RENWICK  ST  AND  FRONT  ST    12550 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1973.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 
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NEWBURGH  CITY  OF  NEWBURGH  LANDFILL,  PIERCES  ROAD    12550 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

NEWBURGH  NEWBURGH  INCINERATOR  PLANT,  216  DUPONT  AVE    12550 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1966.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1976  WAS  REPORTED  AS  364  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

NEWBURGH  NEWBURGH  PLANT  LANDFILL,  216  DUPONT  AVE    12550 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  ORUMMED  WASTE  LANDFILL. 

NIAGARA  COUNTY         FRONTIER  CHEM  WASTE  PROC  INC,  TOWNLINE  &  BEACH  ROAD  TOWN  OF  PENDLETON 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1942  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  218  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT 
(EG.:  NEUTRALIZATION)  ANO  REPROCESSING  AND/OR  RECYCLING. 

NIAGARA  FALLS  CAGUGA  ISLAND,  ADDRESS  UNREPORTED    14304 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

NIAGARA  FALLS  CHEMICAL  WASTE  LANDFILL,  ADDRESS  UNREPORTED    14303 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER 
UNCATAGORIZED  METHODS. 

NIAGARA  FALLS  FRONTIER  CHEMICAL  CO,  4626  ROYAL  AVE    14303 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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NIAGARA  FALLS  HYDE  PARK  BOULEVARD,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  802  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

NIAGARA  FALLS  INDUSTRIAL  WELDING  SITE,  126  PACKARD  RD    14302 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  48  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NIAGARA  FALLS  LAND  RECLAMATION  SITE,  56TH  AND  PINE  STREETS    14304 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NIAGARA  FALLS  NEWCO  CHEMICAL  WASTE  SYSTEMS  I,  4626  ROYAL  AVENUE    14303 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1930  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  3,843.3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

NIAGARA  FALLS  NIAGARA  FALLS  PLANT,  BUFFALO  AVE    14304 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1930  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

NIAGARA  FALLS  NIAGARA  FALLS  PLANT,  ADDRESS  UNREPORTED    14303 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1930  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  2,785  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-OISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 
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NIAGARA  FALLS  NIAGARA  RECYCLING,  56TH  ST    14303 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED 
AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY 
AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMEO  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

NIAGARA  FALLS  OLIN-MATHIESON  DUMP,  RIVER  ROAD  NEAR  102ND  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO 
INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

NIAGARA  FALLS  PACKARD  ROAD  SITE,  PACKARD  RD    14303 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BO^JDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL.  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  ANO  TREATMENT  (EG.:  NEUTRALIZATION). 

NIAGARA  FALLS  PARKING  LOTS,  BUFFALO  AVE    14302 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DURING  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICA'  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

NIAGARA  FALLS  PUNT  PROPERTY,  4511  HYDE  PARK  BLVD    14305 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1930  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  35  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

NIAGARA  FALLS  PLANT  SITE,  2400  BUFFALO  AVE    14302 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1958.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

NIAGARA  FALLS  PLANT  SITE  (POND),  2400  BUFFALO  AVE    14302 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1971  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12)  AND  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO  LAGOONS. 
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NIAGARA  FALLS  PLANT  SITE  (WELL),  2400  BUFFALO  AVE    14302 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCRTED  AS  1,300  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

NIAGARA  FALLS  ROSS  STEEL,  4237  PINE  AVE    14302 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

NIAGARA  FALLS  THE  HARSHAW  CHEMICAL  CO. -A  DIV,  4626  ROYAL  AVENUE    14304 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

NIAGARA  FALLS  UNKNOWN,  RIVER  ROAD  NEAR  102ND  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

NIAGARA  FALLS  VARCUM  CHEMICAL  DIVISION,  5000  PARKARD  ROAD    14302 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1951  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

NIAGARA  FALLS  VICINITY  OF  PINE  &  TUSCARORA  A,  PINE  &  TUSCARORA  AVE    14304 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1958.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

NIAGARA  FALLS  VITULLO,  3640  PACKARD  RD    14303 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1958.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

NIAGARA  FALLS  102ND  STREET,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1943  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2,370  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  OTHER  UNCATAGORIZED  METHODS. 
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NORTH  TONAWANDA        BOOTH  OIL  COINC,  76  ROBINSON    1*120 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1960  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

NORTH  TONAWANOA         BOTANICAL  GARDENS,  OLD  FALLS  BLVD  t  ROBINSON  STREET    1*120 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1959.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NORTH  TONAWANDA        HOLIDAY  PARK,  WALCK  RD  &  OLD  FALLS  BLVD    1*120 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  197*.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO .   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NORTH  TONAWANDA        N  TONAWANDA  PLANT  DUREZ  DIVISI,  WALCK  ROAD    1*120 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1930  TO  1973.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10.51  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 

NORTH  TONAWANDA        NORTH  TONAWANDA  CITY  DUMP,  RIVER  ROAD    1*120 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NORTH  TONAWANDA        WHEATFIELD  (NIAGARA  CO  REFUSE,  WITHER  RD    1*120 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  197*.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

NORTH  WHITE  PLAINS      MIDLAND  PROCESSING  INC.,  55  LAFAYETTE  AVE.    10603 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUOE  REPROCESSING 
AND/OR  RECYCLING. 

OLD  BETHPAGE  OLD  BETHPAGE  LANDFILL,  ROUND  SWAMP  RD    088*6 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDEO  OPGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-OISPOSED. 
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ONONDAGA  COUNTY        AL  HUBBARD,  COLD  BROOK  ROAD,  TOWN  OF  SPAFFORD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LAND  FARMING. 

ORLEANS  COUNTY         DUBLIN  ROAD,  DUBLIN  ROAD    1*105 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1930  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OSWEGO  OSWEGO  COUNTY  LAND  FILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

OSWEGO  POLLUTION  ABATEMENT  SERVICES  0,  P.O.  BOX  4065    13126 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  INCINERATION. 

PEARL  RIVER  COMPOSTING  AREA,  MIDDLETOWN  ROAD    10965 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,043  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

PEARL  RIVER  PUNT  INCINERATORS,  MIDDLETOWN  ROAD    10965 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  108  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

PEARL  RIVER  SANITARY  UNDFILL  AREA,  MIDDLETOWN  ROAD    10965 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6,778  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  UGOONS  AND  INCINERATION. 


254 


WASTE  DISPOSAL  SITE  DIPECTOPY 


PENDLETON  PENDLETON  SITE,  TOWN  LINE  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

PERINTON  HIGH  ACRES  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) , 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

POMONA  MIDLAND  PROCESSING  INC.,  GUAKER  RD .    10970 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 

PORT  EWEN  ON  PLANT  LANDFILL  AREA,  ADDRESS  UNREPORTED    12466 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  190S  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING 
AND/OR  RECYCLING. 

PORTER  SCIENTIFIC  LANDFILL  NO.  5,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

RANSOMVILLE  ELBERTA  PLANT,  3119  RANDALL  ROAD    14131 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ROCHESTER  CITY  OF  ROCHESTER  FIRE  ACADEMY,  1190  SCOTTSVILLE  RD    14624 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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ROCHESTER  KOOAK  PARK,  1669  LAKE  AVENUE    14650 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  EEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  197S  WAS  REPORTED  AS  4,855  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING 
AND/OR  RECYCLING. 

ROCHESTER  OLD  DEARCROP  FARM,  92  DEARCOP  DRIVE    14624 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1945  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER 
THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

ROCHESTER  PURE  WATERS  NW  QUADRANT  TREATM,  PAYNE  BEACH  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

ROCHESTER  ROCHESTER  PLANT,  100  MCKEE  ROAD    14611 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

ROSSVILLE  ONYX  CHEMICAL  CO  PLANT  NO  2,  3000  ARTHUR  KILL  ROAD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1953.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1963.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2.81  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  REPROCESSING  AND/OR  RECYCLING. 

SAUGERTIES  ALL  CNTY  ENVIRONMENTAL  SER  COR,  509  7A  KINGS  HIGHWAY    12477 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

SAVANNAH  VERDI  LANDFILL,  ROUTE  31    13146 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

SCHENECTADY  KNOLLS  ATOMIC  POWER  LAB,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF 
DISPOSAL  ARE  NOT  KNOWN. 
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SCHENECTADY  SCHENECTADY  MAIN  PLANT  LAND  FI,  1  RIVER  RO .    12345 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1950  TO  1974.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1976  WAS  REPORTEO  AS  240  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
OPGANICALLY  AW  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SELKIRK  NORYL  SOLID  WASTE  MANAGEMENT  F,  NORYL  AVENUE    12158 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND 
INCINERATION. 

SENECA  FALLS  SENECA  FALLS  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  'WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF 
OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

SENECA  FALLS  TANTALO  LANDFILL,  SALOMAN  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1909  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

SKANEATELES  FALLS      STAUFFER  CHEMICAL  COMPANY  PLAN,  JORDAN  ROAD    13153 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  29  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

SKANEATELES  FALLS       STUFFER  CHEMICAL  COMPANY  PLANT,  JORDAN  ROAD    13153 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  506  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SOLON,  CORTLAND  CTY     CORTLAND  COUNTY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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SOLVAY  SETTLING  BASINS,  MILTON  AVENUE    13209 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  172,403  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

STILLWATER  PALMER  SITE,  COUNTY  ROAD  75 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1962.  AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  NO  LONGER  IN  USE.  CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS 
(WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.  METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

SYOSSET  SYOSSET  LANDFILL,  MILLER  ROAD    11791 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1946  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TONAWANDA  FMC  CORPORATION,  37  SAWYER  AVENUE    14105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1978  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TONAWANDA  HUNTLEY  POWER  STATION,  RIVER  ROAD    14150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1959.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

TONAWANDA  SEAWAY  INDUSTRIAL  PARK,  4800  RIVER  ROAD    14150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANOFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

TONAWANDA  TONAWANDA  COKE  CORPORATION,  3875  RIVER  ROAD    14150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 
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TONAWANDA  TONAWANDA  PLANT,  3821  RIVER  ROAD  P.O.  BOX  88    14150 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCRTEO  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY  ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

TONAWANDA  TOWN  OF  TONAWANDA  INCINERATOR,  791  E  PARK  DRIVE    14150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

TROY  TROY  MUNICIPAL  INCINERATOR  &  L,  OAKWOOO  AVE    12180 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1947  TO  1957.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUOE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

TULLY  TULLY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 

OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

WAMPSVILLE  HAZ-O-WASTE  SERVICES,  CANAL  RD .    13163 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL 
INCLUDE  INCINERATION. 

WARWICK  ALL  COUNTY  SERVICES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMEO  WASTE  LANDFILL  AND 
INCINERATION. 

WATERFORD  WATERFORD,  260  HUDSON  RIVER  ROAD    12188 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1979.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS 
WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  62.7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 


259 


WASTE  DISPOSAL  SITE  DIRECTORY 


WEST  BAINBRIDGE        BAINBRIDGE  VILLAGE  DUMP,  CASE  ROAD    13733 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1941  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WHEATFIELD  NIAGARA  CTY  REFUSE  DISP  DIST,  WEST  OF  WITHER  ROAD    14304 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 


52-1+19  0-79-20 
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AHOSKIE  N  CAROLINA  NITROGEN  COMPLEX,  BOX  2500    27910 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  50  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

AHOSKIE  N  CAROLINA  NITROGEN  COMPLEX,  BOX  2500    27910 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

APEX  CITY  OF  APEX  SANITARY  LANDFILL,  HWY.  55    27502 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 

IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

APEX  SORRELL  LANDFILL,  HIGHWAY  55  SOUTH 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

APEX  SORRELL  LANDFILL,  SR  1010    27502 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0.38  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

APEX  WAKE  COUNTY  LANDFILL,  HIGHWAY  55  SOUTH 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BREVARD  BREVARD  PLANT,  BUCK  FOREST    28712 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  665  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS 
AND  LAGOONS. 

BREVARD  CAMP  STRAUSS,  BOYLESTON  HWY    28712 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS 
NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  ANO  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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BREVARD  KNOB  CREEK,  NC  ROUTE  *1540    28712 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BREVARD  O'SHIELDS  ELY  ASH,  STATE  RD  1510    28712 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BREVARD  OWEN'S  LANDFILL,  ADDRESS  UNREPORTED    28712 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CABARRUS  COUNTY        J  LEE  PHARR  FARM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

CAROLINA  BEACH         NEW  HANOVER  COUNTY  LANDFILL,  ADDRESS  UNREPORTED    28428 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH 
PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CASTLE  HAYNE  MARTIN-MARIETTA  QUARRY,  OFF  STATE  ROAD  1002    28429 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  3,137  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CASTLE  HAYNE  WASTE  LAGOONS,  OFF  STATE  ROAD  1002    28429 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,022  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CHARLOTTE  AMERICAN  CYANIMID  CO.,  8309  WILKINSON  BLVD.    28214 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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CHARLOTTE  BUDO  LEE  PAVING  CO.,  6521  MP.  HOLLY  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CHARLOTTE  DOW  CHEMICAL  CORP.,  »2  WOODLAWN  GREEN  ROAD    28210 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

CHARLOTTE  HARRISBURG  PARK  LANDFILL,  PENCE  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSEO. 

CHARLOTTE  MALLARO  CREEK  RD.,  14700  MALLARD  CREEK  RD .    28213 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

CHARLOTTE  MARTIN-MARIETTA  AGGREGATES,  AR ,  11325  TEXLAND  BLVD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO  METHOOS. 

CHARLOTTE  MOSTELLER  OIL  CO.,  2924  N.  TRYON  STREET   28206 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF 
USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  0*  DISPOSAL  ARE 
NOT  KNOWN. 

CHARLOTTE  STATESVILLE  ROAD  LANDFILL,  NORTHERN  MCCKLENBURG  COUNTY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1971  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHOOS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

CHARLOTTE  STORY  BURIAL  AREAS,  6100  ORR  ROAD    28213 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1970  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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COLFAX  SMITH  FARM  COLFAX  91,  RT-2    27235 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CONCORD  BREY  MCNAR,  HWY  49  SOUTH    28025 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1969  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

CONCORD  CABARRUS  COUNTY  LANDFILL,  TRISH  POTATO  ROAD    28025 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

CONCORD  CABARRUS  DISPOSAL  COMPANY  INC.,  210  N.  CHURCH  ROAD    28025 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CONCORD  SOUTHERN  LATEX  CORP.,  161  BUFFALO  AVE.    28025 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

CONCORD  SOUTHERN  LATEX  CORP.,  379  CENTRAL  DR.    28025 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

CUMBERLAND  COUNTY       CUMBERLAND  COUNTY  LANDFILL,  BUNCE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CUMBERLAND  COUNTY      HOPEMILLS  LANDFILL,  OFF  WIRE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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DENTON  HEALING  SPRINGS  PLANT,  RT  1  BOX  185    27292 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  HASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  164  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  HASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (HITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12  )  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

DURHAM  AMORE  CHEMICAL,  2418  E.  PETTIGREH  STREET    27703 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  DURING  1977.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  HASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  HAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  HASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (HITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHO0S  OF  DISPOSAL  ARE  NOT  KNOWN. 

EARL  CLEVELAND  CONTAINER  i  WASTE  SE ,  RURAL  ROAD  2212  (EAST  SIDE)    28038 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  HASTE  LANDFILL. 

EARL  SPARTAN  WASTE  CONTROL  INC,  RURAL  ROAD  2214  SOUTH  SIDE    28038 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

EARL  SPARTAN  WASTE  CONTROL  INC  2ND,  RURAL  ROAD  2225  EAST  SIDE    28038 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

EARL  SPARTAN  WASTE  CONTROL  INC  4TH,  HIGHWAY  198  NORTH  SIDE    28038 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

EARL  SPARTAN  WASTGE  CONTROL  INC  3RD,  RURAL  ROAD  2226  NORTH  SIDE    28150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL. 

ELIZABETHTOWN  BLADEN  COUNTY  LANDFILL,  WHITEVILLE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 
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FAYETTEVILLE  CREEK  BRIDGE  LANDFILL,  CREEK  BRIDGE    28302 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FAYETTEVILLE  CUMBERLAND  COUNTY  LANDFILL,  CLIFFDALE  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 

OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

FAYETTEVILLE  FAYETTEVILLE  CITY  LANDFILL,  GRAY  STREET    28301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1974.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FAYETTEVILLE  FAYETTEVILLE  PLANT,  ADDRESS  UNREPORTED    28302 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  LAND  FARMING. 

FAYETTEVILLE  FAYETTEVILLE  PLANT,  1411  INDUSTRIAL  DRIVE    28301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

FAYETTEVILLE  FAYETTEVILLE  WORKS,  P.O.  DRAWER  2    28303 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4,900  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS  AND  LAND  FARMING. 

FAYETTEVILLE  MILAN  YARD  LANDFILL,  MILAN  YARD    28302 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1960  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  UNDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FAYETTEVILLE  ROHM  &  HAAS  NORTH  CAROLINA  INC,  CEDAR  CREEK  ROAD    28302 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  0.25  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS 
SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  UNDFILL. 
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GASTONIA  BIGGERSTAFF  LANDFILL,  OFF  HWY  274  BTWN  BESSEMER  CITY  &  CHERRYV    28052 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GREENSBORO  «1  GREENSBORO  PLANT  LAGOON,  115  SOUTHEPN  OXYGEN  ROAD    27*09 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  19*8  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

GREENSBORO  AGRICO  CHEMICALS  CO.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL 
COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED 
OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

GREENSBORO  AGRILO  CHEMICAL  CO   *2 ,  408  PATTON  AVENUE    27402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 

GREENSBORO  GREENSBORO  CITY  LANDFILL,  WHITE  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

GREENSBORO  HOLDING  POND  FOR  SCRUBBER  WATE ,  500  BROOME  ROAD    27420 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  ANO/OR  RECYCLING. 

GREENSBORO  HUBERT  ATKINS  PROPERTY  84,  RT-9  BOX  463    27409 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO  LAGOONS. 

GREENSBORO  NORTH  BUFFALO  POLLUTION  CONTRO,  WHITE  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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GREENSBORO  PFIZER  INC.,  4500  BLOCK  OF  HIGH  POINT  ROAD    27403 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN 
UNIDENTIFIED  PARTY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

GREENVILLE  GREENVILLE  CITY  LANDFILL,  200  WEST  FIFTH  STREET    27834 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HALIFAX  COUNTY         HALIFAX  COUNTY  SOLID  WASTE  LAN,  ROUTE  *1,  BOX  153    27839 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

HIGH  POINT  CITY  OF  HIGH  POINT,  RIVERDALE  ROAD    27261 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CPGANICS.   METHODS  OF  DISPOSAL 
INCLUOE  DRUMMED  WASTE  LANDFILL. 

HIGH  POINT  CITY  OF  HIGH  POINT  LAND  FILL,  MOBIL  OIL  CORPORATION 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HIGH  POINT  DUKE  REFINING  COMPANY,  2020  JARRELL    27260 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

JAMESTOWN  SEABOARD  CHEMICAL  COMPANY,  MOBIL  OIL  COMPANY    27282 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

KERNERSVILLE  CAROLAWN  COMPANY,  P.O.  BOX  947    27284 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  INCINERATION. 
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KERNEPSVILLE  DESTRUCTO  CHEMWAY  CORPORATION,  PO  BOX  947 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THPOUGH  197Q  WAS  PEPORTEO  AS  11. 7S  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  INCINEPATION. 

KINGS  MOUNTAIN  FOOTE  MINERAL,  GROVER  RD    2S086 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BOWED  ORGANICALLY  AW  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

KINSTON  ELMER  CATCH  POND ,  GREENVILLE  HIGHWAY    28501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2.14  HUMORED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AW  LAGOONS. 

KINSTON  KINSTON  CITY  LANDFILL,  CITY  HALL  KING  STREET    28501 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.  AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.  SITE  IS  STILL 
BEING  USED.  CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.  METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

KINSTON  KINSTON  PLANT  DISPOSAL  AREA,  PO  BOX  800    28501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,423  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TPACE  METALS  (BOWED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIOUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLLTOE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONOS  AND  LAGOONS,  LANO  FARMING  AND 
INCINERATION. 

KINSTON  KINSTON  PLANT  INCINERATOR,  P.O.  BOX  800    28501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  17  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AW  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  IWUSTRIAL  WASTE  LAWFUL,  DRUMMED 
WASTE  LAWFILL,  PITS,  POWS  AW  LAGOONS,  LAW  FARMING  AND  INCINERATION. 

KINSTON  LENOIR  COUNTY  LAWFILL,  ADDRESS  UNREPORTED    28501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AW  TRACE  METALS 
(BOWED  ORGANICALLY  AW  INORGANICALLY  )  ,  ORGANICS  AW  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  LAWFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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KINSTON  MUNICIPAL  LANDFILL,  ADDRESS  UNREPORTED    28501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LAURINBURG  PLANT  MANAGER'S  PROPERTY,  RD  NO. 3  BOX  221-B    28352 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

LELANO  BRUNSWICK  COUNTY  LANDFILL,  LANVALE  ROAD  ROUTE  2    28451 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LELAND  LNDFIL  WESTSIDE  BNK  STURGN  CRK,  NAVASSA  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

LENOIR  CALDWELL  SYSTEMS  INC,  P.O.  BOX  1682    28645 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

MCLEANSVILLE  GULF  OIL  CHEMICALS  CO,  PO  B  183  ROCK  QUARRY  ROAD    27301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE 
PITS,  PONDS  AND  LAGOONS. 

MONCURE  MONCURE  PLANT,  P.O.  BOX  166    27559 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  2.27  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  OTHER  UNCATAGORIZED 
METHODS. 

MONCURE  MONCURE  PLANT,  STATE  ROAD  1916    27559 

SITE  IS  LOCATE0  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  40  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  LAND 
FARMING. 
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MORPISVILLE  KOPPERS  COMPANY,  INC.,  HIGHWAY  54  WEST    27560 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1968.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONOS  AND  LAGOONS •  LAND  FARMING  AND  INCINERATION. 

NAVASSA  WILMINGTON  BRANCH,  NAVASSA  ROAD    28404 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  INCINERATION. 

NORTH  BELMONT  C.A.  HUGHES  CO.,  AODRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

PAW  CREEK  KOPPERS  CO.,  INC.,  SEABOARD  COASTLINE  SIDING    28130 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1976.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PINEVILLE  REICHHOLD  CHEMICALS,  INC.,  DORMAN  ROAD    28134 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  52  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND 
LAGOONS. 

PINEVILLE  SOUTHEASTERN  POLLUTION  CONTROL,  P.O.  67    28134 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

PISGAH  FOREST  BROWN  *1,  N.  C.  ROUTE  1504    28768 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL. 

PISGAH  FOREST  FILM  INCINERATOR,  VANDERBILT  PO    28768 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1962.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 
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PISGAH  FOREST  ISLAND  INCINERATOR,  VANUERBILT  RD    28768 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1966.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1968.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  300  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

PISGAH  FOREST  ISLAND  LANDFILL,  VANDERBILT  RD    28768 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  REPROCESSING  AND/OR  RECYCLING. 

PISGAH  FOREST  ORIGINAL  LANDFILL,  VANDERBILT  RD    28768 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1939  TO  1953.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

PISGAH  FOREST  SLUDGE  DISPOSAL  AREA,  N.  C.  ROUTE  «1504    28768 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

PITTSBORO  CHATHAM  COUNTY  LANDFILL,  ADDRESS  UNREPORTED    27312 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PLYMOUTH  PLYMOUTH  SHOPPING  CENTER,  HIGHWAY  32  &  64  INTERSECTION    27962 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL. 

PLYMOUTH  WEYERHAEUSER  LANDFILL,  WEYERHAEUSER  PAPER  MILL    27962 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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RALEIGH  ROWLAND  LANDFILL,  2820  ROWLAND  ROAD 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BOSTIEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

RIEGELWOOD  ACME  WORKS,  25  MILES  WEST  OF  WILMINGTON  (P.O.BOX  218    28456 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  ANtt  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

RIEGELWOOD  FEOERAL  PAPER  BOARD  COMPANY,  25  MILES  WEST  OF  WILMINGTON    28456 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONOED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ROCKY  MOUNT  CITY  OF  ROCKY  MOUNT  WASTE  TREA,  P.O.  BOX  1180    27801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

ROCKY  MOUNT  ROCKY  MOUNT  FIBER  PUNT  DUMP,  ATLANTIC  AVE  EXTENSION    27801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  13  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 

SAINT  PAULS  SANITATION  SERVICES  LANDFILL,  WEST  OF  TOWN  OF  SAINT  PAULS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

SALISBURY  FIBER  INDUSTRIES,  INC.,  HIGHWAY  70  WEST    28144 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  172  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 
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SALISBURY  FIBER  INDUSTRIES,  INC.,  NEEDMORE  RD. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1,282  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  LAND  FARMING  AND  INCINERATION. 

SANFORD  LEE  COUNTY  LAND  FILL,  ROUTE  *8    27330 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

SANFORD  PFIZER  INC.,  ROUTE  XAZ  COX  MILL  ROAD    27330 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1.87  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

SHELBY  FIBER  INDUSTRIES,  SHELBY  PLANT,  POST  OFFICE  BOX  87   28150 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  533  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND 
INCINERATION. 

SOUTHPORT  GYPSUM  POND,  MOORE  STREET    28461 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

SOUTHPORT  JONES  FARM,  BETHEL  CHURCH  ROAD    28461 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

SOUTHPORT  MCRACKEN  FARM,  MOORE  STREET    28461 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 
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SOUTHPORT  NUMEROUS  SMALL  FARMS  &  GARDEN,  MOORE  STREET  (BOX  668)    28461 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INCPGANICALLY 1 , 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE 
MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

SOUTHPORT  PFIZER  OFF  SITE  FARM,  BETHEL  CHURCH  ROAD    28461 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  400  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES 
(WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LAND  FARMING. 

SOUTHPORT  PLANT  SITE  FARM,  MOORE  STREET  (BOX  668   28461 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,200  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDEO 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
LAND  FARMING. 

SOUTHPORT  STEVENS  FARM,  MOORE  STREET    28461 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

SPENCER  COUNTY         PAUL  LOVE'S  PIT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANOFILL,  DRUMMEO  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

STOKESDALE  PRIVATE  FARM,  ROUTE  1    27357 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

TARBORO  EDGECOMB  COUNTY  LANDFILL,  STATE  ROAD  1601    27886 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WAYNESVILLE  SCHULHOFFER 'S  JUNKYARD,  P  0  BOX  314    28786 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPONED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 
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WILMINGTON  AMOCO,  RIVER  ROAD    28402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.11  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

WILMINGTON  CAPE  FEAR  PLANT,  P.O.  BOX  2042    28402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  539  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

WILMINGTON  HANOVER  PL  WASTE  ACT  SLUDGE  LA,  PO  BOX  327  HIGHWAY  421  NORTH    28402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  128  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  LAND  FARMING. 

WILMINGTON  HANOVER  PLANT  INJECTION  WELL,  PO  BOX  327  HIGHWAY  421  NORTH    28402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  14,169.1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL 
INJECTION. 

WILMINGTON  HANOVER  PLANT  PROCESS  WASTE  LA,  PO  BOX  327  HIGHWAY  421  NORTH    28402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  33  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

WILMINGTON  HOLDING  POND  FOR  WASH  WATER,  NAVASSA  RD. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  90  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS 
OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

WILMINGTON  NEW  HANOVER  CTY  LNDFL,  HIGHWAY  421  NORTH    28401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 


52-419  0-79-21 
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WILMINGTON  SWIFT  AGRI.  CHEMICALS  CORP.,  P.O.  BOX  3705  AZELEA  STATION    26401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

WINSTON-SALEM  INTERNTL  MINERALJCHEMICAL  CORP,  GLENN  AVENUE  EXTENSION    27105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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AKRON  AKRON  CHEMICAL  PLANT,  W  EMERLING  AVENUE   44309 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

AKRON  AKRON  CITY  LANDFILL,  1585  HARDY  RD   44313 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  ARE  NOT  KNOWN. 

AKRON  AKRON  LANDFILL  AND  WASTE,  HAZEL  STREET   44305 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

AKRON  BF  GOODRICH  AKRON  CHEM  PLANT,  PO  BOX  2170  WEST  EMERLING  AVENUE   44309 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1955.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0.6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

AKRON  CITY  OF  AKRON  HARDY  LANDFILL,  HARDY  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

AKRON  CORPORATE  LANDFILL  AREA,  1144  EAST  MARKET  ST   44316 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  455  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

AKRON  J  B  LOCKHART  CONSTRUCTION  CO,  800  WATERLOO  RD   44319 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER.  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

AKRON  SEIBERLING  ST  CORP  LANDFILL,  AODRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1977.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  58  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 
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AKRON  SUMMIT  NATIONAL  REFUSE  SERVICE,  P.O.  BOX  1531    44309 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197*  TO  1978.   AT  TIME  OF  USE.  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSEO.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

ARLINGTON  HEIGHTS       CARTHAGE  AVE  LANDFILL,  CARTHAGE  AVE    45215 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 

IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

ASHLAND  ASHLAND  COUNTY  LANDFILL,  COUNTY  ROAD  175*    44805 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 

OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

ASHLAND  RAY  DINGUS,  ADDRESS  UNREPORTED    44805 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  REFROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZEO  METHODS. 

ASHTABULA  ASHTABULA  CITY  DUMP,  LAKE  AVENUE    44004 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1963.   AT  TIME  CF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1968.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

ASHTABULA  BRENKUS  SHOP,  EAST  15TH  ST    44004 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL. 

ASHTABULA  LAGOON,  MIDOLE  ROAD    4*004 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  40  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  ARE  NOT  KNOWN. 

ASHTABULA  MIDDLE  RO  FOR  BRENKUS  EXCAV  CO,  4633  MIODLE  RD    44004 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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ASHTABULA  NORTH  EMERGENCY  SPILL  BASIN,  BOX  206  MIDDLE  RD    44004 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,050  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  OTHER 
UNCATAGORIZED  METHODS. 

ASHTABULA  RESERVE  ENVIRONMENTAL  SERVICES,  MIDDLE  ROAD   44004 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

ASHTABULA  SEMI-WORKS  PUNT  PROPERTY,  STATE  ROAD  4  EAST  6TH  STREET   44004 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  156.32  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELUNEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL.  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  UNDFILL,  PITS,  PONDS  AND  UGOONS,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

ATWATER  JONES  UNDFILL,  1018  STATE  ROUTE  225 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS 
(WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

AVON  UKE  AVON  UKE  CITY  DUMP,  CLINTON  AND  MILLER  ROADS   44012 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  UNDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

AVON  UKE  AVON  LAKE  GENRAL  CHEMICAL  PUN,  33571  WALKER  ROAD   44012 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  271  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  UNDFILL,  MIXED  INDUSTRIAL  WASTE  UNDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

AVON  UKE  B  F  GOODRICH  CHEMICAL  COMPANY,  MOORE  &  WALKER  ROAD   44012 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  91  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELUNEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  UNDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 
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BARBEPTON  BARBERTON  PLANT,  95  COLUMBIA  COURT    44203 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  IN  1979  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  HASTE 
DISPOSEO  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  83,902  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSEO  AT  THIS  SITE  INCLUOE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS.  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION, 
INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BATAVIA  CHEMTROL  COMPANY,  ADDRESS  UNREPORTED    45103 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXEO  INDUSTRIAL  WASTE  LANDFILL. 

BEDFORD  ERIEWAY  POLLUTION  CONTROL,  33  INDUSTRY  OR    44146 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  OPGANICS  AND  INORGANICS.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BEDFORD  HUKILL  CHEMICAL  COMPANY,  7013  KRICK  ROAD    44146 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

BELPRE  BELPRE  PLANT,  STATE  ROUTE  7  NORTH    45714 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 

LANDFILL. 

BELPRE  SHELL  CHEMICAL  CO,  P  0  BOX  235    45714 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,340  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  HASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

BREMEN  MODIGLASS  LAND  FILL,  OAK  HILL  ROAD    43107 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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BREMEN  REICHHOLD  SANITARY  LAND  FILL,  COUNTY  ROAD  72  4  STATE  RT.  37    43107 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BROADVIEW  HEIGHTS      NORTON  CONSTRUCTION  CO  LANDFIL,  3401  EAST  ROYALTON 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BROOKLYN  HEIGHTS       CLEVELAND  LAND  DEVELOPMENT,  1329  SCHAAF  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AW 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BRUSH  CREEK  TUP        NORRIS  LANDFILL,  TWP  RD  *129 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BRYAN  HRH  INDUSTRIES  INC,  RR  «2    43506 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BUCYRUS  SWAN  HOSE,  BEAL  AVE.    44820 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AW  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AW/OR  RECYCLING. 

CHARDON  ECOLOGY  SERVICES  INC.,  10237  CUTTS  RD.    44024 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

CHESTERLAND  LAKE  COUNTY  LAND  IMPROVEMENT,  166  BROOKLANE    44026 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INCPGANICALLY ) , 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 
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CHILLICOTHE  CHILLICOTHE  WORKS,  890  WASHINGTON  AVE.    45601 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  Af/D  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CHILLICOTHE  CITY  OF  CHILLICOTHE  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

CHILLICOTHE  CITY  OF  CHILLICOTHE  OHIO,  RENIC  ROAD    45601 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1940  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO 
LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

CINCINNATI  B  t   0  DUMP,  BECKMAN  J  SPRINGROVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

CINCINNATI  BORDEN  CHEMICAL,  1-75  »  GALBRAITH  RD    45215 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.07  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

CINCINNATI  CANAL  RIDGE  ROAD  DUMP,  4300  CANAL  RIDGE  ROAD    45223 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

CINCINNATI  CINCINNATI  PLANT,  4701  PADDOCK  ROAD    45229 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1920  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  0ISPOSE0  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

CINCINNATI  CITY  OUMP,  LAIDLAW  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIEO  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN 
UNIDENTIFIED  PARTY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1950.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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CINCINNATI  CITY  OF  CINCINNATI,  3320  MILL  CREEK  ROAD    45223 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 

OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

CINCINNATI  CLARKE  INCINERATOR,  7040  E.  KEMPER  RD .    45241 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

CINCINNATI  CROOKSHANK  DUMP,  CROOK  SHANK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

CINCINNATI  ELDA  LANDFILL,  5701  ESTE  AVE    45232 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CINCINNATI  ESTE  AVENUE  DUMP,  ESTE  AND  TOWNSHIP  AVE    45232 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CINCINNATI  FRONT  ST  PLANT,  1120  WEST  FRONT  STREET    45202 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1920  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  900  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 

CINCINNATI  GRAY  ROAD  LANDFILL,  1040  GRAY  ROAD   45232 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CINCINNATI  HUGHES  ROAD  SANITARY  LANDFILL,  HUGHES  ROAD    45239 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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CINCINNATI  KEENAN  REPROCESSING,  2350  SEYMOUR  AVE.    45212 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FRCM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  ORUMMED  WASTE  LANDFILL  AND 
REPROCESSING  AND/CR  RECYCLING. 

CINCINNATI  METROPOLITAN  SEWER  OISTRICT,  MILL  CREEK-1600  GEST  STREET    45204 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INOPGANICALLY ) ,  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CINCINNATI  NATIONAL  DISTILLERS  4  CHEMICAL,  4900  ESTE  AVE    45232 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PFOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  59  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER 
UNCATAGORIZEO  METHODS. 

CINCINNATI  NEWBERRY  COMPANY,  CROOKSHANK  ROAD    45238 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

CINCINNATI  NORTH  BEND  DUMP,  200  WEST  NORTH  BEND  ROAD    45216 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL,  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

CINCINNATI  PIGMENTS  DIV  OF  PRINTING  INK,  630  GLENDALE  MILFORD  RD    45215 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  87.86  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS,  INCINERATION  AND  OTHER  UNCATAGORIZEO  METHODS. 

CINCINNATI  PRISTINE  INC,  BIG  FOUR  AND  SMALLEY  RD    45215 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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CINCINNATI  RUMPKE,  INC.,  10795  HUGHES  ROAD    45247 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1951  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CINCINNATI  SHARONVILLE  PLANT,  3630  EAST  KEMPER  ROAD    45241 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AW  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,190  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

CINCINNATI  VINE  STREET  DUMP,  7777  VINE  ST    45216 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE 
LANDFILL. 

CIRCLEVILLE  BARTHELMAS  FARM,  ISLAND  ROAD    43113 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CIRCLEVILLE  BARTHELMAS  LANDFILL,  25963  STATE  ROAD,  104    43113 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CIRCLEVILLE  BOWERS  LANDFILL,  NEAR  RED  BRIDGE,  ON  ISLAND  RD  N-W  OF  CIR    43113 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CIRCLEVILLE  CIRCLEVILLE  PLANT,  P.O.  BOX  89  ROUTE  23  SOUTH    43113 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  339  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AMD  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 
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CIPCLEVILLE  LARRY  METZ  LANDFILL,  RED  RIVER  BRIDGE  LOCATION,  ISLAND  ROAD   43113 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CIRCLEVILLE  MODEL  CITIES  LANDFILL,  FRANKLIN  COUNTY   43113 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CIRCLEVILLE  PICKAWAY  COUNTY  LANDFILL,  ROUTE  104  SOUTHWEST   43113 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CIRCLEVILLE  PPG  -  CIRCLEVILLE,  PO  457   43113 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN  -,  \ 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  677  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  INCINERATION. 

CLERMONT  NEWCO  CHEMICAL  WASTE  SYSTEMS,  ABER  ROAD   45176 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL. 

CLEVELAND  ALCHEMTRON  INC.,  2516  TRAIN  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
ARE  NOT  KNOWN. 

CLEVELAND  CHEM  DYNE,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  CJMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  51.56  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  Am  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 
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CLEVELAND  CLEVELAND  BUILDERS  SUPPLY,  RIDGE  ROAD  AND  BROOKPARK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1946  TO  1955.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1969.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  REPROCESSING  AND/OR  RECYCLING. 

CLEVELAND  CLEVELAND  LAND  DEVELOPMENT,  7220  HARVARD  AVE.    44104 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  ANT)  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CLEVELAND  CLEVELAND  LAND  DEVELOPMENT  CO.,  7800  HARVARD  AVE. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CLEVELAND  CLEVELAND  MUNICIPAL  DUMP,  LAKE  FRONT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FPOM  1958  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

CLEVELAND  CLEVELAND-WEST,  2191  W.  110   44102 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  CHEMICAL  CCMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REFORTED  AS  3.37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE 
LANDFILL,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

CLEVELAND  EAST  49TH  ST,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  0*  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

CLEVELAND  ERIEWAY  POLLUTION  CONTROL  INC.,  2516  TRAIN  AVENUE   44102 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
TREATMENT  (EG.:  NEUTRALIZATION). 

CLEVELAND  GENERAL  ELECTRIC  COMPANY,  21800  TUNGSTEN  ROAD    44117 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1933  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF 
OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT 
(EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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CLEVELAND  HARRY  ROCK  &  CLEVELAND  LAND  DE,  4940  WOODLAND  AVE.    44104 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CLEVELAND  HARRY  ROCK  LANDFILL,  7720  HARVARD  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL. 

CLEVELAND  NATIONAL  WORKS,  5000  WARNER  ROAD    44125 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1920  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,179  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CLEVELAND  NORTON  LANDFILL,  RT.  82 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CLEVELAND  SCA  SERVICES  OF  OHIO,  COUNTY  LINE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CLEVELAND  WARNER  HILL  IMPROVEMENT  CO.,  4720  WARNER  ROAD    44125 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

CLEVELAND  WARNER  ROAD  LANDFILL,  WARENER  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CLEVELAND  WEAN  PORI  LTO ,  3341  JENNINGS  RD    44109 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 
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COLERAIN  TOWNSHIP      RUMPKE  LAND  FILL,  COLERAIN  AVNUE    45247 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

COLUMBUS  CITY  LANDFILL  CORP.,  2250  ALUM  CREEK  DRIVE    43207 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1950  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (EONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
INCINERATION. 

COLUMBUS  COLUMBUS  CITY  DUMP,  1400  ALUM  CREEK  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1974.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AW  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

COLUMBUS  COLUMBUS  WASTE  OIL  CO,  2195  EAKIN  RD    43205 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

COLUMBUS  ECOL  (BEDFORD  SITE  «1 ) ,  950  CUYCRAFT  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

COLUMBUS  ECOL  (BEDFORD  SITE  82),  470  MORRISON  RD . 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  197S.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

COLUMBUS  FRANKLIN  COUNTY  LANDFILL,  3299  JACKSON  PIKE    43223 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 
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COLUMBUS  G.  FREDERICK  SMITH,  COLUMBUS  OHIO  HIGHWAY    "43200 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

COLUMBUS  J.  TEXAS  HOWARD  ORGANIZATION,  4545  JACKSON  PIKE    43123 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANOFILL. 

COLUMBUS  J.  TEXAS  HOWARD  ORGANIZATION,  984  DUBLIN  RD .    43212 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

COLUMBUS  MARBLECLIFF  QUARRIES  DUMP,  3101  TRABUE  ROAD    43212 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1961.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

COLUMBUS  MIDWEST  OIL  RECOVERY,  2195  EAKIN    43216 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

COLUMBUS  NEW  COLUMBUS  LANDFILL  INC.,  2175  ALUM  CREEK  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

COLUMBUS  OH  SITE,  1625  W  MSWR    43223 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4.5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

COLUMBUS  OHIO  ROAD  OILING  CO.,  1551  E  COOKE  ROAD    43224 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  REFROCESSING  AND/OR  RECYCLING. 
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COLUMBUS  WELCH  LANDFILL,  2910  REFUGEE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

COOLVILLE  COZART  LAND  FILL,  ADDRESS  UNREPORTED   45723 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COSHOCTON  COSHOCTON  CITY  LANDFILL,  ROUTE  83    43812 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COSHOCTON  COSHOCTON  PLANT  GROUNDS,  1350  SOUTH  SECOND  STREET    43812 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  681  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING  ANO  INCINERATION. 

COSHOCTON  OTSEGO  AVENUE  DUMP,  ADDRESS  UNREPORTED   43812 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1953.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1963.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  AND  INCINERATION. 

DAYTON  CLARK  OIL  COMPANY,  INC.,  300  S.W.  END  AVENUE    45427 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  UTEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

DAYTON  IWD  LIQUID  WASTE,  3975  WAGONER  FORO  ROAD    45414 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

DEERFIELD  JONES  UNDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  UNDFILL. 
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DEERFIELD  SUMMIT  NATIONAL  SERVICES,  224  t    225  STREET   4*309 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  197S.   CHEMICAL 
COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

DELAWARE  CITY  OF  DELAWARE, 0.  LANDFILL,  ADDRESS  UNREPORTED   43015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

DELAWARE  CSD  -  DELAWARE  PLANT,  421  LONDON  ROAD   43015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

DELAWARE  DELAWARE  CITY  LANDFILL,  STRATFORD  ROAD   43015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

DELAWARE  DELAWARE  PAINT  PLANT,  PITTSBURGH  ROAO   43015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  INCINERATION. 

DELAWARE  OLD  DELAWARE  CITY  LANDFILL,  WASTE  DISPOSAL  PLANT  OFF  U.S.  23   43015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1975.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

DELTA  FULTON  COUNTY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO .   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DOVER  DOVER  CHEMICAL  COMPANY, DIVISIO,  DAVIS-WEST  15TH  STREET   44622 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  REPROCESSING  AND/OR 
RECYCLING. 
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DOVER  KIMBLE  COAL  COMPANY,  ROUTE  2    44622 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

EAST  CLEVELAND         NELA  PARK  DUMP,  NOBLE  ROAD    44112 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

EAST  LIVERPOOL         WALLOVER  OIL  CO,  401  VIRGINIA  AVE    43920 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION), 
AND  REPROCESSING  AND/OR  RECYCLING. 

EAST  PALESTINE         BROWNING-FERRIS  INDUSTRIES,  BOX  188    44413 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  LAND  FARMING  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

EASTLAKE  DEMILTA-MAHON  LANDFILL,  ERIE  ROAD    44092 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

ELYRIA  CHEMICAL  RECOVERY  SYSTEMS  INC.,  P.O.  BOX  375  142  LOCUST  ST.    44036 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   M:THODS  OF 
DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

ELYRIA  FORD  ROAD  DUMP,  FORD  ROAD    44035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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ELYRIA  FORD  ROAD  INDUSTRIAL  LANDFILL,  FORD  ROAD    44035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1950  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OUNEO  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INOPGANICALLY ) , 
INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  OISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

ELYRIA  GARDEN  STREET  LANDFILL,  GARDEN  STREET    44035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

ELYRIA  HARSHAW  CHEMICAL,  113  JOHN  STREET    44035 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1967.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
PITS,  PONDS  AND  LAGOONS. 

FAIRFIELD  BROWNING-FERRIS  INDUST  CHEM  SE ,  2841  ROBMEYER  ROAD    45014 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

FAIRFIELD  HAMILTON  IMPOUND,  3700  DIXIE  HIGHWAY    45014 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1945  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6,967  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

FAIRPORT  DIAMOND  SHAMROCK  CORPORATION,  SECOND  STREET    44077 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1912  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  8,885  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

FAIRPORT  HARBOR         FAIRPORT  LANDFILL,  820  EAST  STREET    44077 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AN^  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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FERNALD  MOBIL  CHEM  CO-FERNALD  PLANT,  10818  PADDY'S  RUN  ROAD    45030 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1958.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

FINDLAY  PRIVATELY  OWNED  PASTURE,  OUTSKIRTS  OF  FINDLAY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 

WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.  METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

FOSTORIA  TERRY  LITTLE(SOLD  TO  COMM  OIL),  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
REPROCESSING  AND/OR  RECYCLING. 

FRANKLIN  SYSTEMS  TECHNOLOGY  CORPORATION,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

FREMONT  FREEMONT  FRONT,  504  LIBERTY  ST    43420 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.  AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.  SITE  IS  STILL  BEING  USED.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2.36  HUNDRED  TONS.  CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  INORGANICS.  METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

FREMONT  OHIO  LIQUID  DISPOSAL  COMPANY,  540  LIBERTY  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  TREATMENT  (EG.:  NEUTRALIZATION), 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

GAHANA  GAHANA  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.  AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.  SITE  IS  STILL  BEING 
USED.  CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.  METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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GAHANA  TX  &  ASSOC  SANI  LANDFL  SSS  INC,  NO  OF  HAMPTON  RD  NEAR  1-270  *  HAMILTON    43230 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1968  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AKO  TRACE  METALS  (BONDED  ORGANICALLY  AUO  INORGANICALLY), 
ORGANICS,  INCRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GARFIELD  HEIGHTS        CONTI,  WARNER  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FPOM  1955  TO  1957.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANT)  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

GARFIELD  HEIGHTS       ROCKSIDE  LANDFILL,  ROCKSIDE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1959.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

GARFIELD  HEIGHTS       WARNER  HILL  LAND  IMPROVEMENT,  4720  WARNER  RD    44125 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GENEVA  DOHERTY  LANDFILL,  TUTTLE  RD    44041 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOP  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

GLENWILLOW  GLENWILLOW  WORKS-AUSTIN  POWDER,  30300  PETTIBONE  RD    44039 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GLENWILLOW  INLAND  LAND  FILL,  6705  RICHMOND  ROAD    44139 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
OPGANICS,  INCRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GRAFTON  CHEMDYNE  CORPORATION  (ROSS  INC,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  197S.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUOE 
INCINERATION. 
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GRAFTON  ROBERT  ROSS  &  SONS,  394  GILES  ROAD    44044 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

HAMILTON  CHEM-DYNE  CORP.,  500  FORD  BOULEVARD    45011 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  37.93  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION  AND  REPROCESSING 
AND/OR  RECYCLING. 

HANGING  ROCK  HANGING  ROCK  LANDFILL  CO,  S.R.  650    45635 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

HARRISON  BROWNING  FERRIS  CO  LANDFILL,  BOND  ROAD    45030 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL. 

HARTFORD  LIBERTY  TOWNSHIP  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.  AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.  CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS 
WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

HAVERHILL  HAVERHILL  PLANT,  ADDRESS  UNREPORTED    45638 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  14,025  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND  INCINERATION. 

HILLIARD  SYSTEMS  TECHNOLOGY  CORP.(SYSTE,  4350  EDGEWYN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 
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HURON  HURON  PLANT,  AODRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1969.   AT  TIME  CF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FSCCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  24  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  CRGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL  INCLUOE  INCINERATION. 

INDEPENDENCE  INDEPENDENCE  EXCAVATING  LANDFI,  5720  SCHAFF  ROAD    44131 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY.  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
0ISPOSE0  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (ECNDED  OPGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

INDEPENDENCE  ROCKSIDE  LANDFILL,  INDEPENDENCE  4  ROUTE  21    44131 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

IRONTON  E.  H.  SCHILLING  LANDFILL,  AODRESS  UNREPORTED    45638 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (ECNDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

IRONTON  GULF  CHEMICAL  &  METALLURGICAL,  P.O.  BOX  336    45638 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPPOCESSING  AND/OR  RECYCLING. 

IRONTON  HANGING  ROCK  LANDFILL,  STATE  ROUTE  650    45638 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

IRONTON  IRONTON  COKE  CORPORATION,  3329  SOUTH  THIRD    45638 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECNDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

IRONTON  IRONTON  TAR  PLANT,  3330  SOUTH  THIRD    45638 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1945  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,030  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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JEFFERSON  ALASKAIN  GREENHOUSE  WASTE  OIL,  717  N.  POPLAR  STREET    44047 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  INCINERATION. 

JEFFERSON  LARKIN  OIL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REFROCESSING  AND/CR  RECYCLING. 

KENTON  DUREZ  DIVISION,  ROUTE  68  SOUTH    43326 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,600  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  0=GANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL 
INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

KENTON  HARDIN  COUNTY  LANDFILL,  PLEASANT  TOWNSHIP    43326 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  CWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

KINGSVILLE  CREEK  RD  FOR  BRENKUS  EXCAV  CO,  CREEK  ROAD    44048 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FRCM  1964  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  F0SSI3LY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  DRUMMED  WASTE  LANDFILL. 

KINGSVILLE  KINGSVILLE  TWP.  DUMP,  MIDDLE  ROAD    44048 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO .   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1970.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

KNOXVILLE  ANTHONY  MINING,  ADDRESS  UNPEPOPTED    43964 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  INCINERATION. 

LIMA  OHIO  SANITATION  LANDFILL,  BUCKEYE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  CWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 
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LISBON  CHEMLIME  CORPORATION,  37629  APPLEGATE  POAO,  EOX  F    ***32 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  DUPING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BCNDEO 
ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MI/ED  INDUSTRIAL 
WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

LOGAN  GREENE  LANDFILL  «II,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197*  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LdGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMEO  WASTE  LANDFILL  AND  LANOFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LORAIN  CITY  DUMP-CITY  OF  LORAIN,  FOOT  OF  ROOT  ROAD    **052 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LCNGER  IN  USE,  HAVING  CLOSED  IN  1976.   CHEMICAL 
COMFCNENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EOKDED  ORGANICALLY  AND 
INORGANICALLY)  AND  OPGANICS.   METHODS  OF  DISFOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MANSFIELD  RICHLANO  COUNTY  LANDFILL,  CAIRNS  POAO  PO  BOX  3*1    4*901 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 

OFEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  APE  NOT  KNOWN. 

MARIETTA  AMERICAN  CYANAMID,  1*05  GREENE    *5750 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FPOM  1915  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  100  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL. 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT 
(EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 

MARIETTA  GULF  OIL  CHEMICALS  COMPANY,  P.O.  BOX  1000    *5750 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1951  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  PEPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTPIAL  WASTE  LANDFILL. 

MARIETTA  GULF  OIL  CHEMICALS  COMPANY,  P.O.  BOX  1000    *5750 

SITE  IS  LOCATED  ON  FPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DURING  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.*1  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE  DISFOSED  AT 
THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

MARIETTA  MARIETTA  PLANT,  RIVERVIEW  STPEET    *5750 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  2,619  HUNDRED  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  CPGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  OISPCSAL  INCLUOE  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSEO,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 
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MARIETTA  MARIETTA  SANITATION  CORPORATIO,  219  1/2  SECOND    45750 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
PITS,  PONDS  AND  LAGOONS. 

MEDINA  CITY  OF  MEDINA  MUNICIPAL  SERV,  132  N.  ELMWOOD    44526 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MEDINA  MEDINA  PLANT,  885  W.  SMITH  ROAD   44526 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

MEDINA  MONTVILLE  LANDFILL,  6359  WADSWORTH  RO .    44256 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MIDDLETOWN  CITY  OF  MIODLETOWN  SANITARY  LA,  OFF  CARMODEY  BLVD.    45042 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1941  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MIDDLETOWN  MIDDLETOWN  WORKS,  305  RICHMOND  ST.    45042 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MIDDLETOWN  MIDDLETOWN,  OHIO  FACILITY,  2500  YANKEE  ROAD    45042 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.54  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL. 

NEW  LIME  ASHTABULA  COUNTY  WASTE,  INC.,  ADDRESS  UNREPORTED   44066 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMFANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED 
WASTE  LANDFILL. 
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NEW  PHILADELPHIA        CITY  DUMP,  ADDRESS  UNREPORTED    44663 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1964  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH 
FH  >  121,  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

NORTH  BEND  FORT  HILL  PLANT,  11215  BROWER  RO    45052 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NORTH  BEND  PLANT  FACILITY,  BROWER  ROAD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1918  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DIScOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONOS  AND  LAGOONS. 

NORTH  KINGSVILLE        UNIVERSAL  TRUCKING  CO  GRAV  PIT,  MAIN  STREET    44068 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  OURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL. 

NORTH  ROYALTON         VISTA  CHEMICAL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMFONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

NORTHWOOD  WASTE  MANAGEMENT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OBERLIN  BROWNING  FERRIS  IND  LORAIN  CTY ,  ROUTE  10 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY )  AND 
ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFOSED. 

OREGON  FONDESSY  ENTERPISES,  876  OTTER  CREEK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL.  DRUMMED  WASTE  LANDFILL. 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPPOCESSING  AND/OR  RECYCLING. 
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OREGON  WESTOVER  CORPORATION  SANITARY,  820  OTTER  CREEK  RD .    43616 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONTIEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

ORRVILLE  ORRVILLE  PLANT,  P.O.  BOX  107   44667 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
LAND  FARMING. 

ORRVILLE  ORRVILLE  PLANT,  1273  BURTON  CITY  ROAD    44667 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1938  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.4  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  LAND  FARMING  AND  INCINERATION. 

PAINESVILLE  ASH  SETTLING  POND,  750  BACON  ROAO    44077 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.09  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PAINESVILLE  LAKE  COUNTY  BAILER,  ROUTE  2  AND  ROUTE  20    44077 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
ARE  NOT  KNOWN. 

PAINESVILLE  LANDFILL,  750  BACON  ROAD    44077 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1938  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 

PAINESVILLE  PAINESVILLE,  155  FREEDOM  ROAD   44077 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  380  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 
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PAINESVILLE  PAINESVILLE  PLANT,  1000  SECOND  STPEET    44077 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  201.41  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(EONDED  CPGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AMI  LAGOONS, 
AND  TREATMENT  (EG.:  NEUTRALIZATION). 

PENNY  PLANT  SITE-CLOSED,  SHEPAPD  ROAD    44081 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.11  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

PENNY  PLANT  SITE-OPEN,  SHEPARD  ROAD    44081 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4,752  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO  LAGOONS  AND  OEEP  WELL  INJECTION. 

PERRYSBURG  ALKYD  DISTILLATE  POND,  12600  ECKEL  ROAD    43551 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1965.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1966.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  0.86  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS. 
METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

PERRYSBURG  ALKYD  DISTILLATE  POND,  12600  ECKEL  ROAD    43551 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1973.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1974.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3.6  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  ANO  OTHER  UNCATAGOPIZEO  METHODS. 

PLAIN  CITY  J.D.  HERSHBERGER  LANDFILL,  CROTTINGER  ROAD    43064 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   CHEMICAL 
COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  ANO  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

PLAIN  CITY  UNICO  LANDFILL,  INC.,  12080  TAYLOR  ROAD    43064 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FPCM  1973  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY  )  , 
OPGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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POLAND  TOWNSHIP        CARBON  LIMESTONE  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

PORT  WASHINGTON        NAME  UNREPORTED,  NEAR  JUNCTION  OF  ROUTES  16  AND  36    43837 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

READING  PRISTINE  INC.,  BIG  FOUR  AND  SMALLEY  ROAD    45215 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFCRTED  AS  15.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECNDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

RUSSIA  TOWNSHIP        BROTHERTON  LANDFILL,  STATE  ROUTE  10    44035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

SAINT  BERNARD  SAINT  BERNARD  DUMP,  OAK  STREET   45217 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SAINT  CLAIRESVILLE     BUCKEYE  LAND  FILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS 
(WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

SAINT  CLAIRESVILLE     BUCKEYE  RECLAMATION,  ADDRESS  UNREPORTED    43950 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OFEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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SIDNEY  SHELBY  COUNTY  LANDFILL,  STATE  ROUTE  47   45365 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISFOSEO,  PITS,  FONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

SPRINGFIELD  IWD  LIQUID  WASTE  INC,  3106  SNYDER  DOMER  RD    45502 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUOED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  59.66  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (EONDED  ORGANICALLY  AND 
INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  TREATMENT  (EG.:  NEUTRALIZATION )  AND 
REPROCESSING  AND/OR  RECYCLING. 

SWANTON  SWANTON  PLANT,  413  EAST  BPOADWAY   43558 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  112.65  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  INCINERATION. 

SYLVANIA  COULTON  CHEMICAL  OREGON  OHIO  P,  6600  SYLVANIA  AVENUE    43560 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

TOLEDO  BENTON  VILLAGE,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

TOLEDO  BROWNING  FERRIS  INDUSTRIAL  WAS,  6233  HAGMAN  ROAD   43612 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

TOLEDO  DURA  DUMP  TYLER  ST  DUMP,  TYLER  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1960  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1975.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  BASE 
SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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TOLEDO  DURA  TOLEDO  MUNICIPAL  SANITARY,  MATZINGER  ROAD    43612 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TOLEDO  KING  ROAD  LUCAS  COUNTY  SANITAR,  3535  KING  ROAD    43617 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1965  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TOLEDO  RAY  OBERLY  DISPOSAL,  TWINING  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1974.   CHEMICAL 
COMPONENTS  OF  W4STE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

TOLEDO  STICKNEY  AVE  DUMP,  STICKNEY  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1960  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

TOLEDO  SWAN  CREEK  LANDFILL,  GLENDALE  AVENUE  AT  SWAN  CREEK 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1971  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER 
THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS 
OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

TOLEDO  TOLEDO  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1947  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

TOLEDO  TOLEDO  SEWAGE  DISPOSAL  PLANT,  BAY  VIEW  PARK    43611 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
AND  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

TOLEDO  W/S  AVE  TOLEDO  MUN  SANITARY  LF,  CONSAUL  STREET  AND  C80  RAILROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1959.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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TOLEDO  W/S  AVE  TOLEDO  MUN  SANITARY  LF ,  SOUTH  AVENUE  AND  MAUMEE  RIVER 

SITE  IS  NOT  LOCATED  OK  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1957.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TPACE  METALS  IBONOEO  C-GANICALLY  AND  INORGANICALLY),  CPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISFOSED. 

TORONTO  R.  WELLINGTON,  BOX  420  KNOXVILLE  ROAD    43964 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  REPROCESSING  AND/OR  PECYCLING. 

TORONTO  TORONTO,  100  TITANIUM  WAY    43964 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  130  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  INCINERATION  AND  PEPROCESSING  AND/OR  PECYCLING. 

TORONTO  TRI-TOWNSHIP  LANDFILL,  P.O.  BOX  83    43964 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY  ) ,  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MCNO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFOSED. 

UHRICHSVILLE  CITY  DUMP,  ADDRESS  UfJPEPCRTED    44683 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  FOSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

VICKERY  CHEM-DYNE  CORPORATION,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  CCMFONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

VICKERY  OHIO  LIQUID  DISPOSAL,  INC.,  STATE  ROUTE  412    43646 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FPOM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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WEST  CHESTER  SKINNER,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  PITS,  FONDS  AND  LAGOONS. 

WICKLIFFE  JACK  NEFF  SAND  &  GRAVEL,  30155  EUCLID  AVE.    44092 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

WILLIAMSBURG  NEWCO  CHEMICAL  WASTE  SYSTEMS,  5092  ABER  ROAD    45176 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  150.48  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHCDS  OF 
DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING, 
INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

WILLOUGHBY  DEMILTA  MAHON  LANDFILL  CORP.,  921  ERIE  RD.    44094 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

WOOD  COUNTY  EVERGREEN  SANITARY  LANDFILL,  6525  WALES  ROAD    43619 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED 
WASTE  LANDFILL. 

LOCATION  UNREPORTED     BELMONT  COUNTY  LAND  FILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

XENIA  FRANK  L.  ARMENTROUT,  CONTRACTO,  766  HARKINS  ROAD    45385 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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XENIA  SYSTEMS  TECHNOLOGY  CORP.,  245  NORTH  VALLEY  ROAD    45385 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  40.23  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION), 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

XENIA  XENIA  CITY  LANOFILL,  TOWLER  ROAD   45385 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

YOUNGSTOWN  KOPPERS  CO.  INC.,  1359  LOGAN  AVE.    44505 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  PEPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

YOUNGSTOWN  REPUBLIC  STEEL,  POLAND  AVE. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

ZANESVILLE  GREENE  SLOPES  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 


311 


WASTE  DISPOSAL  SITE  OIRECTORY 


BARTLESVILLE  PHILLIPS  BROS  DIV  OF  ENGLE-MIN,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

CATOOSA  VERDIGRIS  PLANT  INJECTION  WELL,  P.O.  BOX  456    74015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  11,784.9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DEEP  WELL  INJECTION  AND  OTHER  UNCATAGORIZED  METHODS. 

CLEVELAND  CARNES  DISPOSAL,  SOUTH  OF  THE  CITY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

DEVOL  M  4  E  SERVICE,  MOBIL  OIL  CORPORATION 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

ENID  ENID  NITROGEN  PLANT,  P.O.  BOX  1027    73701 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  60  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

GUYMON  SHERMAN  HELIUM  PLANT,  STAR  ROUTE    73942 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.  SITE  IS  STILL  BEING  USED.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.  CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.  METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND 
LAGOONS  AND  INCINERATION. 

LINDSAY  CRINER  LANDFILL,  RTE.  2    73052 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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LINDSAY  HARDAGE,  PT  2    73052 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WiS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  CnGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANT3FILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
ORUMMED  WASTE  LANDFILL,  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED,  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

LOCO  SOUTHWESTERN  DISPOSAL  INC,  ADDRESS  UNREPORTED    73442 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMFANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  ORUMMED  WASTE 
LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MOUNDS  CONSOLIDATED  LAND  FARM  I   STORA,  181  ST.  WEST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFCSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL. 

OKLAHOMA  CITY  OKLAHOMA  CITY  REAGENT  PUNT,  8400  S.  SUNNYLANE    73115 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1937  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPCSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

OKLAHOMA  CITY  U.S.  POLLUTION  CONTROLS,  200  CLASSEN  CENTER,  SUITE  224  SOUTH 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTEO  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

OSAGE  COUNTY  PRIVATELY  OWNED  FAPM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPCNENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  ARE  NOT  KNOWN. 

OSAGE  COUNTY  SHELL  CREEK,  N  400  OF  SW4  OF  NW4  OF  SEC  36  TWNHP  20N 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANT)  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  CRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

PONCA  CITY  CITY  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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PRYOR  CITY  OF  PRYOR  MUNICIPAL  DUMP,  CITY  LANDFILL,  SO  OF  CITY    74361 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 

WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PRYOR  MID-AMERICA  INDUSTRIAL  DISTRIC,  SO.  OF  PRYOR    74361 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

PRYOR  PLASTIC  PIPE  PLANT  -  M.A.I.D.,  P.O.  BOX  69    74361 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FPOM  1966  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

PRYOR  PRYOR  PLANT-M.C.C. ,  BOX  518  (6  MILES  SOUTHEAST  OF  PRYOR)    74361 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  185  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND 
REFROCESSING  AND/CR  RECYCLING. 

PURCELL  HOUSTON  CHEMICAL  PLANT,  3/4  MILE  WEST  OF  CRINER,  OKLAHOMA 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (ECNDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

SALLISAW  JOHN  SCOGGINS  FLOOR  SWEEP  COMP,  3  1/2  MILES  EAST  OF  SALLAWAW,  OK  ON  HY64    74958 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REFROCESSING  AND/OR  RECYCLING. 

SAND  SFRINGS  OLD  SINCLAIR  REFINERY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  IN  1975  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OFEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SAND  SPRINGS  SHELL  CREEK  DUMP,  WEST  OF  SAND  SPRINGS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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TULSA  CHEM  DYNE,  CORPORATION,  LAMBER,  ADDRESS  UNREPORTED    74119 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

TULSA  CITY  OF  TULSA  LANDFILL,  VARIOUS  LOCATIONS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1961  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TULSA  CREEK  CO  RECLAMATION  PLANT,  2  MI  WEST  OF  US  HWY  75  ON  181ST  ST. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMEO  WASTE 
LANDFILL  AND  LAND  FARMING. 

TULSA  SPECIAL  CHEM  *  SULFURIC  ACID,  5101  W.  21ST  STREET    74107 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  LAND  FARMING. 

TULSA  TURKEY  MOUNTAIN,  SECTION  1,  TUP.  18,  RANGE  12,  EAST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

TULSA  USPCI  INJ  WELL  4  REPRO  FAC,  101  W.  71ST  ST.    74107 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  OPGANICALLY  AND 
INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION  AND  REPROCESSING  AND/OR 
RECYCLING. 

TULSA  W.J.  LAMBERTON,  2700  S.  25  W.  AVENUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE.  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 
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TULSA  COUNTY  CHANDLER  UNO  FILL,  SECTION  8  TOWNSHIP  19N,  RANGE  12E 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1972.   CHEMICAL 
COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

TULSA  COUNTY  COMPASS  INDUSTRIES,  SECTION  21,  TOWNSHIP  19N,  RANGE  11W 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1972.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH 
PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS, 
ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WOODWARD  WOODWARD  COUNTY  LANDFILL,  5  1/2  MILES  EAST  OF  WOODWARD    73801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

WOOOWARD  NAME  UNREPORTED,  BOX  1245    73801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  ANO 
REPROCESSING  AND/OR  RECYCLING. 

WOODWARD  NAME  UNREPORTED,  2  1/2  MILES  SE  OF  WOODWARD    73801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  K'lOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL 
INJECTION. 

LOCATION  UNREPORTED    OKU  STATE  DEPT  OF  HEALTH  PERM 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS 
OF  DISPOSAL  ARE  NOT  KNOWN. 
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ARLINGTON  CHEM-NUCLEAR ,  CHEMICAL  OPERATI ,  STAR  ROUTE    97812 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  ANO  LAGOONS,  LAND  FARMING,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

ARLINGTON  REICHHOLD  CHEM  INC  ST  HELENS  P,  P.O.  BOX  43    97812 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  OISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0.22  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY  )  AND  ORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

EUGENE  BETHEL-DANEBO,  WEST  11TH  AND  BELTLINE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

EUGENE  DAY  ISLAND,  DAY  ISLAND  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS 
AND  LAGOONS  AND  INCINERATION. 

EUGENE  EUGENE,  OREGON  PLANT,  855  SENECA  ROAD    97402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

EUGENE  SOUTH  WILLAMETTE  ST.,  52ND  AND  WILLAMETTE  STS. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FPOM  1950  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFCSED  ANO  INCINERATION. 

GOSHEN  SHORT  MOUNTAIN,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) , 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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LA  GRANDE  LA  GRANDE  PLANT,  P  0  BOX  1028    97850 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AST)  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  TREATMENT 
(EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

LANE  COUNTY  BLOOMBERG  ROAD,  BLOOMBERG  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1956  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

PORTLAND  CHEMPRO  OF  OREGON  -  PORTLAND,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

PORTLAND  CITY  LANDFILL,  COLUMBIA  BOULEVARD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INCPGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

PORTLAND  CROSBY  t   OVERTON,  SWAN  ISLAND 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THPOUGH  1978  WAS  REPORTED  AS  0.07  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PORTLAND  GASCO  PROPERTY,  7540  N.W.  ST.  HELENS  ROAD    97229 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1966  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

PORTLAND  HERCULES  INCORPORATED,  3366  N  M  YEON  AVENUE    97210 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1950  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,320  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

PORTLAND  PLANT  SITE-OPEN,  4429  NORTH  SUTTLE  ROAD    97217 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  223  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 

LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 
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PORTLAND  PORTLAND,  OREGON  PLANT,  6400  N.W.  FRONT  AVENUE    97210 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  473  HUMORED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  PITS,  PONDS  AND  LAGOONS. 

PORTLAND  SITE  1  PLANT  SITE  CLOSED,  4429  NORTH  SUTTLE  ROAD    97217 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  IN  1966  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL. 

PORTLAND  ST.  JOHN'S  LANDFILL,  9363  N.  COLUMBIA  BLVD.    97203 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SAINT  HELENS  PLANT  SITE,  NORTH  COLUMBIA  RIVER  HIGHWAY    97051 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2.18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY )  AND 
ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL,  INCINERATION  AND  OTHER 
UNCATAGORIZED  METHODS. 

SPRINGFIELD  SPRINGFIELD  PLANT,  470  SO.  SECOND  ST.    97477 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

WHITE  CITY  WHITE  CITY  PLANT,  1405  ANTELOPE  ROAD    97501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANOFILL, 
AND  REPROCESSING  AND/OR  RECYCLING. 
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ALLENTOWN  SEIPLE  PLANT,  P.O.  BOX  TP    18105 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  22,   530  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  FONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

AMBLER  AMCHEM  PRODUCTS,  BROOKSIDE  AVE    19002 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  195*  TO  1972.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSEO  IN  1973.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4,000  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS 
(WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL  AND  PITS,  PONDS  AND  LAGOONS. 

BEAVER  COUNTY  CENCO,  INC.,  DARLINGTON  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 

SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BEAVER  COUNTY  INDUSTRIAL  WASTES  INC,  DARLINGTON  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BIROSBORO  WESTERN  BERKS  REFUSE  AUTHORITY,  R.D.  «1    29508 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BRADFORD  TREATING  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1939  TO  1956.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND 
REPROCESSING  AND/OR  RECYCLING. 

BRADFORD  COUNTY        BELLE  SANITARY  LANDFILL,  TERRY  TOWNSHIP    18848 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BRIDGEVILLE  BRIDGEVILLE  GLASS  PLANT,  MAYER  STREET    15017 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1920  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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BRIDGEVILLE  BRIDGEVILLE  PLANT,  P.O.  BOX  219    15017 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  603  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGCCNS,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFPCCESSING  ANO/OR  RECYCLING. 

BRISTOL  BRISTOL  PLANT  LANDFILL,  P.O.  EOX  219    19007 

SITE  IS  LOCATEO  ON  FROFEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCP  DISFOSAL  FROM  1916  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FFCCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  3,091  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUOE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WiSTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL,  CRUMMED  WASTE  LANDFILL,  PITS, 
FCNDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

BRISTOL  ROHM  «  HAAS  BRISTOL  PL  LANDFIL,  RIVER  ROAD    19007 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  55  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BROOKHAVEN  SWEENEY  LANOFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  FROM  1964  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EC'CED  CFGANICALLY  AND  INCFGANICALLY ) , 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BRUIN  KOPPERS  COMPANY,  INC.,  SOUTHWEST  OF  TOWN 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  DURING  1953.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

BULGER  BULGER  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (ECNDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CARNEGIE  BROWNING  FERRIS  INDUSTRIES,  P.O.  BOX  448  (LESSEE)    15106 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCEFN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUOE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  AND  INCINERATION. 
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CHARLEROI  WELCH'S  DISPOSAL  AND  SANITARY,  R.D.32  FALLOWFIELD  TWP. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CHARLEROI  NAME  UNREPORTED,  BOX  36    15022 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

CHESTER  CHEM  CLEAR,  JEFFREY  &  DELAWARE  AVE    19013 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
TREATMENT  (EG.:  NEUTRALIZATION). 

CHESTER  CHEM  CLEAR,  INC.,  JEFFERY  ST.    19013 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANT)  TRACE  METALS  (BCNDEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CLAIRTON  NEW  CLAY  DUMP,  ADDRESS  UNREPORTED    15025 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

CLINTON  MANZARRO  COAL  CO.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CLINTON  MAZZARO  LAND  FILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 
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COASTSVILLE  DELAWARE  CONTAINER  CORP,  11TH  STREET  AND  VALLEY  ROAD    19320 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

COATESVILLE  E  L  DEUPONT  DE  NEMOURS8CO  INC,  17  NORTH  7TH  AVE    19320 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF 
USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

COLLEGEVILLE  MOYER  LANDFILL  (USED  BY  LUKINS,  RD  «2    19426 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1969  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COLLEGEVILLE  MOYER  LANDFILL  INC.  (USED  BY  R,  RD  «2    19426 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COLMAR  HATFIELD  MUNICIPAL  SEWER  AUTHO,  ADVANE  LANE    18915 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

COLMAR  RECLAMATION  RESOURCES,  2042  LENHART  ROAD    18915 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CONNELSVILLE  TREATING  PUNT,  ADELAIDE  ROAD  R.D.  81 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1939  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INCRGANICALLY ) ,  ORGANICS  AND  INORGANICS.   METHOOS 
OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

CONSHOCKEN  KEYSTONE  COKE  CO.,  RIVER  ROAD    19428 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1935  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 
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COPLAY  HELEVA  LANDFILL,  GARAGE  HILL    18307 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CORAOPOLIS  NOLTE  PROPERTY,  HERBST  ROAD    15108 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  DURING  1952.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CORNWELLS  HEIGHTS      CORNWELLS  HEIGHTS  PLANT,  PA,  2375  STATE  ROAD    19020 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1972.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1975.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CORNWELLS  HEIGHTS      DELAWARE  RIVER  PUNT,  2583  STATE  ROAD    19020 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1979  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  0.3  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL. 

CUMBERLAND  COUNTY      STABATROL,  C/O  COMMUNITY  REFUSE    17236 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZEO  METHODS. 

DELAWARE  COUNTY        FOLCROFT,  DARBY  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DELMONT  COLVAN,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DREXL  HILL  DELAWARE  CONTAINER  INC.,  P.O.  BOX  400    19026 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUOE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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EAGLEVILLE  MOYERS  SANITARY  LANDFILL,  GRANT  AVE    19408 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

EAST  PROSPECT  BAHN  LANDFILL,  ADDRESS  UNREPORTED    17317 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  197<t .   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER 
GRAM),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTPIAL  WASTE 
LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

EASTON  CHRIN  INC,  400  SOUTH  GREENWOOD  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

EASTON  CHRIN  LANDFILL,  PALMER  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

EASTON  EASTON,  R.D.  4    18042 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0 . 7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

EASTON  EASTON  PLANT,  640  NORTH  13TH  STREET    18042 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  213  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

ECONOMY  ENVIROTROL  CARBON  REGENERATION,  BIG  SEWICKLEY  CREEK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  REPROCESSING  ANO/OR 
RECYCLING. 

ELAM  CONCORD  TOWNSHIP  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BfEN  USED  FOR  DISPOSAL  FROM  1964  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) , 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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ELIZABETH  KELLY  RUN  SANITATION,  PO  BOX  333   15037 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

EMIGSVILLE  GUY  RENTZEL,  ADDRESS  UNREPORTED   17404 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ERIE  ERIE  COKE  PLANT,  FOOT  OF  EAST  AVE.    16512 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

FAYETTEVILLE  BAUMGARDNER  OIL  CO.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUOE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

FINLEYVILLE  OLD  CLAY  DUMP,  MO  AVE  &  CIRCLE  GLENN  DR  RD  «4    15332 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  770  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

FOGELSVILLE  FOGELSVILLE  PLANT,  SNOWDRIFT  RD    18051 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

FOLCROFT  FOLCROFT  LANDFILL  CORP,  CALCON  HOOK  ROAD    19023 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  IN  1967  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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FRANKFORT  SPINGS        FLY  ASH  DISPOSAL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KMONN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WiS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

FRAZER  EAST  FALLS  CHEMICAL  CO,  MAIN  LINE  IND  PARK 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

GREENVILLE  COMPANY  PROPERTY,  P.O.  BOX  72,  REYNOLDS  DEVELOPMENT    16125 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFO^TED  AS  0.2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OFGANICALLY  AND  INORGANICALLY ) , 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
AND  INCINERATION. 

GREENVILLE  REYNOLDS  DUMP,  REYNOLDS  DEVELOPMENT,  CRESTVIEW  DRIVE    16125 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1961  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  OWJED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  CPGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

GREENVILLE  STEVENSON  LAND  FILL,  R.D.  S3    16125 

SITE  IS  NOT  LOCATED  ON  FRCPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

HAM3URG  CHRISTMAN'S,  ADDRESS  UNREPORTED    19526 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LANOFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFOSED. 

HATFIELD  WASTE  CONVERSION,  2869  SANDSTONE  DRIVE    19<+*0 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  O^'NED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
TREATMENT  (EG.:  NEUTRALIZATION). 

HAZLETON  RECLAMATION  SERVICES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEFN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  ANTJ  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
OISPOSAL  ARE  NOT  KNOWN. 
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HONEY  BROOK  MOUNTAINTOP  LANDFILL,  PD  *2    19344 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

IMPERIAL  BROWNING  FERRIS  INDUSTRIES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

JOHNSONBURG  CASILIO  CHIESA  &  UNITED  REFINE,  EAST  CENTER  ST.    15845 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGCONS  AND  OTHER  UNCATAGORIZED 
METHODS. 

JOHNSONBURG  JOHNSONBURG  WORKS,  P.O.  DRAWER  G.RIDGEWAY  ROAD,RT.»219    15845 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  A NO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1946  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

JOHNSONBURG  WM.  CLARK  PROPERTY,  RT.  »219  (RIDGEWAY  ROAD)    15845 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1959  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LEMONT  FURNACE         KENNEDY  SANITARY  LANDFILL,  R.D.  «2    15456 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LESTER  A.B.M.  DISPOSAL  SERVICE,  329  N.  GOVERNOR  PRINTZ  BLVD    19113 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LEVITTOWN  GEOLOGICAL  RECLAMATION  OPERATI ,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  PITS, 
PONDS  AND  LAGOONS. 
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LYCOMING  COUNTY         CLYDE  THOMPSON  PROPERTY,  MUNCY  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MALVERN  KNICKERBOCKER  SANITARY  LANDFIL,  MORHILL  ROAD,  BOX  456    19355 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  HAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
CRSANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL.  MIXED  INDUSTRIAL  WASTE  LANDFILL,  CPUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

MARCUS  HOOK  ALLIED  CHEMICAL-BAKER  &  ADAM  W,  WILMINGTON  TPK    19061 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FFOM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THPOUGH  1978  WAS  REPORTED  AS  83  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

MARCUS  HOOK  BAKER  AND  ADAMSON  WORKS,  WILMINGTON  TURNPIKE    19061 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/CR  RECYCLING. 

MARCUS  HOOK  MARCUS  HOOK  REFINERY,  SUN  CO.,  MARCUS  HOOK  REFINERY    19061 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

MASONTOWN  HAFCO  CINDER  STORAGE  AREA,  IRA  FAST  STIRP.FAIRVIEW  HEIGHTS  R.D.  #1    15461 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY).   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

MCADOO  HAUTO  METALLURGICAL  CORP.,  INTERSTATE  ROUTE  80 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
EEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  C-NED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMFONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 
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MCDONALD  ALOE  LANDFILL,  ROUTE  980 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFCSAL  FPOM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  EEING  USED.   CHEMICAL  CCMFCNENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MCKEES  ROCKS  J.  PHILLIPS  PROPERTY,  BEAVER  GPADE  ROAO    15136 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHCDS  OF 
DISFOSAL  ARE  NOT  KNOWN. 

MCKEES  ROCKS  J.  PHILLIPS  PROPEPTY,  ROUTE  51  (ROBINSON  BLVD.)    15136 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1950  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHCDS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

MCKEES  ROCKS  MAZZARO  LAND  FILL  15136 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1964  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

MERTZTOWN  OSWALD'S,  PD  1    19539 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FRCM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISFOSED. 

MONACA  BEAVER  VALLEY  PLANT,  FRANKFORT  ROAD    15061 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  E60  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHCDS  OF 
DISFCSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REFROCESSING  AND/CR  RECYCLING. 

MONESSEN  MATTHEW  &  LORRAINE  CANESTRALE,  BOX  14    15063 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATEPIAL.   METHCDS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MONONGAHELA  MONONGAHELA  PLANT,  PA  ROUTE  481    15063 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1916  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  34  HUNDRED  TONS.   CHEMICAL  CCMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHCDS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOCNS,  INCINERATION,  TREATMENT 
(EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/CR  PECYCLING. 
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MORRISVILLE  G.R.O.W.S.  LANDFILL,  P.O.  BOX  180,  BORDENTOWN  AND  NEW  FORD  MI    19067 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVr  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXEO  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS, 
TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

MORRISVILLE  MORRISVILLE  PLANT-CLOSED,  2300  SO. PENNSYLVAMIA  AVE.    19067 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  265  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MORRISVILLE  MORRISVILLE  PLANT-SLUDGE  POND,  2300  SO.  PENNSYLVANIA  AVENUE    19067 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MOUNT  WOLFE  BRAOLEY  HERSHEY,  R.D.  »1    17402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MOUNT  WOLFE  HERBERT  POE,  R.D.  »1    17402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL. 

MUNCY  DIV  STREET  -  MUNCY  BOROUGH,  DIV  STREET    17756 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MUNCY  J.  R.  OPP  PROPERTY,  RO  MUNCY  CREEK  TOWNSHIP    17756 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MUNCY  LOG  CABIN  INN,  RD  84    17756 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL. 
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MUNCY  OLD  FORT  NURSERY,  RD  MUNCY  TOWNSHIP    17756 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MUNCY  SPROUT-WALDRON  MUNCY  PLANT  SIT,  SHERMAN  STREET    17756 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  50  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

MUNCY  21  EAST  WATER  STREET,  ADDRESS  UNREPORTED    17756 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

MUSE  CE  CAST  INDUSTRIES,  P.O.  BOX  457    15350 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

NAZARETH  HERCEG  LANDFILL  (USED  BY  BARCL,  128  WEST  BEIL  AVENUE    18064 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NEVILLE  ISLAND         NEVILLE  ISLAND  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

NEWELL  NEWELL  WORKS-PLANT  DUMPSITE ,  FIFTH  STREET    15466 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  223  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NORTH  SCHYKILL         HAUTOMETALLURGICAL  INC,  NORTH  SCHYKILL  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 
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NORTHAMPTON  COUNTY      CHRIN  LANDFILL,  ADDRESS  UNREPORTED    18042 

SITE  IS  NOT  LOCATED  CM  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY.  EUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1968  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CC'CEFN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEIK3  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NORTHUMBERLAND  COUNT    KEYSTONE  SPORTSMAN  ASSOCIATION,  DELAWARE  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOP  DISFOSAL  FRCM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

OIL  CITY  OIL  CITY  PLANT,  P.O.  BOX  98  ROUSEVILLE  ROAD    16301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1950  TO  1975.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  CF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  176  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12)  AND  ORGANICS.   METHODS  OF  OISFCSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS,  INCINERATION  AND  REPRCCESSING  AND/OR 
RECYCLING. 

PAOLI  CHEM-CLEAR,  30  CHESTNUT  ROAD    19301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  CPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION), 
AND  OTHER  UNCATAGORIZED  METHODS. 

PARKER  CRAIG  FARM,  R.D.  82    16049 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1958  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

PARKER  CRAIG  FARM,  R.D.  *2    16049 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1965  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  MO 
LAGOONS. 

PARKER  CRAIG  LAGOON,  R.D.  *2    16049 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1967  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

PARKER  WADE  DISPOSAL,  R.D.  *3    16049 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  K''CWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FPOM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 
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PEN  ARGLE  GRAND  CENTRAL  SANITARY  LANDFIL,  BOX  211    18072 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PENARGYL  PERINS  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1958  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PETROLIA  FAIRVIEW,  R.D.  81    16050 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

PETROLIA  JAMESON,  ADDRESS  UNREPORTED    16050 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

PETROLIA  PENNSYLVANIA  COAL  PRODUCTS,  ADDRESS  UNREPORTED    16050 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1941  TO  1945.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

PETROLIA  PETROLIA  PLANT,  ADDRESS  UNREPORTED    16050 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  ANT)  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,870  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

PETROLIA  PETROLIA  PLANT,  ADDRESS  UNREPORTED    16049 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANT)  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  105  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

PETROLIA  PETROLIA  PLANT,  ADDRESS  UNREPORTED    16050 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  INCINERATION. 
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PHILA  PHILA  PLANT,  5000  RICHMOND  STREET    19137 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1956.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

PHILADELPHIA  FRAUKFORD  PLANT,  MARGARET  AND  BERMUDA  STREETS    19137 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1937  TO  1966.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  197S  WAS  REPORTED  AS  7  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

PHILADELPHIA  QUICKWAY  TRASH  REMOVAL  COMPANY,  3900  SOUTH  ORTHODOX  STREET    19137 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1953  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  ( BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

PHILADELPHIA  SCHIAVO  BROTHERS,  INC.,  INDUSTRIAL  HIGHWAY  (SOUTH  PHILADELPHIA) 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1960  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATEPIAL.   METHCDS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PHILADELPHIA  SCHIAVO  LANDFILL,  72  EASTWICK 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMEO  WASTE 
LANDFILL  AND  INCINERATION. 

PITTSBURGH  CALGON  CORP,  P  0  BOX  1346    15230 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

PITTSBURGH  CALGON  CORPORATION  CARBON  REGE ,  NEVILLE  ISLAND 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

PITTSBURGH  MARATHON  SERVICE  COMPANY,  INC.,  2020  SPRING  GARDEN  AVENUE    15212 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 
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PITTSBURGH  MILL  SERVICE  INC,  1815  WASHINGTON  RD    15241 

SITE  IS  NOT  LOCATED  ON  FROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

PITTSBURGH  PITTSBURGH,  PENNSYLVANIA  FACIL,  34TH  CARSON  STREETS    15203 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.27  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

PLEASANTVILLE  F  &  R  REFUSE  COMPANY,  KUNZ  RD,  RDS2    16341 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

PRICEDALE  SANITARY  LANDFILL  CO  INC,  TYROL  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

READING  PFEIFFER  LANDFILL  CO,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

RICHLANDTOWN  WATSON  JOHNSON! USED  BY  LUKINS),  ADDPESS  UNREPORTED    18955 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

RIDGEWAY  CLARK  LANDFILL,  WEST  SIDE  RT.S219.2  MILES  NORTH  OF  RIDGE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1973  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

RILEY  TOWNSHIP         J  FRYE  LNDFL  DER  PERMT  #100939,  ADDPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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ROCHESTER  MOBIL  CHEMICAL  COMPANY,  372  CLEVELAND  ST.    15074 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1953.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FRCCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

ROSTRAVER  SANITARY  LANDFILL  CO.,  MONESSEN  HWY.  ROSTRAVER  TWP.    15012 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  MIXEO  INDUSTRIAL  WASTE  LANDFILL. 

SAINT  CLAIR  EAST  MINES,  ADDRESS  UNPEPORTED    17970 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  CF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE 
LANDFILL  AND  INCINERATION. 

SARVER  HRANICA,  RD  81 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OP  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 

SARVER  UNKNOWN,  HRANICA    16055 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INCPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SELLERSVILLE  ALLEN  LUKINS,  312  SIMONS  ROAD    18960 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SEWICKLEY  REICHHOLD  CHEM,  INC.  SEWICKLEY,  HAYSVILLE  BOROUGH    15143 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PFOCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMEO  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSEO, 
PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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SEWICKLEY  REICHHOLD  CHEMICALS,  INC.,  HAYSVILLE  BOROUGH    15143 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1.12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

SHARPSVILLE  RIVER  ROAD  ENTERPRISES,  RT.  846,  R.D.  »2    16150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SHOEMAKERSVILLE        LEESPORT  LANDFILL,  R.D.  »1 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1967  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

SOUTH  HAMPTON  NUCLEAR  RESEARCH  CORPORATION,  1105  INDUSTRIAL  HIGHWAY    18966 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS 
NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  RADIOACTIVE  RESIDUES  (WITH 
OVER  50  PICO-CURIES  PER  GRAM).   METHODS  OF  DISPOSAL  INCLUDE  REFROCESSING  AND/OR  RECYCLING. 

SPRINGDALE  SPRINGDALE  PLANT,  125  COLFAX  ST.    15144 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  62  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

TITUSVILLE  TITUSVILLE  PLANT,  HYDETOWN  ROAD    16354 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1943  TO  1971.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

TOWANDA  EI  DU  PONT,  JAMES  ST    18848 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFOPTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  FONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 
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TOWANDA  TOWANDA  LANDFILL,  BRIDGE  STREET  HILL    18848 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SL'PVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  FL'BLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
HEAVY  METALS  AND  TRACE  METALS  ( BON^EO  ORGANICALLY  AND  INOPGANICALLY  )  ,  ORGANICS.  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AW 
INCINERATION. 

VALLEY  FORGE  COMBUSTION  EQUIPMENT  ASSOCIATI ,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

WAMPUM  UNIVERSAL  REFRACTORIES  OIV. ,  915  CLYDE  STREET    16157 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
REFROCESSING  AND/OR  RECYCLING. 

WASHINGTON  WASHINGTON  PA  PLANT,  WEST  WYLIE  AVENUE    15301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1948  TO  1967.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

WASHINGTON  WILLIAM  H  MARTIN  LANDFILL,  NORTH  MAIN  STREET  EXTENSION    15301 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

WEST  CONSHOHOCKEN      KEYSTONE  SANIT/MONTG  CO  SALIS,  ADDRESS  UNREPORTED    19428 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

WEST  CONSHOHOCKEN       WASTE  TECHNIQUES  CORP.,  400  RIVER  RD.    19428 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMFCNENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

WILLIAMS  TOWNSHIP       CHRIN,  INC.,  INDUSTRIAL  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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WILLOW  GROVE  EASTERN  MATERIALS,  124  BRENTWOOD  DRIVE    19090 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

UNREPORTED  KOPPERS  COMPANY,  INC.,  FAIRVIEW  TOWNSHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1956.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

UNREPORTED  STRAVAGGI'S,  WASHINGTON  COUNTY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

YORK  MODERN  SANITARY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIOUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

YORK  MUNDIS  MILLS  SI,  R.D.  *22  N.  SHERMAN  STREET    17402 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

YORK  MUNDIS  MILLS  «2,  R.D.  322  N.  SHERMAN  STREET    17403 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

YORK  STANDARD  CONCRETE  PRODUCTS,  700  N.  SHERMAN  ST.    17403 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

YORK  UNION  OIL  CO  OF  CALIF,  350  N.  SHERMAN  ST.    17403 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1970  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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YUKON  MILL  SERVICES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  CF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INCPSANICALLY )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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ARECIBO  ARECIBO  PLANT,  KM  72.2  CARRETERA  #2    00612 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  28  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 

ARECIBO  HERNANDEZ  SITE  B,  .3  MILES  N  OF  RD  488  AT  KM  1.8    00612 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  OTHER 
UNCATAGORIZED  METHODS. 

BARCELONETA  BARCELONETA  LAND-FILL  DUMPSITE,  BARRIO  LAS  TOSAS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1975  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BARCELONETA  BARCELONETA  MUNICIPAL  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF 
USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

BARCELONETA  BARCELONETA  MUNICIPAL  SANITARY,  STATE  ROAD  665    00617 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  C'GANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  IN3USTPIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BARCELONETA  PFIZER  PHAPMACOUTICALS  INC,  STATE  ROAD  2    00617 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INCRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BAYOMON  BAYAMON  MUNICIPAL  SANITARY  LAN,  STATE  ROAD  22    00616 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISFOSEO. 

CAROLINA  CAROLINA  MUNICIPAL  DUMP,  BUENA  VISTA  STREET    00630 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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PUERTO  RICO  WASTE  DISPOSAL  SITE  OIRECTORY  PUERTO  RICO 


GUAYAMA  CIMARRONA,  BARRIO  CIMAPRONA    0065*. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

GUAYAMA  LAS  MAREAS,  BARIO  LAS  MAREAS    00654 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONOED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

GUAYAMA  PLANT,  BARIO  LAS  MAREAS    00654 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  Aim  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGCONS,  LAND  FARMING  AND  TREATMENT 
(EG. :  NEUTRALIZATION). 

GUAYAMA  POZO  HONDO,  BARRIO  POZO  HONDO    0065<t 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GUAYANILLA  GUAYONILLA  MUNICIPAL  LANDFILL,  BO.  PIEDRAS  BLANCAS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  DURING  1978.  AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 

USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE 

MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HATILLO  HERNANDEZ  SITE  A,  .5  MILES  N  OF  RD  488  AT  KM  1.8 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1966  TO  1975.   AT  TIME  OF  USE,  SITE' WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  OTHER 
UNCATAGORIZED  METHODS. 

HATILLO  HERNANDEZ  SITE  C,  KM  85.6,  CARR  2 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  OURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

MANATI  CYANAMID  AGRICULTURAL  DE  P.R.,  KM.  47.2,  STATE  ROAD  82    00701 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  0.59  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 
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PUERTO  RICO  WASTE  DISPOSAL  SITE  DIRECTORY  PUERTO  RICO 


MANATI  INLAND  CHEMICAL  PUERTO  RICO,  STATE  ROAD  2    00701 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  "ECYCLING. 

PONCE  CHEMICAL  LAND-BO.  TALLABOA,  TALLABOA,  PENUELAS,  FIRM  DELIVERY    00731 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

PONCE  PONCE  PLANT,  FIRM  DELIVERY    00731 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,418  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

PONCE  PPG  INDUSTRIES  (CARIBE),  PO  BOX  7572    00731 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  aT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  169  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  INCINERATION. 

PONCE  PUERTO  RICO  OLEFINS  CORP.,  FIRM  DELIVERY    00731 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  FONDS 
AND  LAGOONS. 

PONCE  SERVICIOS  CARBAREON  INC.,  FIRM  DELIVERY    00731 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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RHODE  ISLAND 


WASTE  DISPOSAL  SITE  r 


RHODE  ISLAND 


CRANSTON 


SANITARY  LANDFILL,  INC.,  ADDPESS 


.910 


SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  F 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.  AT  TIME  OF  U 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.  SITE  IS  STIL 
DISFOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  < 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.  METHODS  OF 
LANDFILL. 


SURVEYi  EUT  IS  KNOWN  TO  HAVE 
EO  BY  PRIVATE  CONCERN  OTHER  THAN 
.  EMICAL  COMPONENTS  OF  WASTE 

WITH  PH  >  12  ),  ORGANICS, 
■CLUDE  MIXED  INDUSTRIAL  WASTE 


CUMBERLAND 


CUMBERLAND  LAND  FILL,  MENOON  ROAD    0286<f 


SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 


WARWICK 


SEL-REX  DIV  WAPWICK,  105  BELLOWS  STREET    02838 


SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANTD  IS  KNOW  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  CC1PCNENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  MO 
TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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SOUTH  CAROLINA  WASTE  OISPOSAL  SITE  OIRECTORY  SOUTH  CAROLINA 


ABBEVILLE  ABBEVILLE  COUNTY  LANDFILL,  ADDRESS  UNREPORTED    29620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ABBEVILLE  DAVID  BEATY  LANDFILL,  ROUTE  *3    29620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ABBEVILLE  PAUL  GRAHAM'S  LANDFILL,  ADDRESS  UNREPORTED    29620 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1969  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

AIKEN  COUNTY  AIKEN  COUNTY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ANDERSON  ANDERSON  PLANT,  PEARMAH  DAIRY  ROAD  KO.  BOX  5288    29623 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BARNWELL  CHEM-NUCLEAR-BARNWELL  SITE,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  16.39  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES 
(WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANOFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BEAUFORT  VEGA  CHEMICAL  CO.,  BOX  908    29902 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 

BLACKSBURG  BUCKFIELD,  INTERSTATE  85  *  ROAD  99,  CHEROKEE  COUNTY    29702 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 


346 


SOUTH  CAROLINA  WASTE  OISPOSAL  SITE  DIRECTORY  SOUTH  CAROLINA 


BLACKSBURG  BLACKSBUPG  CITY  DUMP,  HIGHWAY  5    29702 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  OISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CAMDEN  MAY  PLANT,  DRAWER  A    29020 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,055  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY )  AND 
ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOCNS ,  LANO 
FARMING  AND  INCINERATION. 

CHARLESTON  CHARLESTON  COUNTY  SOLID  WASTE,  13  RCNNEY  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(30NDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CHARLESTON  FAIN  SEPTIC  DUMP,  6309  FAIN  STREET    29405 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CHARLESTON  PLANT  SPILL  AREA,  246  EAST  BAY  STREET    29402 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISFOSEO  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

CHARLESTON  STANDARD  OIL  CO.,  END  OF  BRIGAOE  STREET    29405 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1945  TO  1954.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANf  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CHARLESTON  TREATING  PLANT,  ADDRESS  UNREPORTED    29405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1939  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION), 
REPROCESSING  AND/OR  RECYCLING  ANO  OTHER  UNCATAGORIZED  METHODS. 

CHARLESTON  HEIGHTS      MOBIL  CHEM  CO-CHARLESTON  PLANT,  KING  STREET  EXTENSION  -  P.O.  BOX  7368    29405 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1908  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,568  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ACID  SOLUTIONS  (WITH  PH  <  3).  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS. 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LAMOFILL,  PITS.  PONDS  AND  LAGOONS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  ANO  OTHER  UNCATAGORIZED 
METHODS. 
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COLUMBIA  ALLIED  CHEMICAL  CCRPCRATION-CO,  4401  ST.  ANDREWS  ROAD  BOX  1788    29202 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  Am  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1961  TO  1979.   SITE  IS  STILL  BEIN3  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

COLUMBIA  CAROLINA  EASTMAN  COMPANY,  P.O.  BOX  1782    29202 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  134  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  INCINERATION  AND 
OTHER  UNCATAGORIZED  METHODS. 

COLUMBIA  CHEM-NUCL.  SHELLING  SC  LANDFIL,  P  0  BOX  6336    29206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  ANO  ORGANICS.   METHODS  OF  DISPOSAL  ARE  SOT  KNOWN. 

COLUMBIA  RICHLAND  CO  LNDFL  (BLUFF  RD  SI,  400  POWELL  ROAD    29204 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

COLUMBIA  RICHLAND  COUNTY  LANDFILL,  HIGHWAY  215  NORTH    29202 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISFOSAL  INCLUDE  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COLUMBIA  SOUTH  CAROLINA  RECYCLING  &  DIS,  912  DRAKE  ST   29290 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTED  AS  0.03  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BCNDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  REPROCESSING 
AND/OR  RECYCLING. 

DARLINGTON  DARLINGTON  COUNTY  SANITARY  LAN,  RT.  5,  BOX  317    29532 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  K.,'OWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DORCHESTER  DORCHESTER  LANDFILL,  OFF  US  78   29437 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISFOSAL  FPOM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY )  AND  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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DORCHESTER  SCA  LANDFILL,  OFF  HWY  78    29437 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PAPTICIPATING  IN  SURVEY,  BUT  IS  KNOMN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURINS  1979.   AT  TIME  OF  USE,  SITE  WAS  OWED  BY  FPIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY  )  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FLORENCE  FACILITY  (PLANT),  HIGHWAY  301  NORTH    29503 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  33  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  LAND  FARMING. 

FLORENCE  FIBER  INDUSTRIES  INC. -PALMETTO,  P.O.  BOX  2000    29502 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

FLORENCE  FLORENCE  COUNTY  LANDFILL,  180  N  IRBY  ST    29501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FLORENCE  FLORENCE  PLANT,  HIGHWAY  301  NORTH    29501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISFOSAL  FROM  1962  TO  1978.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  450  HUNDRED  TCNS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  ( EONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  LAND  FARMING  AND  INCINERATION. 

FLORENCE  KOPPERS  CO.,  INC.,  301  NORTH  ST.    29503 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORI2ED  METHODS. 

FORT  LAWN  CAROLAWN,  MOBIL  OIL  CORPORATION    29714 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  CCMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

FOUNTAIN  INN  CHARLIE  BELL( FOUNTAIN  INN  WARE,  RT.  3    29644 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1955  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL. 
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GAFFNEY  CHEROKEE  COUNTY  DUMP,  EAST  JUNIOR  HIGH  RD  -  SECONDARY  RD  111    29340 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1972.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISFOSED. 

GAFFNEY  CHEROKEE  COUNTY  LANDFILL,  OFF  OF  HIGHWAY  18  S  SECONDARY  RD  71    29340 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

GEORGETOWN  GEORGETOWN  PLANT,  601  S.  FRASER  STREET    29440 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1939  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS. 

GOVAN  AUSTIN  BROWNING  CO.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  IN  1966  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

GREENVILLE  CAROLINA  PLATING  i  STAMPING  CO,  4404  WHITE  HORSE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  CCMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
TREATMENT  (EG.:  NEUTRALIZATION). 

GREENVILLE  GREATER  GREENVILLE  SANITARY,  BLACKBERRY  VALLEY  ROAD 

SITE  IS  NOT  LOCATED  CN  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GREENVILLE  GREENVILLE  PLANT,  P.O.  BOX  5457,  STATION  B    29606 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  545  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

GREENWOOD  GREENWOOD  NYLON  PLANT,  P.O.  BOX  1057,  S.C.  HIGHWAY  246    29646 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FRCCESS  WASTE  DISFOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDRED  TONS.   CHEMICAL  CCMFONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12).   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED  AND  INCINERATION. 
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GREER  CHEMFIX  DISPOSAL  AREA,  HOOD  ROAD    29651 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL  AND  OTHER  UNCATAGORIZED 
METHODS. 

GREER  FORMER  GROCE  LAB  PROPERTY,  HOOD  ROAD    29651 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1975.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSEO  IN  1977.   CHEMICAL  COMPONENTS 
OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

GREER  GPOCE  LABORATORIES,  HIGHWAY  290,  BOX  816    29651 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

GREER  MASON  &  ELMORE  OIL  CO.,  417  HIGHLAND  ST.    29651 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1968  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSEO.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL 
INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

GREER  PLANT  LANDFILL,  HOOD  ROAD    29651 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY )  AND  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HAMPTON  REICHHOLD  CHEMICALS,  INC.,  P.O.  BOX  547    29924 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1967.   SITE  IS  NO  LONGER  IN  USE.   AMO'JNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3.37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

HANAHAN  CHARLESTON  DISPO  ALSTON  RD  LNTJ ,  ALSTON  ROAD    29405 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (ECNDED  OPGANICALLY  AND  INOPGANICALLY )  AND 
ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

HARTSVILLE  INTERNTL  MINERAL8CHEMICAL  CORP,  NORTH  LAKE  SHORE  RD .    29550 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  WAS  NOT  REFCRTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
OPGANICALLY  AND  INORGANICALLY).   METHCDS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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HOLLYWOOD  UNITED  POLLUTION  CONTPOL,  INC.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

JOHNS  ISLAND  JOHNS  ISLAND,  ADDRESS  UNREPORTED    29455 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

JOHNS  ISLAND  TRIDEOT  LANDFILL,  ADDRESS  UNREPORTED    29455 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LADSON  LADSON  LANDFILL,  OFF  HWY  78    29433 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LADSON  LADSON  LANDFILL,  ADDRESS  UNREPORTED    29456 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFIIL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSEO. 

LEXINGTON  LEXINGTON  COUNTY  LANDFILL,  212  S.  LAKE  DRIVE    29072 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LUGOFF  KERSHAW  COUNTY  LANDFILL  29078 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LYMAN  PALMETTO  LAND-FILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 
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MOUNT  PLEASANT         COOPER  RIVER  PLANT,  P.O.  BOX  987    29464 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (EONDEO 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

NORTH  CHARLESTON        N.  CHARLESTON  P.S.  LANDFILL,  AZALEA  DPIVE    29405 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 

IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NORTH  CHARLESTON        N.  CHARLESTON  P.S.  LANDFILL,  HAMPTON  AVENUE    29405 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS     UN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1958  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICL^  OWNED.   SI    IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  C   DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NORTH  CHARLESTON       SEABOARD  RAILROAD,  COOPER  YARD    29405 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1954  TO  1957.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

NORTH  CHARLESTON       SWIFT  AGRI  CHEMICALS  CORP.,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REFPOCESSING  AND/OR 
RECYCLING. 

OAKLEY  BERKELEY  COUNTY  LANDFILL  29461 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CFGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OCONEE  COUNTY  OCONEE  COUNTY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ORANGEBURG  ON-PLANT  OISPOSAL  FACILITY,  P.O.  BOX  1028    29115 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANT)  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1"50  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,800  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  ) , 
ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  CF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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PELZER  GREENVILLE  COUNTY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FFCM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFCSED. 

PELZER  TRI  CITY  SERVICE  INC.,  P.O.  BOX  435    29669 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOW  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS 
(WITH  FH  >  12)  AND  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LANCFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

PIEDMONT  GREENVILLE  COUNTY  PIEDMONT  LAN,  OFF  HWY  *25  SOUTH  OF  MOONVILLE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MCNO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANCFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISFCSED. 

PIEDMONT  GREENVILLE  COUNTY  SANITARY,  FOWLER  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  CWNED.   SIT£  IS  STILL 
BEING  USEO.   CHEMICAL  CCMFONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY )  ,  ORGANICS  AND  IN"GANICS.   METHODS  OF  DISFOSAL  INCLUDE  MCNO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPCSED. 

PIEDMONT  PIEDMCNT  LANDFILL,  ROUTE  2    29673 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISFCSED. 

PINEWOOD  PINEWOOD,  NEAR  RIMINI  SC  BOX  158    29125 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

PINEWOOD  SCA  CHEMICAL  SERVICE,  INC.,  P.O.  BOX  320    29125 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
ANO  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGiNICS,  INORGANICS  AMD  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

PINEWOOD  W.R.  GRACE  &  CO.,  PINEWOOD,  S.C.  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 


354 


SOUTH  CAPOLINA  WASTE  DISPOSAL  SITE  DIRECTORY  SOUTH  CAROLINA 


ROCK  HILL  CELRIVER  ON-SITE  LANDFILL  (S.C,  CHERRY  ROAD  STATION    29730 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOW  TO  HAVE  EEEN 
USED  FOR  OISPCSAL  FROM  19<+8  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  1,280  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (eCNDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

ROCK  HILL  INDUSTRIAL  CHEMICAL  CO.  INC.,  P.O.  BOX  2664    29730 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDEO 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  29.01  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  ) ,  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

ROCK  HILL  QUALITY  DRUM  CO.,  P.O.  BOX  2693    29738 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS,  INORGANICS  Am  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

ROEBUCK  ABCO  AND  ROEBUCK  SYSTEMS,  P.O.  BOX  188    29376 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  OPGANICS.   METHODS  OF  DISFOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

ROEBUCK  ROEBUCK  SYSTEMS,  INC.,  RAILROAD  ROAD,  P.O.  BOX  198    29376 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING,  INCINERATION  AND  REPROCESSING  ANO/CR  RECYCLING. 

RUBY  RUBY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOP  DISPOSAL  FROM  1970  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

SENECA  COMPANY  PROPERTY,  SHILOH  ROAD    296  78 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DURING  1973.   SITE  IS  NO  LONGER  IN  USE.   AMCUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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SENECA  SURBURBAN  SANITATION,  RT.  6  BOX  233    29678 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL. 

SIMPSONVILLE  SIMPSONVILLE  COMPLEX,  N.  MAPLE  STREET    29681 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1955  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR 
RECYCLING. 

SNELLING  CHEM  NUCLEAR  SERVICES,  INC,  HWY  64  (8  MILES  WEST  OF  BARNWELL,  S.  C.  ) 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
ARE  NOT  KNOWN. 

SPARTANBURG  CAMP  CROFT  LAND-FILL,  CAMP  CROFT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

SPARTANBURG  INTERNTL  MINERAL&CHEMICAL  CORP,  NORTH  STREET  EXTENSION    29301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  FERIOD  OF  TIME.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

SPARTANBURG  SPARTANBURG  COUNTY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SPARTANBURG  SPARTANBURG  SANITARY  SEWER  DST,  172  NORTH  CONVERSE    29304 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

SPARTANBURG  STATEWIDE  WASTE  OIL  «  CHEMICAL,  STARTEX  ON  FAIRMONT  ROAD  P.O.  BOX  5503    29304 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS, 

INCINERATION  AND  REFROCESSING  AND/OR  RECYCLING. 
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SPARTANSBURG  UNISPHEPE  CHEMICAL  CORP.,  P.O.  BOX  2871    29302 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USEO  FOR  DISPOSAL  FROM  1975  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 

SITE  IS  STILL  BEING  USEO.   CHEMICAL  CCMFONENTS  OF  WASTE  OISPCSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

STARR  ANDERSON  COUNTY  STAPR  LANDFILL,  ADORESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PPOPEPTY  CF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SUMMERVILLE  BROWNING  FERRIS  INO .  INC.,  P.O.  BOX  7072    29438 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3),  EASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INOPGANICALLY )  AND  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SUMMERVILLE  PLANT  SITE,  HWY  78  W    29483 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DURING  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.13  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  At.O  INORGANICALLY)  ANT)  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

WELLFORD  SPARTANBURG  COUNTY  LAND-FILLS,  WELLFORD  LAND-FILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1964  TO  1979.   AT  TIME  CF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

YORK  YORK  COUNTY  LANDFILL,  RURAL  S.  C.  ROUTE  161 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USEO  FOP  OISPOSAL  FROM  1948  TO  1979.   AT  TIME  CF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED  AND  INCINERATION. 
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RAPID  CITY  LEROY  BARMHARDT  PRIVATE  PROPER,  HIWAY  <*<*  EAST    57701 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

RAPID  CITY  RAPID  CITY  ACETYLENE  PLANT,  2101  SO  HIWAY  79    57701 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  76  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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CHARLESTON  EAST  DISPOSAL  AREA,  LOWER  RIVER  RD    37310 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  fO  HAVE  EEEN 
USED  FCR  DISPOSAL  FROM  1971  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  130  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

CHARLESTON  MISCELLANEOUS  DISPOSAL  AREAS,  LOWER  RIVER  RO    37310 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (EON3ED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

CHARLESTON  SOUTH  DISPOSAL  AREA,  LOWER  RIVER  RO    37310 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  270  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

CHARLESTON  WEST  DISPOSAL  AREA,  LOWER  RIVER  RD    37310 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  430  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  II U  .UOE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONOS  AND  LAGOONS. 

CHATTANOOGA  CHATTANOOGA  PLANT,  4000  N.  HAWTHORNE  STREET    37406 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  347  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY  )  ,  PADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONOS  AND  LAGOONS. 

CHATTANOOGA  CHATTANOOGA  PLANT  SITE,  P.O.  BOX  71    37401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,222  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

CHATTANOOGA  IMPOUND  81,  751  PINEVILLE  ROAD    37405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1973  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  112  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS. 
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CHATTANOOGA  IMPOUND  #2,  751  PINEVILLE  ROAD    37405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  113  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS. 

CHATTANOOGA  IMFOUND  83,  751  PINEVILLE  ROAD    37405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  195  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CHATTANOOGA  IMPOUND  A,  751  PINEVILLE  ROAD    37405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  930  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS. 

CHATTANOOGA  IMPOUND  B,  751  PINEVILLE  ROAD    37405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  36  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CHATTANOOGA  IMPOUND  C,  751  PINEVILLE  ROAD    37405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1954.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  40  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS. 

CHATTANOOGA  IMPOUND  D,  751  PINEVILLE  ROAD    37405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS. 

CHATTANOOGA  IMPOUND  E,  751  PINEVILLE  ROAD    37405 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  31  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS. 

CHATTANOOGA  NATIONAL  WASTE  OIL  CO,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 


3(50 


WASTE  DISPOSAL  SITE  DIPECTORY 


COLUMBIA  COLUMBIA  ELEMENTAL  PHOSPHORUS,  ADORESS  UNREPORTED    38401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  EEEN 
USED  FOR  DISPOSAL  FPOM  1937  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  467,100  HUNDRED  TOMS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (EONDEO 
ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INCPGANICS  AMD  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  OPUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

COLUMBIA  COLUMBIA  PLANT,  P  0  BOX  591    38401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  < BOMDEO  ORGANICALLY  AND 
INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONOS  AND  LAGOONS,  INCINERATION  ANO  REFROCESSING  AND/OR  RECYCLING. 

COLUMBIA  COLUMBIA  PLANT,  SANTA  FE  PIKE    38401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLLPE  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  REFROCESSING  AND/OR  RECYCLING. 

COLUMBIA  E.I.  DU  PONT  DE  NEMOURS-COLUMB,  SANTA  FE  PIKE    38401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  22  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  ANO  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LAND  FARMING. 

COLUMBIA  KENNETH  HARRIS  OIL  FACILITY,  CARTERS  CREEK  PIKE    38401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

COLUMBIA  MAURY  COUNTY  SANITARY  LANDFILL,  NORTH  BY-PASS-INDUSTRIAL  PARK    38401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COLUMBIA  CITY  MONSANTO ' S  COLUMBIA  PLANT,  ADDRESS  UNREPORTED    38401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FPOM  1953  TO  1957.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  27  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSEO  AT  THIS  SITE 
INCLUOE  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 
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COPPERHILL  COPPERHILL  PLANT  SITE,  ADDRESS  UNREPORTED    37317 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPCM  1950  TO  1979.   SITE  IS  STILL  BEINS  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  21  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE 
LANDFILL. 

COUNCE  STAUFFER  CHEM.  CO. ,  PO  BOX  7  HWY  57    38326 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,300  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  LAND  FARMING. 

DAYTON  ARNOLD  PROPERTY  LANDFILL,  FORT  GARRISON  ESTATES  BLYTHES  FERRY  RD .    37321 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

DAYTON  CARTER  PROPERTY  DUMP,  ROUTE  2,  OLD  GRAYSVILLE  ROAD    37321 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANT)  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

DAYTON  DAYTON  CITY  BRUSH  DUMP,  WALNUT  GROVE  ROAD  AT  SOUTHERN  RR  TRACKS    37321 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANT)  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

DAYTON  DAYTON  CITY  DUMP,  MORGAHTOWN  COMMUNITY    37321 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1970.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
ANO  TRACE  METALS  (BONDED  ORGANICALLY  ANT)  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

DAYTON  MONTGOMERY  PROPERTY  DUMP,  RT.  3,  CRANMORE  COVE    37321 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 
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EMBPEEVILLE  BUMPUS  COVE,  ADDRESS  UNREPORTED    37650 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  Br    PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   ChEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
ORUMMED  WASTE  LANDFILL  AND  INCINERATION. 

ERWIN  NUCLEAR  FUELS  SERVICES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF 
OISPOSAL  ARE  NOT  KNOWN. 

EVENSVILLE  RHEA  COUNTY  SANITARY  LANDFILL,  SMYRNA  ROAD    37332 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

GRAYSVILLE  HICKMAN  PROPERTY  DUMP,  ADDRESS  UNREPORTED    37338 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 

GREENEVILLE  ACIDULATION  SLUDGE  POND,  BOHANNON  AVENUE    37743 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1938  TO  1965.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1966.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPOPTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS  ANO  REPROCESSING  AND/OR  RECYCLING. 

HARRISON  CHATTANOOGA  NITROGEN  COMPLEX,  P.O.  BOX  87    37341 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED 
AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

IRON  CITY  SOUTHERN  INDUSTRIAL  MAINT  CORP,  ADDRESS  UNREPORTED    38463 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  I960  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  ANO  TFACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS, 
PONDS  AND  LAGOONS. 

KINGSPORT  ASHWORTH  LANDFILL.,  BROOKSIDE  ROAD    37662 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  ANO  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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KINGSPORT  IGD  KINGSPORT  ACETYLEME  PLANT,  440  INDUSTRY  DR.    37662 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FROM  1956  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  156  HUNOPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
OTHER  UNCATAGORIZED  METHODS. 

KINGSPORT  TENNESSEE  EASTMAN  COMPANY,  P.O.  BOX  511    37664 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCSTED  AS  11,357  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  If.TDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

KINGSPORT  TENNESSEE  EASTMAN  COMPANY,  P.O.  BOX  511    37662 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  INCINERATION. 

KNOXVILLE  ASHVILLE  HIGHWAY  (MOORE  FARM),  EASTERN  KNOX  COUNTY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  CF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  FROM  1967  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

KNOXVILLE  BADGETT  DRIVE  LANDFILL,  BADGETT  DRIVE  (SOUTH  KNOX  COUNTY)    37919 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 

OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

KNOXVILLE  KNOXVILLE  PLANT,  730  DALE  AVE.    37916 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1955.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  CF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMEO  WASTE  LANDFILL. 

KNOXVILLE  MILLIGAN  ST.  (CHERRY  ST,  WALKE,  MILLIGAN  STREET    37917 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISFOSAL  IN  1955  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO 
LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL,  DRUMMED  WASTE  UNDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

KNOXVILLE  PETROLEUM  RECYCLING  CORP,  ADDRESS  UNREPORTED    37919 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  K.40WN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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KNOXVILLE  PICKEL  ISLAND,  EASTERN  KNOX  COUNTY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  OISPOSAL  FPCM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNEO.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1977.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

KNOXVILLE  PROSSER  RD  (WALKER  FARM),  PROSSER  RD    37902 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  IN  1968  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LOOSER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AMD  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

KNOXVILLE  ROSE  FAPM,  RT  8  MCCARTY  RD    37914 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
EEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

KNOXVILLE  RUTLEDGE  PIKE  ( CORUM  PROPERTY),  NORTHEAST  KNOX  COUNTY 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

KNOXVILLE  WITHERSPOON  LANDFILL,  MARYVILLE  PKE  BETW  KINGSCEY  STAtMT  OLIVE    37920 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL. 

LAGRANGE  JAMES  SMITH  PROPERTY,  FAYETTE  COUNTY  MAP  193  PARCEL  1 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  OISPOS'L  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LAGRANGE  R.T.  SMITH  LAND,  FAYETTE  COUNTY  MAP  173  PARCEL  3 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1969  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MAOISCN  HAWKINS  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL. 
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MEMPHIS  AIR  PRODUCTS  &  CHEMICALS,  INC.,  326  E.  BODLEY    38113 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1944  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  250  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MEMPHIS  BELLEVUE  LANDFILL,  NORTH  BELLEVUE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

MEMPHIS  BELLVIEW  MUNICIPAL  DUMP,  LEVEE  ROAD    38107 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

MEMPHIS  BROWNING  FERRIS  IND,  4085  SHELBY  DRIVE    38100 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

MEMPHIS  CHROMIUM  MINING  *  SMELTING  CO,  3328  FITE  ROAD    38128 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

MEMPHIS  ENVIRONMENTAL  SYSTEMS,  3299  TULANE    38116 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  INCINERATION. 

MEMPHIS  HOLDING  POND  FOR  SCRUBBER  WATE,  WEAVER  RD . 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1976  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  39  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/03  RECYCLING. 

MEMPHIS  MEMPHIS  PLANT,  2571  FITE  ROAD    38127 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  40,945  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 
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MEMPHIS  ON  SITE-MEMPHIS  PLANT,  5790  OLD  MILLINGTON  RD .    38127 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  14  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  Miy'O  INDUSTRIAL 
WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

MEMPHIS  SHELBY  DRIVE  LANDFILL,  SHELBY  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHOOS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MEMPHIS  SWIFT  AGRI.  CHEMICALS  CORP.,  152  NORTH  COLLINS  AVE    38112 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1976.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 

MEMPHIS  WATKINS  LANDFILL,  NORTH  WATKINS 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MICHIE  MICHIE  DUMP,  HIGHWAY  «2    38357 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1970  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

MILLINGTON  BROWNING-FERRIS  SYKES  RD .  LAND,  4256  SYKES  RD.    38053 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MOUNT  PLEASANT         AMERICAN  RECYCLE  COMPANY,  ARROW  MINES  ROAD    38474 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  650  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSEO  AT  THIS  SITE  INCLUOE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY)  ANO 
INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

MOUNT  PLEASANT         DEEPWELL  *3,  MT.  JOY  ROAD    38474 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDEO 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  303  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 
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MOUNT  PLEASANT         DEEPWELL  *4,  MT.  JOY  ROAD    38474 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  75  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

MOUNT  PLEASANT         INCINERATOR,  MT.  JOY  ROAD    38474 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

MOUNT  PLEASANT         MOBIL  CHEM  CO  -  MT  PLEASANT  FU,  ARROW  MINES  ROAD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1964  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1974.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100.38  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY 
AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.: 
NEUTRALIZATION)  ANO  REPROCESSING  AND/OR  RECYCLING. 

MOUNT  PLEASANT         MOBIL  CHEMI  O-CROP  CHEM  PLANT,  ARROW  MINES  ROAD    38474 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  349  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

MOUNT  PLEASANT         PLANT  SITE-CLOSED,  BOX  152  MT  JOY  ROAD    38474 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1957  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  14,495  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  DEEP  WELL  INJECTION. 

MOUNT  PLEASANT  PLANT  SITE-CLOSED,  BOX  472    38474 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1940  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4,584  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  RADIOACTIVE 
RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND 
LAGOONS. 

MOUNT  PLEASANT         PLANT  SITE-OPEN,  BOX  152  MT  JOY  ROAD    38474 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7,526  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
DEEP  WELL  INJECTION. 
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MOUNT  PLEASANT  PLANT  SITE-OPEN,  BOX  472    38474 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1945  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  11,305  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  PITS,  PONDS  AND  LAGOONS. 

NASHVILLE  BORDEAUX  LANDFILL-METROPOLITAN,  OLD  COUNTRY  HOSPITAL  ROAO 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NASHVILLE  METRO  DEPARTMENT  OF  WATER  SERV,  GARFIELD  STREET    38474 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISFOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZEO  METHODS. 

NASHVILLE  METRO  NASHVILLE  DUMPS,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  OISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

NASHVILLE  MUNICIPAL  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER  IN 
USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
OISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

NASHVILLE  MUNICIPAL  LANDFILL,  9TH  AVE  METROCENTER 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

NASHVILLE  MUNICIPAL  LANDFILL,  LEBANON  RO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER  IN 
USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WiSTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NASHVILLE  MUNICIPAL  LANFILL-BORDEAUX,  AODRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSEO. 
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NASHVILLE  MUNICIPAL  LNDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NASHVILLE  PLANT  SITE,  FIBER  GLASS  ROAD    37211 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  450  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

NASHVILLE  SAME  PLANT  SITE-CLOSED,  4600  CENTENNIAL  BLVD.    37202 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1920  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9,973  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  INORGANICS, 
AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

NEW  JOHNSONVILLE       JOHNSONVILLE  PLANT,  PO  DRAWER  219   37134 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  15,567  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  DEEP  WELL  INJECTION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

NEWPORT  COCKE  COUNTY  SANITARY  LANDFILL,  P.O.  BOX  330    37821 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OAK  RIDGE  OAKRIOGE,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1943  TO  1953.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER 
GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

OAK  RIDGE  UNION  CARBIDE  CORPORATION,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

OLD  HICKORY  HAWKINS  FARM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 
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OLD  HICKORY  OLD  HICKORY  GOLF  CLUB,  ADDRESS  UNREPORTED    37138 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DUPING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  OISPOSEO  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  ANT) 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

OLD  HICKORY  OLD  HICKORY  SITE,  ADDRESS  UNREPORTED    37138 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1925  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,862  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

OLD  HICKORY  OLD  HICKORY  SITE,  ADDRESS  UNREPORTED    37138 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  375  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

PORTLAND  TENNESSEE  OIL  AND  REFINING  CO,  TENNESSEE  HIGHWAY  109  SOUTH ( P . 0 . BOX  356)    37148 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

SAULSBURY  BILLY  RAY  PATTERSON  FARM,  COUNTY  MAP  161  PARCEL  3    38067 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SAULSBURY  C.C.  JONES  FARM,  HARDEMAN  COUNTY  MAP  160  PARCEL  1    38067 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SAULSBURY  FORMER  JAMES  SMITH  FARM,  HARDEMAN  COUNTY  MAP  167  PARC:L  46.01    38067 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1969  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CO JCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SAULSBURY  JAMES  SMITH  FARM,  HARDEMAN  COUNTY  MAP  167  PARCEL  46    38067 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL. 
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SAULSBURY  JOHN  U.  PARHAM,  HARDEMAN  COUNTY  MAP  160  PARCEL  7    38067 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

SHELBY  COUNTY  SYKES  ROAD  LANDFILL,  SYKES  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SOUTH  PITTSBURG        NOT  APPLICABLE,  3RD  STREET  AND  RAILROAD  AVENUE    37380 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF 
USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

UNREPORTED  NORTH  AMERICAN  ENVIRONMENTAL,  MARION  COUNTY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
REPROCESSING  AND/OR  RECYCLING. 


52-419  0-79-27 
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ALVIN  MONSANTO  CHOCOLATE  BAYOU  PLANT,  P.O.  BOX  711    77511 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AST)  IS  KNOW  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6,325  HUNDRED  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND 
INCINERATION. 

ALVIN  ONSITE  LANDFILL,  P.O.  BOX  1488    77511 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  350  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONTJEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INOUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

ANDREWS  ANDREWS  GASOLINE  PLANT,  STAR  ROUTE  BOX  270    79714 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.64  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

ANGLETON  BRAZORIA  COUNTY  OISPOSAL  CORP.,  8311  STRATTON  RIDGE  ROAD    77515 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

ARANSAS  PASS  ARANSAS  PASS  PLANT,  HIGHWAY  35  NORTH    78336 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  141  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

ARCADIA  BAYPORT  PLANT  77517 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

AUSTIN  REICHHOLD  CHEMICALS,  INC.,  P.O.  BOX  9405    78766 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.02  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 
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BAY  CITY  CELANESE  CHEM  CO  INC  BAY  CITY,  P  0  BOX  509    77414 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7,947  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  DEEP  WELL  INJECTION  AND  INCINERATION. 

BAYTOWN  BAYTOWN,  P.O.  BOX  149    77520 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1944  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  140  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS. 

BAYTOWN  BAYTOWN  CITY  DUMP,  COADY  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH 
PH  <  3)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

BAYTOWN  CEDAR  BAYOU  PLANT,  INTERSTATE  HIGHWAY  10,  P.O.  BOX  509    77520 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  Am  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BAYTOWN  EXXON  BAYTOWN  REFINERY/CHEM  PL,  ADDRESS  UNREPORTED    77520 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,050  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING, 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 

BAYTOWN  HUMBLE  OIL  &  REFINING  CO.  DUMP,  DECKER  DRIVE    77520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BAYTOWN  LIBERTY  WASTE  DISPOSAL  SITE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  LAND  FARMING. 

BAYTOWN  SHIELDS  DISPOSAL,  WADE  ROAD    77520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1970.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 
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BAYTOWN  STAUFFER  CHEMICAL  CO-BAYTOWN,  3429  PARK  ST    77541 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO .   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED,  PITS,  PONDS  AND 
LAGOONS,  DEEP  WELL  INJECTION,  LAND  FAPMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING 
AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

BAYTOWN  VARIOUS  PRIVATE  RESIDENCES,  BROWNWOOD  ADDITION 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1979.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

BEAUMONT  ACETONITRILE  INCINERATOR,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  577  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL. 
METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BEAUMONT  AOJACENT  NECHES  RIVER  SWAMP  AR ,  ADDRESS  UNREPORTED    77704 

SITE  IS  NOT  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1930  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS, 
INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BEAUMONT  ANILINE  TAR  INCINERATOR,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  52  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

BEAUMONT  BEAUMONT  PLANT,  2052  GULF  STATES  RD    77701 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BEAUMONT  BEAUMONT  PLANT  SITE,  P  0  BOX  30  1400  OLIN  RD  AT  PT  ARTHUR  RD    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1960  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONOS  AND  LAGOONS,  INCINEPATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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BEAUMONT  BEAUMONT  PLANT,  PPG  IND.,  P.O.  BOX  3785    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

BEAUMONT  DEEP  WELLS,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,839  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

BEAUMONT  EAST  BURIAL  GROUND,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BEAUMONT  ELRAY  CO,  EAST  LUCAS  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

BEAUMONT  GOODYEAR  TIRE  &  RUBER  COMPANY,  ADDRESS  UNREPORTED    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  407  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL  AND  INCINERATION. 

BEAUMONT  GYP  SPOILS  BASIN,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8,800  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

BEAUMONT  H  K  CHEMICAL,  LINDBERGH  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

BEAUMONT  HYPALON  WASTE  LANDFILL,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  28  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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BEAUMONT  LEAD  WASTE  EUPIAL  PIT,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  DURING  1968.   SITE  IS  NO  LONGEP  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  OISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BEAUMONT  MOBIL  OIL  CORPORATION,  P.O.  BOX  3868  --  GULF  STATES  ROAD    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  22  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BEAUMONT  MOBIL  OIL  CORPORATION,  P.O.  BOX  3868/GULF  STATES  ROAD    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANOFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

BEAUMONT  MOBIL  OIL  CORPORATION,  ADDRESS  UNREPORTED    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1968.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.05  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  L.NDFILL, 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

BEAUMONT  NECHES  RIVER  TREATMENT  CORP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS, 
TPEATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR  RECYCLING. 

BEAUMONT  OPEN  INCINERATOR,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  69  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BEAUMONT  PLANT  BURNING  GROUND,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  102  HUNORED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 

AND  DRUMMED  WASTE  LANDFILL. 
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BEAUMONT  POWER  HOUSE,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AMD  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISPOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  203  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

BEAUMONT  REGISTERED  CLASS  III  LANDFILL,  BEAUMONT  WORKS  PO  BOX  3269    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  21  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BEAUMONT  SWIFT  AGRI.  CHEMICALS  CORP.,  P.O.  BOX  2175    77704 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BIG  SPRING  COSDEN  OIL  S  CHEMICAL  CO.,  EAST  INTERSTATE  20    79720 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BISHOP  CELANESE  CORP  CHEM  PLANT,  P  0  BOX  428    78343 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1945  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WiS  REPORTED  AS  7,600  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANOFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING  AND  INCINERATION. 

BLOOMINGTON  DUPONT-VICTORIA  PLANT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KkiOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  PEPORTED  AS  25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING  AND 
INCINERATION. 

BORGER  BORGER  REFINERY  &  NGL  PROCESS,  BOX  271    79007 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1926  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  2,313  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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BORGER  BORGER  TEXAS  LANDFILL,  NORTH  OF  CITY    79007 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BORGER  FACILITY,  BOX  1231    79007 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  831  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

BORGER  FACILITY,  BOX  391    79007 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISFOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,629  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND  INCINERATION. 

BORGER  PHILBLACK  PLANT,  P.O.  BOX  1526    79007 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1944  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  204  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

BRIDGE  CITY  BAILEYS  SABINE  LAKE  BRIDGE,  WEST  SIDE  HWY  87  RAINBOW  BRIDGE    77611 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1959  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN  CHEMICAL 
COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

BRIDGE  CITY  BFI-BRIDGE  CITY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BRIDGE  CITY  INDUSTRIAL  WASTE  CONTROL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXFO  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

BRIDGE  CITY  TRIANGLE  CHEMICAL  INC.,  RT.  5,  P.O.  BOX  851 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1966  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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BROWNFIELD  BROWNFIELD  PLANT,  P.O.  BOX  1029    79316 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

BROWNSVILLE  BROWNSVILLE  PLANT,  PORT  OF  BROWNSVILLE  PLANT    78520 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1957.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9.33  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL 
INJECTION  AND  INCINERATION. 

BROWNSVILLE  UNION  CARBIDE  CORP  CHEM  &  PLAS,  P.O.  BOX  3370    78520 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  114  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

BROWNWOOD  BROWNWOOD  PLANT,  CAMP  BOWIE  INDUSTRIAL  PARK    76801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1964.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  0.2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

BROWNWOOD  END  OF  HOOVER  STREET,  CAMP  BOWIE  INDUSTRIAL  PARK    76801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1963  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

BROWNWOOD  TEXAS  BRICK  PLANT,  CAMP  BOWIE  INDUSTRIAL  PARK    76801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

BRYAN  AGCHEM  DIVISION  -  BRYAN  PLANT,  201  DODGE    77801 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,688  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

CANTON  NO.  1,  BOX  576    75103 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 
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CARPOILTON  CARPOLLTON  CITY  DUMP,  ADDRESS  UNREFCPTED    75006 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWED.   SITE  IS  FCSSIBLY  OPEN  OR 
CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  tc;:e  ^ETALS 
(BOt.'DED  ORGANICALLY  AND  INORGANICALLY  )  ,  OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL 
ARE  NOT  KNOWN. 

CHANNELVIEW  LYONDELL  PLANT,  8280  SHELDON  ROAD    77530 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  P4PTICIPATING  IN  SURVEY  AW  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  61  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (ECNDEO  OPGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS.  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

CLEAR  LAKE  CELANESE,  9502  BAYPORT  BOULEVARD    77058 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF 
USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  -INCLUDE  OPGANICS.   METHODS  OF  DISFOSAL  APE  NOT  Kl 

CLUTE  BRAZORIA  CO.  COLLECT  DIV  FIMCO,  BOX  788    77531 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CONROE  CONPOE  PLANT,  FM  1485    77301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  180  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED,  PITS,  FONOS  AND 
LAGOONS,  INCINERATION  AND  REFROCESSING  AND/OR  RECYCLING. 

CONROE  CONROE  PLANT,  P  0  BOX  219    77301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INOFGANICS.   METHODS  OF 
DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CONROE  CONROE  PLANT,  P  0  BOX  219    77301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL. 

CONROE  CONROE  PLANT,  P  0  BOX  219    77301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1960  TO  1977.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER  UNCATAGORIZED  METHODS. 
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CONROE  CONROE  PLANT,  P  0  BOX  219    77301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  ,0  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  7,715.3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  INCINERATION. 

CORPUS  CHRISTI  INTL  POLLUTION  CONTROL  INC,  6901  GREENWOOD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

CORPUS  CHRISTI         NUECES  CO  NAVIGATION  DIST  PROP,  NORTH  OF  SHIP  CHANNEL    78403 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1948  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

CORPUS  CHRISTI  PLANT  SITE,  BUDDGY  LAWRENCE  DRIVE    78408 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1934  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  15,917  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

CRANE  CRANE  GASOLINE  PLANT,  P.O.  BOX  1087    79731 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1969.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1974.   AMOUNT  OF 
CHEMICAL  PPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  4  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

CROSBY  CROSBY  PLANT,  CROSBY-EASTGATE  ROAD    77532 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,666  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  DEEP  WELL  INJECTION. 

CROSBY  FRENCH  LIMITED,  SAN  JACINTO  R.  CROSSING 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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DALLAS  CITY  OF  DALLAS  LENFIELD  DUMP,  6000  E  LOOP  12 

SITE  IS  MOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEIN3  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS, 
PONDS  AND  LAGOONS. 

DALLAS  DAL-WORTH  INDUSTRIES  INC,  6110  CHIPPEWA    75212 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 

DALLAS  DALLAS  PLANT,  8770  S.  CENTRAL  EXPRESSWAY    75222 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  287.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  r>H  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED 
METHODS. 

DALLAS  DALLAS  PLANT,  6800  SOUTH  CENTRAL  EXPRESSWAY    75216 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1958  TO  1977.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS. 

DALLAS  DIAMOND  SHAMROCK  CORPORATION,  1100  LENWAY  ST  (75215)    75266 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  19<*2  TO  1971.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  16  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
AND  REPROCESSING  AND/OR  RECYCLING. 

DALLAS  DIXIE  METALS  CO,  P.O.  BOX  8625  3030  MCGOWAN  ST.    75216 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

DALLAS  SONICS  INTERNATIONAL,  ONE  ENERGY  SQUARE    75206 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 
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DALLAS  NAME  UNREPORTED,  1240  SARGENT  ROAD    75231 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ) .   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

DAYTON  LIBERTY  WASTE  DISPOSAL  CO. -DAY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMFANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
ARE  NOT  KNOWN. 

DEER  PARK  DEER  PARK,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  INCINERATION,  TREATMENT 
(EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGOPIZED  METHODS. 

DEER  PARK  DEER  PARK,  41  TIDAL  ROAD,  P.O.  BOX  158    77536 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1951  TO  1965.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  795  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFCSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

DEER  PARK  DEER  PARK  MANUFACTURING  COMPLE,  STATE  HIGHWAY  225    77536 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1941  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFCSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AW  TRACE  METALS  (ECNDED  CF3ANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
PITS,  FONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

DEER  PARK  DIAMOND  SHAMROCK  DEER  PARK  PLA,  TIDAL  ROAD    77536 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1948  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMFANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  2,073  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTION'S  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INCRGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  INCINERATION. 

DEER  PARK  HOUSTON  PLANT,  HIGHWAY  225    77536 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTEO  AS  8,059  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INCRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  INCINERATION  AND 
REPROCESSING  AND/OR  RECYCLING. 
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DEER  PARK  NALCO  CHEMICAL  COMPANY,  2027  BETTLEGROUND  ROAD  1    77536 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AfTO  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

DEER  PARK  NATIONAL  DISTILLERS  J  CHEMICAL,  P.O.  DRAWER  D    77536 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WiS  REPORTED  AS  472  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  P!   >  12 ) ,  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS 
AND  LAGOONS,  LAND  FARMING,  INCINEPATION ,  TREATMENT  (EG.:  NEUTRALIZATION  )  ,  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

DEER  PARK  ROLLINS  BATTLEGROUND  ROAO  SITE,  2027  BATTLEGROUND  ROAD    77536 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USEO  FOR 
DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  3v095.33  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

DEER  PARK  TEXAS  ALKYLS  INC,  BATTLEGROUND  POAD  (P.O.  BOX  600)    77536 

SITE  IS  LOCATED  ON  FkuPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  SEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  81  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMFD  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINEPATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

DIBOLL  DIBOLL,  TEXAS  CITY  DUMP,  BEECH  ST.    75941 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

OIBOLL  PLANT  ON-SITE  DUMP,  100  WEST  BORDEN  DRIVE    75941 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1966  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  CPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

DUMAS  CHEMICAL  SEWER  PIT,  BOX  277    79029 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1950  TO  1968.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  101  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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DUMAS  DEEP  DISPOSAL  WELL,  BOX  277    79029 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  21  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

DUMAS  DUMAS  HELIUM  PLANT,  P.O.  BOX  415    79029 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1975.  SITE  IS  NO  LONGER  IN  USE.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.  CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.  METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND 
LAGOONS  AND  OTHER  UNCATAGCRIZED  METHODS. 

DUMAS  PLAYA  LAKE,  BOX  277    79029 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

DUMAS  SEWAGE  DISPOSAL  PLANT,  BOX  277    79029 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISPOSAL  FROM  1943  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.31  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

OISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

DUMAS  SOLID  WASTE  DISPOSAL  CLASS  III,  BOX  277    79029 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  0.36  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL. 

DUMAS  50  ACRE  IRRIGATION  PLOT,  BOX  277    79029 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCPTED  AS  0.06  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

EL  PASO  AMER  SMELTING  &  REFINING  CO.,  P.O.  BOX  1111    77999 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1966  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 

FORT  WORTH  AMERICAN  CYANAMID  COMPANY,  FARM  TO  MARKET  RD .  1886 

SITE  IS  HOT  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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FORT  WORTH  CPCW  4  SON  LANDFILL,  872*  ELLIOTT  REEDE    77167 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OVsNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

FORT  WORTH  CROW  *  SONS  LANDFILL,  FAPM  ROAD  1886    76108 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FORT  WORTH  NORTH  CENTRAL  LANDFILL,  2500  BRENNAN  ST. 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  19*8  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FORT  WORTH  NORTH  RETENTION  POND-ON  SITE,  600  NO.  JONES    76106 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

FORT  WORTH  SAUFFER  CHEMICAL  CO.,  3500  DEEN  ROAD    76106 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1929  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONOS  AND 
LAGOONS. 

FORT  WORTH  SCA  SERVICES,  INC.,  6100  ELLIOTT  REEDER  RD .    77167 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

FORT  WORTH  SOUTH  RETENTION  POND  (ON-SITE),  600  NO.  JONES    76106 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1971  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8*  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO  LAGOONS. 

FORT  WORTH  SOUTH  SECTOR  (ON-SITE),  600  NO.  JONES    76106 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1953  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  *  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 
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FORT  WORTH  TEXAS  BITULITHIC  CO.,  N.W.  5TH  ST. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  ANO  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  331  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

FRANKEL  CITY  FULLERTON  GASOLINE  PLANT,  P.O.  BOX  66    79737 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1976  WAS  REPORTED  AS  0.12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

FREEPORT  A-l  BLOCK,  A-l  BLOCK    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1945  TO  1952.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

FREEPORT  A-l  DISPOSAL  WELL,  A-38  BLOCK    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  60  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

FREEPORT  A-2  DISPOSAL  SITE,  WEST  OF  A-71  BLOCK    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1975.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  280  HUNOREO  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS 
(WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

FREEPORT  A-41  BLOCK,  A-41  BLOCK    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  3EEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1973.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1975.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,062  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS 
(WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE 
RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED 
WASTE  LANDFILL. 

FREEPORT  B-l  DISPOSAL  WELL,  B-1700  BLOCK    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1973.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  130  HUNDRED  TONS. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 
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FREEPORT  B-2  DISPOSAL  WELL.  B-6200  BLOCK    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISFOSAL  FPOM  1971  TO  1975.   SITE  IS  NO  LC'.'GER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCRTED  AS  19  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INOPGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

FREEPORT  B-4700/B-4900,  B-4700/B-4900    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1964  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPO'JGH  1978  WAS  REPORTED  AS  821  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

FREEPORT  BRAZOS  RIVER  LEVEE  LANDFILL,  1/2  MILE  SOUTH  OF  HWY  36    77541 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1^50  TO  1955.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INOPGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

FREEPORT  DOW  CHEMICAL,  TEXAS  DIVISION,  P.O.  DRAWER  Z    77541 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  686  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS 
AND  LAGOONS  AND  INCINERATION. 

FREEPORT  FREEPORT  CTY  DUMP  3  BRYAN  MOUN,  COUNTY  ROAD  1495    77541 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  LAND 
FARMING  ANO  INCINERATION. 

FREEPORT  FREEPORT  PLANT,  608  E.  SECOND  ST.    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1953.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  WAS  NOT  REF09TED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

FREEPORT  FREEPORT  TERMINAL,  QUINTANA  ROAD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1942  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  124  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
LAND  FARMING. 
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FREEPORT  MIDWAY  TANK  CAR  WASHING,  A-2700    77541 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPCM  1943  TO  1952.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AMD  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 

FREEPORT  OYSTER  CREEK  DIVISION,  POST  OFFICE  BOX  BB    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  11,112  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DEEP  WELL  INJECTION,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPPOCESSING  AND/CR 
RECYCLING. 

FREEPOPT  PH  ADJUSTMENT  POND,  COUNTY  ROAD  »229    77541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FPCM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCRTED  AS  0.37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFCSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTION'S  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (EONDED 
ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/OR 
RECYCLING. 

FREEPORT  SLUDGE  HOLDING  POND,  COUNTY  ROAD  *229    77541 

SITE  IS  LOCATED  ON  PROPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AW  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  5  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

GALENA  PARK  WESTERN  REFUSE,  FEDERAL  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL. 

GOLDSMITH  GOLDSMITH  SULFUR  PLANT,  P.O.  BOX  66    79741 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

GRAND  PRAIRIE  BIOECOLOGY  CO,  JEFFEPSON  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (E: 
ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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HALTOM  CITY  ESTES  SERVICE,  7000  ELLIOTT  REEDER  RD.    76117 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1969  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CO'-'CEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

HEMPSTEAD  HEMPSTEAD  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

HEMPSTEAD  SHERIDAN  DISPOSAL,  PO  BOX  42 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVE i ,  BUT  IS  I   )WN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  Bf  PRIVATE  CO   ERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

HEMPSTEAD  SHERRIL  COMPANY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1970.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  INCINERATION. 

HICHCOCK  GALVESTON  CO.  LANDFILL,  HIGHWAY  1764    77563 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISFOSED. 

HIDALGO  JOE  C.  REVELETTE,  JR.  CO.,  P.O.  BOX  209    78557 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

HIGHLANDS  HIGHLANDS  LANDFILL,  THOMPSON  ROAD    77562 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 
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HIGHLANDS  LIBERTY  WASTE  DISPOSAL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

HOUSTON  A/B  GENERAL  LANDFILLS,  2239  HADEN  ROAD    77015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  952  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

HOUSTON  BFI,  1110  HOLMES  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSEO,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

HOUSTON  BFI,  4400  S.  WAYSIDE  DRIVE    77087 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

HOUSTON  BFI  HOUSTON  RECEPTION  CENTER,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

HOUSTON  CHARTER  OIL  COMPANY,  8938  MANCHESTER    77012 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3).   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

HOUSTON  CHURCH  ROAD  SITE,  12712  CHURCH  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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HOUSTON  CITY  OF  HOUS  HOLMES  PODE  SITE,  HOLMES  POAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCP  DISFOSAL  FROM  1976  TO  197S.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OMNEO.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (EONDEO  ORGANICALLY  AND  INOPGANICALLY  ) , 
OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

HOUSTON  CITY  OF  HOUSTON,  HOLMES  ROAD    77001 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL  AND 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HOUSTON  CLEAR  LAKE  PLANT,  9502  BAYPORT  BLVTJ    77053 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  2,521  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND  INCINERATION. 

HOUSTON  CLOVERLEAF  SAND,  12737  GREENS  BAYOU    77015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOP  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUOE  OPGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

HOUSTON  ELTEX  CHEMICAL  CO.,  P.O.  BOX  4214    77210 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1945  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

HOUSTON  GENERAL  ELECTRIC  SERVICE  SHOPS,  8800  WALLISVILLE  RD . 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

HOUSTON  GOODYEAR-ON-SITE  FACILITY,  2000  GOODYEAR  DRIVE    77017 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  EEEN 
USED  FOR  DISPOSAL  FROM  1942  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  412.45  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

HOUSTON  GREENS  BAYOU  PLANT,  1632  HAOEN  ROAD    77015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FPOM  1<543  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  11,118  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  )  ,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATEPIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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HOUSTON  GULF  METALLURGICAL-HOUSTON  SIT,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  OH  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  COHCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

HOUSTON  HEMPSTEM  ROAD  PLANT,  8901  HEMPSTEAD  ROAD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1951  TO  1971.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1972.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

HOUSTON  HIGHWAY  90  SITE,  11013  BEAUMONT  HIGHWAY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

HOUSTON  HOLMES  ROAD  DUMP,  1110  HOLMES  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

HOUSTON  HOUSTON  CHEMICAL  PLANT,  8230  STEDMAN  STREET    77029 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1931  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  490  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  INCINERATION. 

HOUSTON  HOUSTON  INDUSTRIAL,  MANCHESTER 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

HOUSTON  HOUSTON  PLANT,  ARMCO  GATE  1  -  OLD  INDUSTRIAL  RD .    77015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSEO 
AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

HOUSTON  HOUSTON  PLANT,  3300  BINGLE  RD    77055 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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HOUSTON  HOUSTON  PLANT,  3300  BINGLE  RD    77055 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAU 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

HOUSTON  HOUSTON  PLANT  SITE,  7201  WEST  HAPDY  STREET    15219 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  LAND  FARMING. 

HOUSTON  HOUSTON  REFINERY,  P.O.  BOX  2451    77001 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  LAND  FARMING  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

HOUSTON  HUGHS  LANFILL,  ALMETA  GENOA  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL. 

HOUSTON  KOCIDE  CORPORATION,  12701  ALMEDA  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  OISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY  OPEN  OR 
CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

HOUSTON  KOPPERS  CO.  INC,  COLLINSWORTH  ST. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1910  TO  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1.06  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LAND  FARMING. 

HOUSTON  MCCARTY  LANDFILL,  11013  BEAUMONT  HIGHWAY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  240  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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HOUSTON  MERICHEM,  1914  HADEN  ROAD    77015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 

HOUSTON  NUCLEAR  SOURCES  &  SERV,  INC.,  BOX  34042    77034 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM).   METHOOS  OF 
DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

HOUSTON  ORGANIC  CHEMICALS  DIVISION-HOU,  2231  HADEN  ROAD    77015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  200  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

HOUSTON  PHILLIPS  PETROLEUM  CO,  TANNER  RD  JUST  WEST  OF  FAIRBANKS  RD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS 
OF  DISPOSAL  ARE  NOT  KNOWN. 

HOUSTON  PLANT  SITE,  7621  WALLISVILLE  RD 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1972  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  PEPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

HOUSTON  POLK  ST.  PLANT,  6717  POLK    77011 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1966.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

HOUSTON  ROLLINS  ENVIRONMENTAL  SERVICES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 

HOUSTON  S  &  R  OIL  COMPANY,  14549  MINETTA  STREET    77035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING  AND 
OTHER  UNCATAGORIZED  METHODS. 
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HOUSTON  SIKES  DISPOSAL  SITE,  OLD  BEUMONT  HIGHWAY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

HOUSTON  STAUFFER  CHEMICAL  CO.-GPEENS  B,  1632  HADEN  ROAD    77015 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2,264  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

HOUSTON  STAUFFER  CHEMICAL  CO-MANCHESTE ,  ADDRESS  UNREPORTED    77212 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1954  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FRCCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  1,263  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUOE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSEO,  PITS,  PONDS  AND 
LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING 
AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

HOUSTON  WALLACE  WASTE  CONTAINERS/MOBIL,  3312  LAURA  KOPPE    77016 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

HOUSTON  WALLACE  WASTE  CONTROL,  9940  MINNESOTA  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1971  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

HOUSTON  WASTE  TREATMENT  PL  «  LANDFARMS,  1503  HADEN  ROAD    77015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1958  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE 
PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

HOUSTON  NAME  UNREPORTED,  NEAR  I-10-EAST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE.  SITE  WAS  OWNED  BY  AN 
UNIDENTIFIED  PARTY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS 
SITE  INCLUDE  OPGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

HOUSTON  NAME  UNREPORTED,  5521  ARBOUR  DRIVE    77020 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
ANO/OR  RECYCLING. 
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IHGLESIDE  CORPUS  CHRISTI  PLANT,  P  0  BOX  J  J    73362 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEfllCAL  PLANT  PARTICIPATES  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFCRTED  AS  990  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
FONDS  AND  LAGCCNS  AND  DEEP  WELL  INJECTION. 

IOWA  PARK  IOWA  PARK  LANDFILL,  ADDRESS  UNREPORTED    76367 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DUPING  1975.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 

USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

IRVING  IRVING  CITY  DUMP,  SOUTH  AND  SOUTHWEST  PART  OF  IRVING    75060 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1948  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  DRUMMED  WASTE  LANDFILL. 

KATY  KATY  PLANT,  802  AVENUE  A    77450 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FCR  DISFOSAL  FPOM  1949  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISFOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.:  NEUTRALIZATION). 

KATY  PASTURE  LAND,  ADDRESS  UNREPORTED    77450 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

LA  MARQUE  SWAN  LAKE,  SWAN  LAKE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FPOM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  OEEP  WELL  INJECTION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REFROCESSING  AND/OR  RECYCLING. 

LA  PORTE  CENTRAL  SCRUBEED  INCINERATOR,  STRANG  ROAD    77571 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,044  HUNDRED  TONS.   CHEMICAL  CCMFONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

LA  PORTE  DEEPWELL  DISPOSAL,  STRANG  ROAD    77571 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  268  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 
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LA  PORTE  HARRIS  CO  LANDFILL  NO.  3,  ADDPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  ANT)  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

LA  PORTE  LA  PORTE  PLANT,  1601  AVE  H  AT  16TH  ST.    77511 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DURING  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FRCCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
Afn)  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

LA  PORTE  LAGEON  AND  LANDFILL  DISPOSAL,  STRANG  ROAD    77571 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  19^6  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  377  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUOE  M„NO  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

LA  PORTE  PVA/VAC  PROCESS  INCINERATION,  STRANG  ROAD    77571 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  EEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  369  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION. 

LA  PORTE  THF  AREA  LUCINERATORS  I  *  II,  AODRESS  UNREPORTED    77571 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUOE  INCINERATION. 

LAPORTE  HARRIS  COUNTY  LANDFILL,  900  N  BROADWAY    77571 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LAPORTE  LAPORTE  PLANT,  1818  BATTLEGPOUND  ROAD    77571 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  165  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  INCINERATION. 

LEHMAN  NO.  1,  STAR  ROUTE  1 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  FROM  1957  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISFOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS. 
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LIBERTY  LIBERTY  WASTE  DISPOSAL,  ELLIS  SCHOOL  ROAD  AND  JONES  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LONGVIEW  TEXAS  EASTMAN  COMPANY,  P.O.  BOX  7444    75602 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,610  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BCNDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGCRIZED 
METHODS. 

LUBBOCK  CITY  OF  LUBBOCK  MUNICIPAL  LAND,  1/4  MI.  NO  OF  FM2641  AT  RAILROAD  INTERSE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LUBBOCK  HURLWOOD  PLANT,  RT  5  BOX  178    79407 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  26  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LUBBOCK  LUBBOCK  COUNTY  DUMP,  1/4  MI  S  OF  INTER  OF  FM1585SFM2378  ON  CT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 

IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LUFKIN  ANGELINA  COUNTY  ( TEXAS  1LNDFILL,  FM  58    75901 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MANVEL  MANVEL  DISPOSAL  SITE,  5202  F.M.  1128    77578 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

MCGREGOR  AREA  S-WASTE  EXP  BURNING  AREA,  1101  JOHNSON  DRIVE    76657 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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NEDERLAND  BFI  < RENNER  )SITE ,  WEST  PORT  APTHUR  POAD    77627 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVET,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGOPIZED  METHODS. 

NEDERLAND  RENNER,  W  PORT  ARTHUR  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION),  REFPOCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGOPIZED  METHODS. 

ODESSA  CHAPPARAL  DISPOSAL  COMPANY,  PO  BOX  4653    79760 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  MID  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

ORANGE  ECHO  PLANT,  ECHO  COMMUNITY    77630 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  FPOM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  34  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  PITS,  FONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

ORANGE  IWC  SITE,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

ORANGE  ORANGE  CNTY  SANITARY  LANDFILL,  ORANGE,  TX  BETWEEN  ORAN.4VIDOR  OFF  IH  10    77630 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  HASTE  IS  CO-DISPOSEO. 

ORANGE  ORANGE  PLANT,  ADDRESS  UNREPORTED    77630 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1955  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  221.28  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANT)  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  INCINERATION. 
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ORANGE  ORANGE  PLANTtON  SITE  LANDFILL),  PO  BOX  2000  FM  1006  ROAD    77630 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1970  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  44  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

ORANGE  ORANGE  TEXAS,  FARM  ROAD  1006    77630 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1975.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1976.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  22  HUNDRED  TONS.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  INCINERATION. 

ORANGE  SABINE  PIVER  WORKS,  FM  ROAD  1005  P.O.  BOX  1089    77630 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,753  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  CRGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL 
INJECTION,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

ORANGE  COUNTY  ORANGE  COUNTY  PRECINCT  NO.  1,  WEST  BLUFF  ROAD    77630 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER  IN 
USE,  HAVING  CLOSED  IN  1973.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  AND  INCINERATION. 

ORANGEFEILD  INDUSTRIAL  WASTE  CONTROL-ORANG,  ROUTES  105  AND  162 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1970  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
CRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE 
LANDFILL. 

ORANGEFIELD  BROWNING-FERRIS  INDUSTRIES,  STATE  HIGHWAY  105 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

ORANGEFIELD  CISCO-TEXAS  INDUSTRIAL  WASTE,  HIWAYS  105/62    77630 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1968  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 
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PAMPA  CELANESE  CORPORATION.  P  0  BOX  937    79065 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNONN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FPOM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCPTED  AS  974  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INCPGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATEPIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  LAND  FARMING,  INCINEPATION  AND  OTHER  UNCATAGORIZED  METHOOS. 

PASADENA  AQUA  TK  DIKED  AREA,  JEFFERSON  ST  PO  BOX  792    77501 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DUPING  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

PASADENA  BAYPORT  PLANT,  12000  BAY  AREA  BLVD    77507 

SITE  IS  LOCATED  ON  PRCPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,847  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

PASADENA  EAST  PILE,  JEFFERSON  ST  PO  BOX  792    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  300  HUNDRED  TONS.   CHEMICAL  COMPONENTS  CF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PASADENA  EAST  40,  2001  JACKSON  RD    77501 

SITE  IS  LOCATED  ON  FPOFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1944  TO  1970.   SITE  IS  STILL  BEING  USED.   AMOUNT  CF  CHEMICAL  FRCCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE 
UNKNOWN.   METHOOS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

PASADENA  FERTILIZER  COMPANY  OF  TEXAS,  1050  JEFFERSON  STREET    77501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS 
NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

PASADENA  GYP  POND  «2,  2001  JACKSON  RD  PO  BOX  552    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1962  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  110,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

PASADENA  GYP  POND  »3,  2001  JACKSON  RD    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCPTED  AS  47,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 
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PASADENA  GYP  POND  NO  1  -  A,  2001  JACKSON  PD  PO  BOX  552    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1945  TO  1962.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FRCCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  74,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3)  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

PASADENA  GYP  POND  NO  1  -  B,  2001  JACKSON  RD    77501 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  770  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PASADENA  GYPSUM  PILE,  JEFFERSON  ST  PO  BOX  792    77501 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  21,707  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

PASADENA  HOUSTON  PLANT,  LA  PORTE  ROAD    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  610  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

PASADENA  HOUSTON  PUNT,  P.O.  BOX  372    77501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

PASADENA  NO  3  WASTE  WATER  POND,  JEFFERSON  ST  PO  BOX  792    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISFOSAL  FROM  1954  TO  1959.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

PASADENA  NORTH  PILE,  JEFFERSON  ST  PO  BOX  792    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  60  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AM)  TRACE  METALS  (BONDED  CPGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

PASADENA  ORGANICS  DIVISION,  4403  LAPORTE  RD    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.  SITE  IS  STILL  BEING  USED.  AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6  HUNDRED  TONS.  CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.  METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 


52-419  0-79-29 
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PASADENA  PASADENA  PLANT,  2001  JACKSON  PD    77501 

SITE  IS  NOT  LOCATED  ON  PROPERTr  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  K.JOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DUPING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN 
THIS  SURVEY.   SITE  IS  STILL  EEINS  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  0.15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PASADENA  PASADENA  PVC  PLANT,  P  0  BOX  849    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FPOM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  47  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

PASADENA  POLYPROPYLENE  PLANT  INCINERATO,  JEFFEPSON  ST   P.O.  BOX  792    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  144  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  OTHER 
UNCATAGORIZED  METHODS. 

PASADENA  WASHBURN  TUNNEL  FACILITY,  1002  N.  RICHEY    77501 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

PASADENA  WASTE  WATER  LAGOON,  12001  BAY  AREA  BLVD    77507 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

PASADENA  WATER  TREATER  EVAPORATION  POND,  JEFFEPSON  ST  PO  BOX  792    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1971  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  139  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

PASADENA  WEST  40,  2001  JACKSON  RD  PO  BOX  552    77501 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1944  TO  1976.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  HOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

PHILLIPS  PHILLIPS  CAMP  DUMP,  NORTH  OF  PHILLIPS    79071 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1969  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  ORUMMED  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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PHILLIPS  PHILTEX  CAUSTIC  EVAPORATION  PO,  PLEMMOUS  ROAD    79071 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTED  AS  2,930  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  OTHER 
UNCATAGORIZED  METHODS. 

PHILLIPS  PHILTEX  DRUM  DISPOSAL  SITE,  NORTH  OF  PLANT    79071 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  0"  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

PHILLIPS  PHILTEX  ON-SITE  LANDFILL  &  BUR,  P.O.  BOX  968    79071 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1944  TO  1968.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  CF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  200  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANCrILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

PHILLIPS  PHILTEX  ONE-ACRE  DISPOSAL  POND ,  PLEMMONS  ROAD    79071 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  211  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUOE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS 
AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 

PLAINVIEW  DISPOSAL  PONDS,  P  0  BOX  1450    79072 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  FH  <  3 )  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

PLAINVIEW  SCRAPYARD-LANDFILL,  P  0  BOX  1450    79072 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  100  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AW  LAND  FARMING. 

PORT  ARTHUR  CONSERVATION  SERVICES,  BOX  2563    77640 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPCM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1,136.2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING, 
TREATMENT  (EG.:  NEUTRALIZATION)  AW  OTHER  UNCATAGORIZED  METHODS. 
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PORT  ARTHUR  NALCO  CHEMICAL  COMPANY,  HIGHWAY  73 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1978  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER 
THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AW  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

PORT  ARTHUR  ON  SITE  DISPOSAL  AREA,  PO  BOX  701    77640 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USEO .   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6,633.9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  Ph    <  3 ) ,  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PCNDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

PORT  ARTHUR  PLANT  SITE,  ADDRESS  UNREPORTED    77640 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1965  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  FONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING, 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

PORT  ARTHUR  PORT  ACRES  SITE,  INTERSECTION  OF  BEAUXART  GDN  RD    77640 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1964  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  FOSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  ANT)  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  CPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

PORT  ARTHUR  PORT  ARTHUR  PLANT  "BORROW  PIT",  P.O.  BOX  848    77640 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  65  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

PORT  ARTHUR  PORT  ARTHUR  PLANT  "BURN  PIT",  P.O.  BOX  848    77640 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOP  DISPOSAL  FROM  1952  TO  1967.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <    3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

PORT  ARTHUR  PORT  ARTHUR  PLANT  DUMP,  P  0  BOX  712    77640 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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PORT  LAVACA  SEADRIFT  PLANT,  P.O.  BOX  186    77979 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPCRTED  AS  3,511  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TFACE  METALS  (BONDED  CPGANICALLY  AND  INORGANICALLY), 
OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REFROCESSING 
AND/OR  RECYCLING. 

PORT  NECHES  CITY  DUMP,  600  GRIS3Y    77651 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FCR  DISPOSAL  FROM  1950  TO  1953.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

PORT  NECHES  COMMON  LANDFILL,  EAST  OF  ORCH  AVE  4  N  HIGHWAY  366    77651 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FROM  1944  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  975.23  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  EASE  SOLUTION'S  (WITH  PH  >  12),  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER 
UNCATAGORIZED  METHODS. 

PORT  NECHES  NECHES  BUTANE  BUPNING  AREA,  PO  BOX  817    77651 

SITE  IS  LOCATED  ON  PFCFEPTf  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2,166.6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (EONDED 
C~3ANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WaSTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

PORT  NECHES  NECHES  BUTANE  LANDFARM,  PO  BOX  817   77651 

SITE  IS  LOCATED  ON  PROPERTY  C^  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1978  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THRCUGH  1978  WAS  REPORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INOPGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING  AND  OTHER  UNCATAGORIZED  METHODS. 

PORT  NECHES  NECHES  BUTANE  PRODUCTS  CO,  ADDRESS  UNREPORTED    77651 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1953  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPCRTED  AS  22  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BCNDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LAND  FAPMING  AND  OTHER  UNCATAGORIZED  METHODS. 

PORT  NECHES  RIVER  FRONT  LAND,  OLD  PURE  ATLANTIC  ROAD    77651 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  CCMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTED  AS  209.29  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 
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RANGER  AMERICAN  CYANAMID  COMPANY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  3URVEY,  BUT  IS  KNOUN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  197S.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

RANGER  BROWNING-FERRIS  INDUSTRIES,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  ANO  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

RANGER  SONICS  RANGER  TEXAS  DEEPWELL,  EASTLAND  COUNTY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INOPGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/CR 
PECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

RCBSTOWN  NECO  CHEMICAL  WASTE  DISPOSAL  F,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  OURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

ROBSTOWN  NEUCES  COUNTY,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  INCINERATION  AND 
REPROCESSING  AND/OR  RECYCLING. 

ROBSTOWN  ROBSTOWN,  ADORESS  UNREPORTED 

SITE  IS  NOT  LOCATED  CN  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENiS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

ROBSTOWN  ROBSTOWN  LANDFILL,  ADDRESS  UNREPORTED    7S380 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   AT  TIME  OF  USE.  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INCPGANICS  ANO  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  DRUMMED  WASTE  LANDFILL.  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT 
(EG. :  NEUTRALIZATION). 
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RC3ST0WN  TEXAS  ECOLOGISTS,  ADDRESS  UNREPORTED    78380 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTED  AS  3,199.3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS.  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL 
INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING, 
AND  OTHER  UNCATAGCRIZED  METHODS. 

SEABROOK  BAYPORT  TERMINAL,  1109  PORT  ROAD    77586 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF 
USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PAPTY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SEABROOK  BROWING  FERRIS  INDS,  1109  PORT  ROAD    77586 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF 
USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

SEAGRAVES  SEAGRAVES  PLANT,  P.O.  BOX  1477    79359 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPCRTED  AS  6  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFCSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

SEAGRAVES  SEAGRAVES  PLANT  NO.  64,  BOX  637    79359 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1945  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  73  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  this  site  are  unknown,  methods  of  disposal  include  mixed  industrial  waste  landfill  and 

PITS,  PONDS  AND  LAGOONS. 

SEAGRAVES  SEMINOLE  PLANT  NO.  66,  P.O.  BOX  547    79359 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPCM  1945  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SEMINOLE  NO.  1,  BOX  306    79360 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISFOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS. 

SHAMROCK  SHAMROCK,  TEXAS  PLANT,  RT.  3    79079 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FRCM  1951  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1973  WAS  REPORTED  AS  5.18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 
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SHELDON  FRENCH  LIMITED,  HIGHWAY  90  OISPOSAL  SITE 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY), 
CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS  AND  II.CINEPATION. 

SINTON  ELTEX  CHEMICAL  AND  SUPPLY,  P.O.  BOX  1095    78750 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  W t  STE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

SINTON  FRANKLIN  KELLY  DISPOSAL  CENTER,  FM-1945,  P.O.  BOX  1095    78587 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNC   TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DUPING  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHlR  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

SINTON  WASTE  DISPOSAL  CENTER,  FM  1945  COUNTY  ROAD  39    78387 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CP  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 

SUGAP  LAND  CHAR  LAKE,  U.S.  HWY  90A    77478 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1933  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAi.  COMFANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1971.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

SUGAR  LAND  SUGAR  LAND  CITY  DUMP,  OIL  FIELD  ROAD    77478 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 )  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SUNRAY  MCKEE  PLANTS,  STAR  ROUTE  31  BOX   S36    79109 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  228  HUNDPED  TCN'S.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 


411 


WASTE  DISPOSAL  SITE  DIRECTORY 


SWEENY  SWEENY  REFINERY  &  PETPO  CHEM,  BOX  866    77480 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1942  TO  1979.   SITE  IS  STILL  BEINS  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,314  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  CPGANICALLY  AND  INORGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

TERRELL  DUMP  SITE,  1/2  MILE  SOUTH  OF  INTERSECTION  1-20  *  34   75160 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL. 

TEXARKANA  FACILITY  SITE,  3RD  S  FACTORY  ST. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1939  TO  1961.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  INCINERATION. 

TEXAS  CITY  AMOCO  TX  REFINING  CO  REFINERY,  2401  5TH  AVENUE  SOUTH    77590 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2,271  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL 
INJECTION. 

TEXAS  CITY  AMOCO  TX  REFNG  CO-TX  CTY  REFNR,  2401  5TH  AVENUE  SOUTH    77590 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1934  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6,210  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING,  TREATMENT  (EG.:  NEUTRALIZATION)  AND 
REPROCESSING  AND/OR  RECYCLING. 

TEXAS  CITY  GULF  CHEMICAL  AND  METALLURGICA,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISFOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  REPROCESSING  AND/OR  RECYCLING. 

TEXAS  CITY  MONSANTO  NORTH  80,  BAY  STREET  EXTENSION    77590 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1,640  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 


52-419  0-79-30 
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TEXAS  CITY  MONSANTO  SOUTH  20,  LOOP  197  SOUTH    77590 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2,815  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  T°ACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

TEXAS  CITY  PETRA-PROCESSORS,  IH*5  &  SH3  &  LOOP  197    77590 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1968.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDEO  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
PITS,  PONDS  AND  LAGOONS  AND  REFROCESSING  AND/OR  RECYCLING. 

TEXAS  CITY  ROUTE  197  INJECTION  WELL,  ROUTE  197    77590 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

TEXAS  CITY  SWAN  LAKE  PLANT,  LOOP  197  SOUTH    77590 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  196*  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  8,9*2.9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PCNDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR 
RECYCLING. 

TEXAS  CITY  TEXAS  CITY  LANDFILL  (OLD),  BAY  STREET  EXTENSION   77590 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  19*9  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
CPC-ANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

TEXAS  CITY  TEXAS  CITY  MUNICIPAL  LANDFILL,  LOOP  197  SOUTH    77590 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  OISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

TEXAS  CITY  TEXAS  CITY  PLANT,  P.O.  BOX  *71    77590 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  19*7  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  6,000  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 
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TEXAS  CITY  TEXAS  CITY  PLANT  (MONSANTO),  P.O.  BOX  1311    77590 

SITE  IS  LOCATED  ON  FPCPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  217,660  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  DEEP  WELL  INJECTION  ANO  INCINERATION. 

TRAVIS  COUNTY  3  MILES  NORTH  OF  INTERSECTION,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PPCPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  CCMPANr  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  CCMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  ANT)  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

TYLER  CITY  OF  TYLER  SANITARY  LANOFIL,  KILGORE  HIGHWAY    75710 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

TYLER  NATIONAL  DISTILLERS  &  CHEMICAL,  NORTH  LYNDON  STREET  (P.O.  BOX  818)    75710 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1973.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THPOUGH  1973  WAS  PEFORTED  AS  4.13  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHCDS  OF  DISFOSAL  I' 
INCINERATION. 

VERNON  VERNON  CITY  LANDFILL  OLO,  1.2  MILES  NO  OF  CITY  W  OF  RT  183    76384 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS  AND  IMC=GANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPCSED. 

VERNON  VERNON  CITY  LANDFILL-NEW,  1.2  MILE  N  OF  CITY  E  OF  PT  183    76384 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
ORGANICS  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

VICTORIA  VICTORIA  PLANT,  EOX  2626    77901 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1951  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,705  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  OPGaNICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  L- 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  LAND  FARMING  AND  INCINERATION. 

WICHITA  FALLS  WICHITA  FALLS  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY 
PRIVATE  CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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WINNIE  CONSEPVATION  SERVICES  INC,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMEO  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  LAND  FARMING. 

WYLIE  J.R.  SIEMONEIT,  CHEM  RECYCL  IN,  802  KIRBY  STREET    75098 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

UNREPORTED  CONSERVATION  SERVICES  INC,  HWY  73-8  MILES  W  OF  PORT  ARTHUR 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

LOCATION  UNREPORTED     DALLAS  COUNTY  GRAND  PRAIRIE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

UNREPORTED  HIGHWAY  90  SITE,  EAST  AND  SOUTH  OF  THE  INTERSECTION  OF  HI 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

LOCATION  UNREPORTED     RANGER 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 
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BOUNTIFUL  BARD  DUMP,  1100  WEST  1100  NORTH    84010 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

DAVIS  COUNTY  LOWER  40,  NW  1/4  SECTION  22,  R1W  T2N 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOP  DISFOSAL  FROM  1932  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTED  AS  70  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BCNDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  FONDS  AND  LAGOONS  AND  INCINERATION. 

DAVIS  COUNTY  NORTH  DAVIS  COUNTY  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

DUGWAY  DUGWAY  PROVING  GROUNDS,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1963  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

MAGNA  BACCHUS  WORKS,  PO  BOX  98   84044 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1913  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  ANT)  INCINERATION. 

RANDOLPH  PLANT  SITE  -  OPEN,  STAR  ROUTE    84064 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  118,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL. 

ROWLEY  ROWLEY  LAND  FILL,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  270  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

SALT  LAKE  CITY         PLANT  SITE  -  OPEN,  BOX  25893   84125 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  47,195  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND 
OTHER  UNCATAGOPIZED  METHODS. 
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SALT  LAKE  CITY  SALT  LAKE  CITY  LAND  FILL,  NORTH  TEMPLE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOW  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LCNSER 
IN  USE,  HAVING  CLOSED  IN  1979.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SALT  LAKE  CITY  SALT  LAKE  COUNTY  «  SALT  LAKE,  ADDRESS  UNREPORTED    84111 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FRCM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SALT  LAKE  CITY         SALT  LAKE  COUNTY  LAND  FILL,  2100  SOUTH  8000  WEST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL  BEING 
USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SALT  LAKE  CITY         SALT  LAKE  PLANT  PLNT  SITE  CLSD,  P.O.  BOX  25893    84125 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DUPING  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

SPANISH  FORK  GOMEX,  UTAH,  MOUTH  OF  SPAN  FORK  CANYON  JCT  HWY  6  £  89    84660 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  EEEN 
USED  FOR  DISPOSAL  FROM  1941  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

TOOELE  BAUER  DUMP,  BAUER  TOOELE  COUNTY    84074 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  DRUMMED  WASTE  LANDFILL. 

TOOELE  PLANT  TAILINGS  POND,  BAUER    84074 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1948  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  11  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

WEST  BOUNTIFUL         BAY  AREA  REFUSE  DISPOSAL  AREA,  1300  WEST  1600  NORTH    84087 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FRCM  1948  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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WEST  BOUNTIFUL         WOODS  CROSS  REFINERY,  393  SOUTH  800  WEST    84087 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1932  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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ABINGDON  WASHINGTON  COUNTY  SANITARY  LAN,  AOOPESS  UNREPORTED    24210 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INOPGANICS. 
METHODS  OF  DISFOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

AUGUSTA  COUNTY         BAUGHER  FARM,  STATE  ROUTE  624 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
EEEN  USED  FCR  DISPOSAL  FROM  1947  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SUPVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSEO  OF  AT  THIS  SITE 
THROUGH  197S  WAS  REPORTED  AS  277  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  INCINERATION. 

AUGUSTA  COUNTY         T.O.  TENCH  FARM,  STATE  ROUTE  624 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1967  AT  EAPLIEST.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER 
THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1970. 
CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  LAND  FARMING. 

BON  AIR  CHESTERFIELD  COUNTY  VA  LANDFIL,  OLD  BON  AIR  ROAD    23235 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CASCADE  OLDOVER  CORPORATION,  MOBIL  OIL  CORPORATION    24069 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 

CHARLES  CITY  COUNTY     SCHNEIDER  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CHARLES  CITY  COUNTY     NAME  UNREPORTED,  END  OF  STATE  RT  *614  OFF  STATE  RT  S5 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  CWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CHESAPEAKE  CHESAPEAKE  LANDFILL,  ALBEMARLE  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1968  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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CHESAPEAKE  CHESAPEAKE  MUNICIPAL  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CHESAPEAKE  CHESAPEAKE  PLANT,  1316  SMITH-DOUGLASS  ROAD    23320 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  450  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  LAND  FARMING  AND  INCINERATION. 

CHESAPEAKE  FIELDS  ESTATE  PROPERTY,  FOOT  OF  BUELL  STREET   23324 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1958  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CHESAPEAKE  NORFOLK  SUPERPHOSPHATE  PLANT,  P.O.  BOX  7537  FREEMAN  AVE  ( PORTLOCK  STA )    23324 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1917  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER 
UNCATAGORIZED  METHODS. 

CHESTER  BROWNING  FERRIS  IND.  INC.,  P.O.  BOX  907    23831 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS 
(WITH  PH  <  3)  AND  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

CHESTER  CHESTERFIELD  COUNTY  VA  LANDFIL,  CARVER  HEIGHTS  DRIVE    23831 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CHESTERFIELD  COUNTY    CHESTERFIELD  COUNTY  LANDFILL  23832 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1954  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 
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CHESTERFIELD  COUNTY     CHESTERFIELD  PLANT,  BERMUDA  HUNDRED  ROAD-ROUTE  827 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AW    IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  72  HUNDRED  TOMS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  LAND 
FARMING,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

COLLINSVILLE  HENRY  COUNTY  LANDFILL,  KINGS  MOUNTAIN  ROAD    24078 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  OISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

COVINGTON  CITY  LANDFILL,  ARLINGTON  COURT    24426 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE,  HAVING  CLOSED  IN  1974.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COVINGTON  CITY-COUNTY  LANDFILL,  RT  220  N  WARM  SPRINGS  MOUNTAIN    24426 

SITE  IS  NOT  LOCATED  ON  PfCPEPTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPOS  rS  Or  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  ii  ,-GANICALLY ) ,  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COVINGTON  COVINGTON  PUNT,  EDGEMONT  DRIVE    24426 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1961  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  122  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY )  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  ANT)  LAGOONS  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

COVINGTON  COVINGTON  WORKS,  P.O.  BOX  832,  607  N.  MAGAZINE  AVE.    24426 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

COVINGTON  WEST  VIRGINIA  PULP  &  PAPER,  ADDRESS  UNREPORTED    24426 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1964  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

DAMASCUS  AMERICAN  CYANAMID  COMPANY  DUMP,  SOUTH  SHADY  AVENUE    24236 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  ANT)  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  2  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  OISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  INCINERATION. 
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DANVILLE  AIRPORT  DUMP,  AIRPORT  AVE    24541 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALL".  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DANVILLE  CITY  DUMP,  BRANTLEY  STEAM  PLANT  AREA    24541 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

DANVILLE  DANVILLE  BRANCH  PLANT,  US  360  EAST    24541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM-,  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  INCINERATION. 

DANVILLE  FIRST  PIEDMONT  LAND  FILL,  MOBIL  OIL  CORPORATION 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

DANVILLE  MARSHALL  CONSTRUCTION  DUMP,  U  S  360  EAST  STREET   24541 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1975  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE 
RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

DANVILLE  WRENN  DRIVE  SITE,  ADDRESS  UNREPORTED    24541 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

FRANKLIN  FRANKLIN  VIRGINIA,  PO  BOX  656    23851 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

FRANKLIN  FRANKLIN  VIRGINIA,  PO  BOX  656    23851 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 
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FRANKLIN  HERCULES  PLANT,  PO  BOX  656    23851 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  OISFOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  206  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHCDS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL 
WASTE  LANDFILL.  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS , 
INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED 
METHODS. 

FREDERICKSBURG  FREDERICKSBURG  PLANT,  PO  BOX  598    22401 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1930  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTEO  AS  2,750  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  OISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

FRONT  ROYAL  FRONT  ROYAL  WORKS,  P.O.  BOX  883  KENDRICK  LANE    22630 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  800  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISFOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
FONDS  AND  LAGOONS,  LAND  FARMING,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  ANO/OR  RECYCLING. 

GOOCHLAND  CO  GOOCHLAND  COUNTY  STATE  FARM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER  IN 
USE.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  ~ISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

HAMPTON  END  OF  ANDREWS  ST,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

HAMPTON  SEWER  CONNECTION,  411  ROTARY    23670 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF 
CHEMICAL  FPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  PEPORTED  AS  3  HUNDRED  TONS.   CHEMICAL 
COMFONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE 
METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 

HAMPTON  WILLIAMS  PAVING  CO  LANDFILL,  OFF  ARMSTEAD  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMFONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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HIWASSEE  HERCULES  LNDF  VA  PERMIT  164,  RURAL  AREA  1  MI  OFF  PULASKI  CO  RD  693    24347 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  REFROCESSING  AND/OR  RECYCLING. 

HOPEWELL  HOPEWELL  CHEMICAL  PUNT,  STATE  ROUTE  10,  P.O.  BOX  761    23860 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUHT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4,902.3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGCRIZED 
METHODS. 

HOPEWELL  HOPEWELL  CITY  LANDFILL,  ADDRESS  UNREPORTED    23860 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

HOPEWELL  HOPEWELL-ALUM  WORKS,  E.  PLANT  ST.,  ALUM  PUNT    23860 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  66  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  UGOONS. 

HOPEWELL  LOT  ADJACENT  TO  JOHN  RANDOLPH,  END  OF  FOURTH  STREET    23860 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

HOPEWELL  NOPWOOO  WILSON  PROPERTY,  LOT  ADJACENT  TO  EAST  POYTHRESS  STREET    23360 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISFOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

HOPEWELL  NORWOOD  WILSON,  SR.,  FARM,  HWY  10,  EAST  OF  HOPEWELL    23860 

SITE  IS  NOT  LOCATED  ON  PRODERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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HOPEWELL  PLANT  LANDFILL-VA  PERMIT  S156,  HEPCULES  RD  ( PO  BOX  271)    23860 

SITE  IS  LOCmTED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FCR  DISFOSAL  FPOM  1926  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  FPCCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3,000  HUNDRED  TCNS .   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  OR^ANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

MARTINSVILLE  FS-912726-A  C  D  F  G  H  AND  INC ,  PO  BOX  4831    24112 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1947  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  168  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

NARROWS  CELCO,  P.O.  BOX  1000    24124 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1939  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,976  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  CPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND 
INCINERATION. 

POQUOSON  CARYS  CHAPEL  RD  S  WYTHE  CREEK,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1962  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  CCMFONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

POQUOSON  OFF  RIDGE  RD ,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS 
SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDRED  TONS.   CHEMICAL  CCMFONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

PORTSMOUTH  VIRGINIA  CHEMICALS  INC,  3340  W.  NORFULK  RD .    23703 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  OISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 

PULASKI  HEPCULES  PULASKI  VA  PLANT,  720  COMMERCE  ST  PO  DRAWER  431    24301 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  113  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY ) , 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING 
AND/OR  RECYCLING. 
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PULASKI  TOWN  OF  PULASKI  LANDFILL,  OFF  US  HIGHWAY  11    24301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISFOSAL  FROM  1965  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPCSED. 

RICHMOND  E.I.  DUPONT  STRUANCE  FIBERS  PL,  JEFFERSON  DAVIS  HYW  P.O.  BOX  27001    23261 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1929  TO  1979.   SITE  IS  STILL  BEING  USED.   AMCUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPOPTED  AS  1,129  HUNDPED  TCNS.   CHEMICAL  CCMFCNENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TPACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS, 
PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION) . 

RICHMOND  JAMES  RIVER,  1201  BELLWOOO  RD    23234 

SITE  IS  LOCATED  ON  FFOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FPOM  1947  TO  1977.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISFOSEO  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFCSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

RICHMOND  LIQUID  WASTE  DISPOSAL,  INC.,  RICHFOOD  ROAD, HANOVER  COUNTY, P.O. B0X4832    23229 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

RICHMOND  ON  SITE  FILL,  4005  CHARLES  CITY  ROAD    23231 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FC3  DISFOSAL  FROM  1951  TO  1971.   SITE  IS  NO  LCNSER  IN  USE.   AMCUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.21  HUNDPED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS  AND  LAND  FARMING. 

RICHMOND  RICHMOND,  VIRGINIA  PLANT,  U.S.  ROUTE  1    23261 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  183  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

RICHMOND  SCHNEIDER  DISPOSAL,  CHARLES  CITY  ROAD    23231 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.  AT  TIME  OF  USE,  SITE  WAS  OWNED  BY 
PRIVATE  CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED. 
CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

SALEM  ROANOKE  VALLEY  PLANT,  RTE  460,  4  MILES  WEST  OF  SALEM    24153 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMCUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  9  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHCDS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 
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SALTVILLE  SALTVILLE  TOWN  DUMP,  ADDRESS  UNREPORTED    24370 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOUN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  FUBLICLY  OWNED .   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISPOSED. 

SALTVILLE  WASTE  DISPOSAL  POND  S5,  ADDRESS  UNREPORTED    24370 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1927  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  67,000  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

SALTVILLE  WASTE  DISPOSAL  POND  *6,  ADDRESS  UNREPORTED    24370 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  39,000  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSEO  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

SALTVILLE  WELL  DISPOSAL,  ADDRESS  UNREPORTED    24370 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 

USED  FOR  DISFOSAL  DURING  1963.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISFOSED  OF 

AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

SELMA  KIM-STAN  LANDFILL,  OLD  RT  60    24474 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  Arm  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SPOTSYLVANIA  COUNTY     LEE  HILL  DISPOSAL  SITE,  ROUTE  635    22553 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SUFFOLK  SWIFT  AGRI.  CHEMICALS  CORP.,  P.O.  BOX  1609  DILL  ST  EXTENSION    23434 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

WAYNESBORO  CITY  LANDFILL,  U.S.  ROUTE  340    22980 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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WAYNESBORO  EI  DU  PONT  CO  -  INCINERATOR,  DU  PONT  BLVD    22980 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  K.'OWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMFCNENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  LAND  FARMING  AND  INCINERATION. 

WAYNESBORO  HEINRICH  FARM,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LAND  FARMING. 

WAYNESBORO  WAYNES30R0  NURSERIES,  BOX  987    22980 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  CPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND 
INCINERATION. 

WAYNESBORO  WAYNESBORO  PLANT,  DU  PONT  BOULEVARD    22980 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1929  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  448  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACIO  SOLUTIONS  (WITH  PH  <  3),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS, 
AND  INCINERATION. 

UNREPORTED  INCINERATOR,  HANOVER  COUNTY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSEO.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

YORKTOWN  YORKTOWN  REFINERY,  479  GOOOWIN  NECK  ROAD    23690 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  22.4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING, 
TREATMENT  (EG.:  NEUTRALIZATION)  ANO  REPROCESSING  AND/OR  RECYCLING. 


52-419  0-79-31 
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ANACORTES  ANACORTES  WORKS,  455  NORTH  TEXAS  ROAD    98221 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  OISFOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY )  , 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  REFROCESSING  AND/CR  RECYCLING. 

ANACORTES  SKAGIT  COUNTY  DUMP,  MARCH  POINT  (OLD  HIGHWAY  20)    98221 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1957  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  FU3LICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   M'THCDS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND 
INCINERATION. 

EVERETT  EVERETT  WASHINGTON  PLANT,  WEYERHAUSER  PLANT 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  IN  1962  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSEO 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

FERNDAL  CHERRY  POINT  REFINERY,  P.O.  BOX  1127    98248 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  32  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY  )  , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

KENNEWICK  COULEE  PLANT,  PO  BOX  6008    99336 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  11  HUNOREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY ) ,  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

KENNEWICK  HEDGES  WORKS,  U.P.  TRACK  &  COLUMBIA  ROAD    99336 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AN"D  INCRGANICALLY )  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

KENNEWICK  KENNEWICK  PLANT,  P.O.  BOX  6148    99336 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  OTHER  UNCATAGORIZED  METHODS. 

KENNEWICK  WASHINGTON  &  1ST  STREET,  WASHINGTON  I  1ST  STREET 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISFOSAL  FROM  1960  TO  1961.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
OISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 
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KENT  KENT  HIGHLANDS  DISPOSAL  SITE,  KENT  DESMOINES  RD  4  MILITARY  RD    98031 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISFOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY 
OWNED.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

KENT  KENT  PUNT, WASTE  PONDS  4  SOLID,  421  1ST  AVE.  NO.    98031 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION), 
AND  REPROCESSING  ANO/CR  RECYCLING. 

KENT  KOPPERS  COMPANY,  INC.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1972  AT  LATEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 
OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

KENT  MID  DISPOSAL  SITE,  24600  PACIFIC  HIGHWAY  SO.    98031 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY 
OWNED.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED. 

KENT  WESTERN  PROCESSING  COMPANY,  7215  SOUTH  196TH  ST.    98031 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO  METHODS. 

LONGVIEW  COAL  CREEK  DISPOSAL  SITE,  ADDRESS  UNREPORTED    98632 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED. 

LONGVIEW  COWLITZ  COUNTY  SOLID  WASTE  DIS,  85  TENNANANT  WAY    98632 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LONGVIEW  GEARHARDT  GARDENS,  ADDRESS  UNREPORTED    98632 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 

IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  HASTE  IS  CO-DISPOSED. 

MAPLE  VALLEY  CEDAR  HILLS  DISPOSAL  SITE,  16645  228TH  AVE  SE. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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MARYSVILLE  TULALIP  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  DISPOSAL  FROM  1952  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PASCO  COULEE  PLANT,  KAHLOTUS  HIGHWAY  15  MI  NE  OF  PASCO    99352 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PASCO  PASCO  DISPOSAL  SITE,  OFF  KAHLOTUS  HIGHWAY    99301 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

PUYALLUP  HIDDEN  VALLEY  SANITARY  LANDFIL,  THUN  FIELD,  17975  MERIDIAN  SOUTH    98371 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PUYALLUP  PUYALLUP  DISPOSAL  SITE,  HIGHWAY  18  £  1-5 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1957  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SEATTLE  SEATTLE  PUNT,  ADDRESS  UNREPORTED    98108 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REFORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SUMNER  SUMNER  PLANT  SITE,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1976  AT  LATEST.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   AMOUNT  OF  CHEMICAL  PROCESS 
WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1.4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

TACOMA  ALEXANOER  AVE  (DONALD  OLINE  ) ,  1801  ALEXANDER 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 
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TACOMA  CENTER  &  MULLEN  SANITARY  LANDF,  CENTER  4  MULLEN  STREETS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL, 
LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED  AND  REPROCESSING  AND/OR  RECYCLING. 

TACOMA  CHEMPRO,  1701  ALEXANDER    98421 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 

TACOMA  CITY  OF  TACOMA  LAND  FILL,  CENTER  AND  SO.  MULLEN  STREETS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

TACOMA  COMMENCEMENT  BAY,  MIDDLE  OF  COMMENCEMENT  BAY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  FOSSIBLY 

OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE 

METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

TACOMA  DAUPHIN  SITE,  2911  PACIFIC  HWY  EA 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 

TACOMA  FLETCHER  OIL  CO,  606  ALEXANDER    98427 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

TACOMA  MARINE  VIEW  DRIVE  SITE,  1902  MARINE  VIEW  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 
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TACOMA  PETARCIK  SITE,  911  PACIFIC  HWY  E 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY,  EUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCEPN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL. 

TACOMA  PLANT  SITE  -  CLOSED,  2545  LINCOLN  AVE    98421 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  DURING  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PPCCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  6  HUNDRED  TONS.   CHEMICAL  CO'IFONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  ANT)  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

TACOMA  PLANT  SITE  -  OPEN,  2545  LINCOLN  AVE    98421 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  186  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (EONDED 
ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS. 

TACOMA  REICHHOLD  CHIMICALS,  INC.,  3320  LINCOLN  AVENUE    98401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  13  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  ANO  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONOS  AND 
LAGOONS  AND  INCINERATION. 

TACOMA  TACOMA  CITY  LANDFILL,  CENTER  »  SOUTH  MULLEN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

TACOMA  TACOMA  PLANT,  2901  TAYLOR  WAY  (P.O.  BOX  1297)    98401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  99  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BOWED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  CF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  ANO 
LAGOONS,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

TACOMA  TACOMA  WORKS,  1410  THORNE  ROAD    98401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  30  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  ANO 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  ANO  LAGOONS. 
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TACOMA  TIDE  FUTS  -  LINCOLN  AVENUE,  P.O.  BOX  1837    98401 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFCSAL  FROM  1950  TO  I960.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY ) ,  CPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED  AND  INCINERATION. 

TACOMA  WATER  FRONT  BANK  FILL,  605  ALEXANDER  AVE    93427 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1929  TO  1971.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  35  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INOPGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

TACOMA  1950  LIME  PONDS-PLANT  SITE,  605  ALEXANDER    98421 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1949  TO  1952.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  180  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

TACOMA  1972  LIME  PONDS-PLANT  SITE,  605  ALEXANDER    98421 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1972  TO  1977.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1978.   AMOUNT  OF 
CHEMICAL  FROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THPOUGH  1978  WAS  REPORTED  AS  310  HUNDRED  TONS. 
CHEMICAL  COMFCNENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

VANCOUVER  ENGLISH  LANDFILL,  912  NE  192ND  AVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL  AND  INCINERATION. 

VANCOUVER  VANCOUVER  PLANT,  1710  S  ACCESS  ROAD    98661 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISFOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AW  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHOOS  OF  DISFOSAL  INCLUDE  PITS,  PONDS  Affl)  LAGOONS,  INCINERATION  AND  OTHER  UNCATAGORIZED 
METHODS. 

VANCOUVER  VANCOUVER  PLANT,  6115  N  E  63RD  STREET    98661 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1973  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED 
AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY 
AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 
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VANCOUVER  VANCOUVER  SANITARY  SERVICE  (  LE .  .4TH  AVE  *  94TH  ST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  OPGANICALLY  AND  INOPGANICALLY ) , 
03GANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED  AND  INCINERATION. 

VANCOUVER  VANCOUVER  WORKS,  WEST  26TH  STREET    98666 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1940  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  200  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  OPGANICALLY  AND  INOPGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

WOBURN  CITY  OF  WOBURN  DUMP,  100  CUMMINGS  PARK    01801 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PU3LICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  ANO  LANDFILL  IN 
WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

YAKIMA  TERRACE  HEIGHTS  SOLID  WASTE,  ROZA  HILL  DRIVE  4  N  76TH  ST    98901 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISFOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  CRGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

YAKIMA  YAKIMA,  <♦  WEST  WASHINGTON  AVE    98903 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0 . 1  HUNDRED  TONS.   CHEMICAL  COMFONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
AND  INCINERATION. 
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AMHERST  MANILLA  CREEK,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1957.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

BELLE  BELLE,  901  W  DUPONT  AVE   25015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1926  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7,500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  RADIOACTIVE  RESIDUES  (WITH  OVER  50  PICO-CURIES 
PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND 
LAGOONS,  DEEP  WELL  INJECTION,  INCINERATION  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

BELLE  WASTE  POND,  WEST  DUPONT  AVENUE    25015 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1973  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BENS  RUN  BENS  RUN,  PO  BOX  A   26135 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

CABIN  CREEK  CHELYAN  OIL  CO,  BOX  426    25035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE 
UNCATAGORIZED  METHODS. 

CHARLESTON  CHARLESTON  LANDFILL,  MISSION  HOLLOW 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

CHARLESTON  DONS  DISPOSAL  SERVICE,  PO  BOX  1426    25325 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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CHARLESTON  HOLMES  AND  MADDEN  LANDFILL,  595  WOLFPEN  DRIVE    25312 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

CHARLESTON  INSTITUTE  PLANT,  P.O.  BOX  2831    25330 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1943  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  OISFOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTEO  AS  867  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  ANO  LAGOONS,  INCINERATION, 
REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

CHARLESTON  KANAWHA  BLOCK  CO,  KANAWHA  TURNPIKE    25303 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHEP  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

CHARLESTON  KANAWHA  COUNTY  LANDFILL,  ADDRESS  UNREPORTED    25304 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INCPGANICS. 
METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

COLLIERS  VALERO  MUNICIPAL  LANDFILL,  268  MORTON  LANE    26035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

COLLIERS  VALERO  MUNICIPAL  LANDFILL,  268  MORTON  LANE    26035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

COLLIERS  VALERO  STRIP  MINE  LANDFILL  LEA,  268  MORTON  LANE    26035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  ANO  PITS,  PONDS  AND  LAGOONS. 

COLLIERS  VALERO' S  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMFONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INOPGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 
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COLLIERS  NAME  UNREPORTED,  ARCHER  HEIGHTS    26035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANOFILL  AND  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

COLLIERS  NAME  UNREPORTED,  ARCHER  HEIGHTS    26035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

COLLIERS  NAME  UNREPORTED,  268  MORTON  LANE    26035 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  M<V  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

FOLLANSBEE  NAME  UNREPORTED,  459  ROCKDALE  ROAD,  HOOVERSON  HEIGHTS    26037 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1950  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  189  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISPOSAL  INCLUDE  INCINERATION. 

GALLIPOLIS  FERRY       GALLIPOLIS  FERRY  PLANT,  ADDRESS  UNREPORTED    25515 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1955  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  219  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  ANT)  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISFOSED,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

GREEN  SPRINGS  LANDFARM,  BOX  98    26722 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1979  AT  LATEST.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  FONDS  AND  LAGOONS  AND  LAND  FARMING. 

HURRICAN  CRADDOCK  SANITATION  CO,  SYCAMORE  RD    25526 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL. 
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KANAWHA  COUNTY         DON'S  DISPOSAL  SERVICE,  INC.,  CRAIG'S  BRANCH    25325 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AW  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LETART  LETART  WV  LANDFILL,  ADDRESS  UNREPORTED    25253 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1967  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  CCMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PPOCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  69  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  ANO  INORGANICALLY),  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL  AND  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

LOST  PAVEMENT  "3  B'S"  LANDFILL  (LOST  PAVT1NT ) ,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED. 

MARTINSBURG  POTOMAC  RIVER  WORKS,  P.O.  BOX  863    25401 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  145  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED 
METHODS. 

MINK  SHOALS  MINK  SHOALS  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANOFILL  AND  LANDFILL 
IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

MORGANTOWN  MARTIN  HOLLOW  LANDFILL,  ADDRESS  UNREPORTED    26505 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  CR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  ANO  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MORGANTOWN  PLANT  SITE,  ADDRESS  UNREPORTED    26505 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1941  TO  1960.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL 
WASTE  LANDFILL. 
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MORGANTOWN  NAME  UNREPORTED,  P.O.  BOX  683    26505 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

MORGANTOWN  NAME  UNREPORTED,  P.O.  BOX  816    26505 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1972.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.13  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
HONO  INDUSTRIAL  WASTE  LANDFILL. 

MOUNDSVILLE  MOUNDSVILLE  PLANT,  ROUTE  2,  P.O.  BOX  E    26041 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1953  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTED  AS  3,922  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  FH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL.  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  DEEP 
WELL  INJECTION,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION),  REPROCESSING  AND/OR  RECYCLING  AND  OTHER 
UNCATAGORIZED  METHODS. 

NEW  MANCHESTER         NEW  CUMBERLAND  SANITATION  INC,  P.O.  BOX  95  GAS  VALLEY  ROAD    26056 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1975  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

NEW  MARTINSVILLE        NATRIOM  PLANT,  P.O.  BOX  191    26155 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,344  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INCRGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

NITRO  FIKE  CHEMICAL  CO.,  BOX  546    25143 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 

NITRO  NITRO  LANDFILL,  NORTH  OF  1-64  BETWEEN  RAILROAD  &  ROAD    25143 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AST)  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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NITRO  NITRO  LANDFILL.  NORTH  OF  1-6*  BETWEEN  PR  t  RIVER    251*3 

SITE  IS  NOT  LCCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1"65.   AT  TIME  OF  USE.  SITE  WAS  FU5LICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  Oc  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 

-.CALLY  AND  INORGANICALLY),  CRGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS 
OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL.  DRUmEO  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

NITRO  NITRO  LANDFILL,  POCA  RIVER    251*3 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1=5C  TO  1=55.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CCNCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CNEHZCJ  S  OF  WASTE 

ED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  AND  TFACE  ME'ALS  [BONDED  ORGANIC/  I  _LY), 

ORGANICS.  INORGANICS  AND  MISCELLA'-ECLS  WASTE  MATERIAL.   METHCDS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-OISFOSED. 

NITRO  NITRO  PLANT,  ADDRESS  UNREPORTED    251*3 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1921  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FPCCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REFORTEO  AS  1,030  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  HASTE 
DISFOSED  AT  THIS  SITE  INCLUOE  ORGANICS.  INORGANICS  AND  MISCELLANEOUS  ~ASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL.  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  A NO  LAGOONS. 

NITRO  NITRO  PLANT,  ADDRESS  UNREPORTED    251-3 

SITE  IS  LOCATED  ON  FRCFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1<550  TO  1"6*.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  HASTE 
DISFOSED  OF  AT  THIS  SITE  *'7:  *  I : } ?  WAS  REPORTED  AS  0.15  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  HASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  TANICALLY), 

::S  A-.}  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  MONO  INDUSTRIAL  WASTE 
ILL. 

NITRO  NITRO  SANITARY  DEPT.  MAIN  &  LO,  MAIN  t  LOCK  ST.    251*3 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1966  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO 
IN  USE,  HAVING  CLOSED  IN  1«72.   CHEMICAL  COMPONENTS  OF  HASTE  ::S-:SED  AT  THIS  SITE  INCLUOE  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  at  INORGANICALLY).  ORGANICS  AND  IN0R6ANICS.   METHODS  OF  DISFOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  HASTE  LANOFILL  AND  LANDFILL  IN  WHICH  MUNICIFAL  WASTE 
IS  CO-DISFOSED. 

NITRO  NITRO  WORKS,  P.O.  BOX  *87    251*3 

SITE  IS  LOCATED  ON  FRCFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FC  =  DISff  1950  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  -ASTE 

DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICJ  ITS  Or  WASTE 

DISPOSED  AT  THIS  SITE  INCITE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  FITS.  PONDS  AND  LAGOONS. 

PARKERSBUPG  "SHORTY  GRAHAM  LANDFILL",  ELDER  STREET    26101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOP  :  "  1970  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CCNCERN  OTHER  THAN 

CHEMICAL  COHPAN1  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  US!  >7%.   CHEMICAL 

nS  OF  ~AS"  DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDEO  ORGANICALLY  AND 
R6ANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WAS'E  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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PARKERSBURG  CITY  ICE,  825  JEANETTE  ST   26101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1971  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 

PARKERSBURG  PARKERSBURG,  518  CAMDEN  ST.    26101 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  154  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

PARKERSBURG  SANIT  SYST  OF  OH  VALLEY,  INC.,  ROUTE  2  SOUTH    26101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1967  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1977.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

PARKERSBURG  THREE  B'S  LANDFILL,  EAST  OF  NORTH  END  OF  EAST  STREET  BRIDGE    26101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
RADIOACTIVE  PESIDUES  (WITH  OVER  50  PICO-CURIES  PER  GRAM),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

PARKERSBURG  WASHINGTON  WORKS  INCINERATOR,  P.O.  BOX  1217   26101 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED 
WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  DEEP  WELL  INJECTION,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

POINT  PLEASANT         GOOOYEAR  POINT  PLEASANT  CHEMIC,  P  0  BOX  9   25550 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1959  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  20  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

PROCTOR  ELLERS  LANDFILL,  ADDRESS  UNREPORTED    26055 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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SAINT  ALBANS  TACKETTS  CREEK,  ARBORLAND  ACRES    25177 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THPOUGH  1978  WAS  REPORTED  AS  18  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

SHORT  GAP  ALLEGANY  BALLISTICS  LABORATORY,  MINERAL  COUNTY  WEST  VIRGINIA    26753 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1946  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  CFGANICALLY  AND  INOPGANICALLY ) ,  ORGANICS, 
INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISFOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

SISTERSVILLE  SISTERSVILLE  PLANT,  P.O.  BOX  180    26175 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1955  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,592  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANT)  TRACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY ) , 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  INCINERATION  AND  TPEATMENT  (EG.:  NEUTRALIZATION). 

SOUTH  CHARLESTON       BARIUM  REDUCTION,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1945  TO  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  365  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

SOUTH  CHARLESTON       CITY  OF  S  CHARLESTON  DUMP,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1949  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

SOUTH  CHARLESTON        FMC-SO  CHARLESTON,  RHODES  AND  MCCORKLE    25303 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5,581  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  PITS, 
PONDS  AND  LAGOONS. 

SOUTH  CHARLESTON       MALLORY  AIRPORT  LANDFILL,  MALLORY  AIRFORT  ORAD    25309 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1966.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 
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SOUTH  CHARLESTON        SMITH  CREEK  DUMP,  SMITH  CREEK  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1950  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

SOUTH  CHARLESTON       SOUTH  CHARLESTON  PLANT,  P.O.  BOX  8004    25303 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1925  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISFOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  REPORTED  AS  111  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ACID 
SOLUTIONS  (WITH  PH  <  3),  HEAVY  METALS  AST)  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
OPGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL, 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  INCINERATION,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER 
UNCATAGORIZED  METHODS. 

SOUTH  CHARLESTON       TECHNICAL  CENTER,  P.O.  BOX  8361    25303 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  KNOWN  TO  HAVE  BEEN  USED  FOR 
DISPOSAL  FROM  1949  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  CUNED  BY  CHEMICAL  COMPANY  INCLUDED  IN  THIS 
SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  THROUGH 
1978  WAS  PEPCRTED  AS  17,553  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  OTHER  UNCATAGORIZED  METHODS. 

SOUTH  CHARLESTON       UPTON  CREEK  DUMP,  5700  KANAWHA  TPK    25309 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LCNGER  IN  USE.   CHEMICAL  COMFONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

WASHINGTON  WOOOMAR  PLANT,  P.O.  BOX  68    26181 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1957  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,502  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AilD  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  LAND  FARMING,  INCINERATION  AND 
TREATMENT  (EG.:  NEUTRALIZATION). 

WHEELING  NAME  UNREPORTED,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1959  TO  1961.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

HILLOW  ISLAND  SITE  NO.  001-LANDFILL,  U.S.  ROUTE  2    26190 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1969  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4,896  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3 ) ,  HEAVY  METALS  AND  TRACE  METALS  (BONOED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  PITS,  PONDS  AND  LAGOONS,  TREATMENT  (EG.:  NEUTRALIZATION)  AND  REPROCESSING  AND/OR  RECYCLING. 


52-419  0-79-32 
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WILLOW  ISLAND  SITE  NO.  003-ASH  POND ,  U.S.  ROUTE  2    26190 

SITE  IS  LOCATED  ON  PPOPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1957  TO  1979.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTE0  AS  1,500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  FONDS  AND  LAGOONS  AND 
INCINERATION. 

WILLOW  ISLAND  SITE  NO.  004-PNP  DRUM  DUMP,  U.S.  ROUTE  2    26190 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AW  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.01  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  DRUMMED 
WASTE  LANDFILL. 

WILLOW  ISLAND  SITE  NO.  005-OXBOW,  U.S.  ROUTE  2    26190 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1948  TO  1969.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  145  HUNDRED  TCNS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  W  ,STE  LANDFILL, 
DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  TREATMENT  (EG.:  NEUTRALIZATION). 

WILLOW  ISLAND  SITE  NO.002-OLD  TRASH  DUMP,  U.S.  ROUTE  2    26190 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1947  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  320  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL,  ORUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  ANO  TREATMENT 
(EG.:  NEUTRALIZATION). 

WILLOW  ISLAND  SITE  NO. 006-SLUDGE  NORTH  OF  OX,  U.S.  ROUTE  2    26190 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1956  TO  1970.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  FPOCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,768  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

LOCATION  UNREPORTED     GEORGE'S  CREEK 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1959  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     POCA  RIVER  DUMP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1959.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 
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BARABOO  NITROGLYCERIN  WASTE  WATER  POND,  HWY  *12    53913 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FRCM  1943  TO  1975.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 

BARABOO  PUNT  WASTE  WATER  SED/AER  PDS,  HWY  812    53913 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPCM  1943  TO  1979.   SITE  IS  STILL  BEING  USEO.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUOE  ACID  SOLUTIONS  (WITH  PH  <  3),  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL. 
METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

BARABOO  SITE  NO  3  PLANT  LANOFILL4DETER,  HWY  *12    63913 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FPOM  1973  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BOWED  ORGANICALLY  AND  INORGANICALLY )  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  OTHER 
UNCATAGORIZED  METHODS. 

CALEDONIA  HUNTS  DISPOSAL,  RACINE  COUNTY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  DURING  1964.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDEO  ORGANICALLY  AND  INORGANICALLY). 
METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

EAU  CLAIRE  WASTE  RESEARCH2RECLAMATION  CO,  RT  3    54701 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  COVCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AW  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

FRANKLIN  MILWAUKEE  COUNTY  LANDFILL,  78TH  ST.  4  OLD  LOCMIS  RD.    53132 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED .   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDEO  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

GERMANTOWN  GERMANTOWN  LANDFILL,  1    53022 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FPOM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 

SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

GERMANTOWN  LAUER  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROFERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL 
COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY).   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 
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GRANVILLE  WASTE  MANAGEMENT  OF  WISCONSIN,  AODPESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  FH  >  12),  HEAVY  METALS  AND  TPACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISFOSAL  INCLUOE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISFOSED. 

MENASHA  BARTLIEN  FARM,  HIGHWAY  114    54952 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1958  TO  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  FRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MENASHA  HARRY  LOPAS  FARM,  1297  PLANK  ROAD    54952 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1958.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MENASHA  MENASHA  WORKS,  P.O.  BOX  229,  388  AHNAIP  ST.    54952 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1940  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  61  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

MILWAUKEE  HERCULES  INCORPORATED,  5228  NO  HOPKINS  STREET    53209 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL,  BUT  FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF 
CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE  WAS  NOT  REPORTEO.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

MILWAUKEE  KOPPERS  COMPANY,  INC.,  9800  WEST  ROGERS  STREET    53227 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1949  TO  1956.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 

DISPOSEO  OF  AT  THIS  SITE  WAS  NOT  REPORTED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  TH*S  SITE  INCLUDE 

ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

MILWAUKEE  METRO  DISPOSAL  SERVICE,  10712  S.  124TH  STREET 

SITE  IS  NOT  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL 
COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

MUSKEGO  MUSKEGO  LANDFILL-WAVER,  CROWBAR  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISFOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  ORUMMED 
WASTE  LANDFILL. 
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MUSKEGO  WAUER  LAND  FILL,  INC.,  SS2  W21595  WAUER  LANE    53150 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUOE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL. 

NEENAH  TOWNSHIP         FRED  KAMPO  FARM,  NW  1/4, NW  1/4, SECTION  30, TOWN  20N, RANGE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1963  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

OAK  CREEK  PUNT  PROPERTY,  530  W.  MARQUETTE  AVE.    53154 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  197S  WAS  REPORTED  AS  0.45  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  OPGANICALLY  AND  INORGANICALLY),  ORGANICS, 
INORGANICS  AND  MISCELUNEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL. 

RACINE  CALEDONIA  DUMP  SITE,  TOWN  LINE  RO. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

RACINE  OCHES,  HIGHWAY  38 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  IN  1970  AT  EARLIEST.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

RACINE  UNITED  WASTE,  S.  43RD  ST.  &  SEVEN  MILE  RD . 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  DRUMMED  WASTE  UNDFILL. 

RACINE  UNITED  WASTE,  TOWNLINE  ROAD    53405 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELUNEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SHAWANO  SHAWANO  LANDFILL,  ADDRESS  UNREPORTED    54166 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  UNDFILL  AND 
UNOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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SHEBOYGAN  BORDEN  CHEMICAL,  2522  S  24TH  ST   53081 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.37  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AMD  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  LAND 
FARMING. 

SHEBOYGAN  MUNICIPAL  INCINERATOR,  507  SO.  WILOWOOD    53081 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  ANO  INORGANICALLY)  AND  ORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  INCINERATION. 

SHEBOYGAN  TOWN  OF  SHEBOYGAN  LANDFILL,  2110  NO  40TH  STREET   53081 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FPOM  1964  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISFOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

SUPERIOR  SUPERIOR  PLANT,  JCT.  COUNTY  RDS.  A  J  Z   54880 

SITE  IS  LOCATED  ON  FROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1928  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  5  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  LAND  FARMING  AND  REFROCESSING  AND/OR  RECYCLING. 

WAUKESHA  BODUS  SAND  &  GRAVEL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

WAUKESHA  JAEGER  SAND  8  GRAVEL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1970.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMFONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  ANO  DRUMMED 
WASTE  LANDFILL. 

WAUKESHA  KOPPERS  COMPANY,  INC.,  SUNSET  DRIVE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1956  TO  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIOENTIFIEO  PARTY. 
SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMED  WASTE  LANDFILL. 

WISCONSIN  RAPIDS       BENDER,  HIGHWAY  13,  WEST   54494 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SUPVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED. 
CHEMICAL  COMPONENTS  OF  WASTE  OISPOSEO  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  ( BCNOEO 
OPGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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WISCONSIN  RAPIDS       TORK  LANDFILL  CORPORATION,  EAGLE  ROAD   54494 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1948  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (EONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

WISCONSIN  RAPIDS       WISCONSIN  RAPIDS  WORKS,  311  12TH  AVE.,  SO.    54494 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISFOSAL  FROM  1940  TO  1974.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  92  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 
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BUCKNUM  BUCKNUM  WYOMING,  ADDRESS  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  .0  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  INCINERATION. 

CASPER  CASPER  CITY  DUMP,  BRYAN  STOCK  TRAIL,  NORTH  OF  CITY    82601 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  LANDFILL  IN  WHICH 
MUNICIPAL  WASTE  IS  CO-DISPOSED  AND  PITS,  PONDS  AND  LAGOONS. 

CASPER  HOMA  HILLS,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  DURING  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  APE  NOT  KNOWN. 

GREEN  RIVER  GREEN  RIVER   PLANT,  BOX  872    82935 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SUPVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  765,376  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO 
INDUSTRIAL  WASTE  LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND 
OTHER  UNCATAGORIZED  METHODS. 

GREEN  RIVER  NORTH  DISPOSAL  AREA,  23  MILES  WEST  OF  GREEN  RIVER    82935 

SITE  IS  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1965  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUOE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSEO. 

GREEN  RIVER  OLD  INTERCEPTOR  POND,  23  MILES  WEST  OF  GREEN  RIVER    82935 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1971  TO  1979.   SITE  IS  STILL  BEING  USEO.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  730  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

GREEN  RIVER  PLANT  SITE  -  CLOSED,  BOX  513    82935 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  842  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  ANO  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE  INCINERATION  ANO 
OTHER  UNCATAGORIZED  METHODS. 

GREEN  RIVER  PLANT  SITE  -  OPEN,  BOX  513    82935 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USEO  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  46,777  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TPACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUOE 
MIXED  INDUSTRIAL  WASTE  LANDFILL,  PITS,  PONDS  AND  LAGOONS  AND  OTHER  UNCATAGORIZED  METHODS. 


451 


WASTE  DISPOSAL  SITE  OIRECTORY 


GREEN  RIVER  WASTE  DISPOSAL  POND  AREA,  23  MILES  WEST  OF  GREEN  RIVER   82935 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1968  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  33,280  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WASTE  LANDFILL  AND  PITS,  PONDS  AND  LAGOONS. 

KEMMERER  KEMMERER  COKE  PLANT,  PO  BOX  431    83101 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1960  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  1,090  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WA'TE  LANDFILL, 
PITS,  PONDS  AND  LAGOONS,  INCINERATION,  REPROCESSING  AND/OR  RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

LANDER  JOHNNY  LEE  RANCH,  SOUTH  PASS  ROUTE    82520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

LANDER  LANDER  LAGOON,  PO  BOX  607   82520 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.01  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  UGOONS. 

LANDER  US  STEEL  LANDFILL,  ATUNTIC  CITY  WYOMING    82520 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  UNDFILL. 
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BROMPTON,  ONTARIO      JOHNSON,  MALTHY  I  MALLORY,  LTD,  130  GLIDDEN  ROAD    XL6W3M 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PPIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 

CORUNNA,  ONTARIO       TRI-CIL  WASTE  MANAGEMENT,  LTD.,  P.O.  BOX  786 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  ORUMMED  WASTE  LANDFILL  AND  INCINERATION. 

HAMILTON,  ONTARIO      INTERFLOW  SYSTEMS,  LTD.,  BOX  3004  STATION  C    L8H7J3 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1975  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS,  INCINERATION  AND  REPROCESSING  AND/OR  RECYCLING. 

MISSISSAUGA,  ONTARIO   SAINT  LAWRENCE  CEMENT  COMPANY,  2391  LAKESHORE  ROAO  WEST 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

MISSISSAUGA,  ONTARIO   TRI-CIL  WASTE  MANAGEMENT,  LTD.,  551  AVONHEAO  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOEO  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE 
LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED,  INCINERATION  AND  TREATMENT  (EG.: 
NEUTRALIZATION). 

TORONTO,  ONTARIO       JOHNSON,  MALTHY  &  MALLORY,  LTD,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
REPROCESSING  AND/OR  RECYCLING. 

TORONTO,  ONTARIO       LIDO  INDUSTRIAL  PRODUCTS,  40  QUEEN  ELIZABETH  BOULEVARD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  OISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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LOCATION  UNREPORTED    METALORES  INTERNATIONAL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING 
AND/OR  RECYCLING. 
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REYNOSA,  TAMAULIPAS     MINERA  ROSICLER  S.A.  DE  C.V.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE 
LANDFILL,  MIXED  INDUSTRIAL  WASTE  LANDFILL,  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS 
CO-DISPOSED,  PITS,  PONDS  AND  LAGOONS,  OEEP  WELL  INJECTION,  LAND  FARMING,  INCINERATION,  TREATMENT  (EG.: 
NEUTRALIZATION),  REFROCESSING  ANO/OR  RECYCLING  AND  OTHER  UNCATAGORIZEO  METHODS. 

TORREON,  COAHUILA       MINERA  ROSICLER  S.A.  DE  C.V.,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED 
ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING. 
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ATLANTIC  OCEAN         ATLANTIC  OCEAN,  DISPOSAL  SITE  EAST  OF  CHARLESTON  SC 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1962.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

ATLANTIC  OCEAN         ATLANTIC  OCEAN,  LATITUDE  40  16  N  TO  40  20  N 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 

HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  ANO  INORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

ATLANTIC  OCEAN         ATLANTIC  OCEAN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 

CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 

DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12)  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  UNCATAGORIZED  METHODS. 

ATLANTIC  OCEAN         ATLANTIC  OCEAN,  106  MILE  CHEMICAL  WASTE  DISPOSAL  SITE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3), 
BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

GULF  OF  MEXICO         DEEP  SEA  DISPOSAL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1952  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED 
METHODS. 

OCEAN  DEEP  SEA  DISPOSAL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  POSSIBLY 

OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS. 
METHODS  OF  OISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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SHELBY  TOWNSHIP        HAMILYN  ROAD  LANDFILL,  ADDRESS  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXEO  INDUSTRIAL  WASTE  LANOFILL. 

LOCATION  UNREPORTED     AMERICAN  CHEMICAL  SERVICE, INC. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

UNREPORTED  BENWOOO  CITY  LANDFILL,  UNKNOWN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1971  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  ARE  UNKNOWN.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     BRENTWOOO  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1974.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCATION  UNREPORTED     CHANCELLOR  4  OGDEN  INC  BARGE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1960.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1973.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 

LOCATION  UNREPORTED     CITY  DUMPS 

SITE  IS  KNOWN  TO  HAVE  BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1965.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY 
OWNED.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE 
SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE 
LANDFILL  AND  INCINERATION. 

LOCATION  UNREPORTED    COUNTY  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1965  TO  1969.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  DRUMMEO  WASTE  LANDFILL. 

LOCATION  UNREPORTED     COUNTY  LANDFILL  (NICHOLSON  FAR 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  DRUMMED  WASTE  LANDFILL,  LANDFILL  IN  WHICH  MUNICIPAL  WASTE 
IS  CO-DISPOSED  AND  INCINERATION. 
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LOCATION  UNREPORTED    CRITERION  CO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1972  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     DARBY  CREEK  TANK  FARM 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1963  TO  1967.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  8  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MONO  INDUSTRIAL  WAS'TE  LANDFILL. 

LOCATION  UNREPORTED    ELGIN-WAYNE  DISPOSAL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1966  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

UNREPORTED  FAIN  SEPTIC  DUMP,  WHITESVILLE  ROAD 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOCATION  UNREPORTED     FOUR  MILES  WEST  OF  PLANT 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     GOODYEAR  LANDFILLS 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  229  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED    GROVE  INCORP-SANITARY  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

UNREPORTED  GULF  OIL  CHEMICALS  CO,  PLANT  SITE 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1974  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  45.06  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND 
LAGOONS. 
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LOCATION  UNREPORTED     GULF  OIL  CHEMICALS  CO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUOED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  2.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  OISPOSED  AT  THIS  SITE 
INCLUDE  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOCATION  UNREPORTED     GULF  OIL  CHEMICALS  CO 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AW  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSEO  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  14.26  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION  AND  OTHER 
UNCATAGORIZEO  METHODS. 

LOCATION  UNREPORTED     HARKNESS  LOT 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1950  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
OISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  157  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     HARKNESS  LOT 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1977  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  12  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     HERCULES  INCORPORATED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  599  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO  METHODS. 

LOCATION  UNREPORTED     HIGH  RIDGE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
OISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     HIGHWAY  90  DISPOSAL  SITE 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

LOCATION  UNREPORTED     INDUSTRIAL  WASTE  DISPOSAL  CO. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1963.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND 
INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGORIZEO  METHODS. 
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LOCATION  UNREPORTED    KANSAS  INDUS  ENVIRO  SERV,  INC. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1978  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     KEWANEE  INDUSTRIES,  INC. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USEO  FOR  DISPOSAL  FROM  1971  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 
SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY 
METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS 
WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     KOPPERS  COMPANY,  INC. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1960  AT  EARLIEST.   SITE  IS  NO  LONGER  IN  USE,  HAVING  CLOSED  IN  1961.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSEO  AT  THIS  SITE  ARE  UNKNOWN,   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     LEMAY  SEWAGE  TREATMENT  PL  OF  M 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1973  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 

(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.  METHODS  OF  DISPOSAL  INCLUDE  TREATMENT  (EG.: 
NEUTRALIZATION). 

UNREPORTED  MCKINLEY  AVENUE  DUMP,  FISHER  ROAD  AT  MCKINLEY 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1961  TO  1962.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  UNDFILL  AND  DRUMMED  WASTE  LANDFILL. 

LOCATION  UNREPORTED     MILLER  WASTE  SOLVENTS 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BLT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197"*  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     MUNICIPAL  DUMP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  19*6  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCATION  UNREPORTED     MUNICIPAL  DUMP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1950  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12), 
HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND 
MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  UNDFILL,  MIXED 
INDUSTRIAL  WASTE  UNDFILL,  DRUMMED  WASTE  UNDFILL  AND  UNDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 
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UNREPORTED  MUNICIPAL  SITES  OF  HILLSBORO  C,  DEPARTMENT  19<»8  THROUGH  1966 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  19<*8  TO  1966.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 
IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS 
OF  DISPOSAL  INCLUDE  LANOFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCATION  UNREPORTED     NATIONAL  WASTE  OIL  CO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  OISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOCATION  UNREPORTED     NEWTOWN  REFINING  CO 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1975.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHOOS  OF  DISPOSAL  ARE 
NOT  KNOWN. 

LOCATION  UNREPORTED     OLDMANS  TOWNSHIP  SANIT  LANOFIL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1972.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS 
(BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL 
WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCATION  UNREPORTED     OLDMANS  TOWNSHIP  SANIT  LANDFIL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 

BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 

INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCATION  UNREPORTED     OLDMANS  TOWNSHIP  SANIT  LANDFIL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  STILL 
BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUOE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCATION  UNREPORTED     P.W.C.  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  PUBLICLY  OWNED.   SITE  IS  NO  LONGER 

IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  LANDFILL  IN  WHICH  MUNICIPAL  WASTE  IS  CO-DISPOSED. 

LOCATION  UNREPORTED     REICHHOLD  CHEMICALS  INC 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  197<»  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUOE  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS  AND  TRACE  METALS  (BONDEO 
ORGANICALLY  AND  INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT 
KNOWN. 
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LOCATION  UNREPORTED     REICHHOLD  CHEMICALS  INC 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1973.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDEO  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     REICHHOLD  CHEMICALS  INC 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1971.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY),  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED    ROBB  TYLER  LANDFILL 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1962  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     RODEWAY  INN/LASALLE  YACHT  CLUB 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL   FOR  AN  UNSPECIFIED  PERIOD  OF  TIME.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE 
CONCERN  OTHER  THAN  CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL 
COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL 
INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

UNREPORTED  S.S.  SANITARY  LANDFILL,  UNKNOWN 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1960  TO  1968.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDFP  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     SCIENTIFIC  CHEMICAL  PROCESSING 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KJCWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1955  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONOED  ORGANICALLY  AND  INORGANICALLY), 
ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR 
RECYCLING  AND  OTHER  UNCATAGORIZED  METHODS. 

LOCATION  UNREPORTED     SETTLING  POND 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1967  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  500  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISFOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12 )  AND  INORGANICS.   METHODS  OF  DISPOSAL 
INCLUDE  PITS,  PONDS  AND  LAGOONS  AND  REPROCESSING  AND/OR  RECYCLING. 

UNREPORTED  SITE  NO  6  BURNING  GROUNDS,  HWY  «12 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1943  TO  1979.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED 
AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY).   METHODS  OF 
DISPOSAL  INCLUDE  UNCATAGORIZED  METHODS. 
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UNREPORTED  SOUTHERN  ALLEGHEKNIES  DISPOSAL,  CONEMAUGH,  TWP. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1977  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 

SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  OPGANICS. 
METHOOS  OF  DISPOSAL  ARE  NOT  KNOWN. 

UNREPORTED  TOMMIE  HARRIS  FARM,  HARDEMAN  COUNTY  MAP  145  PARCEL  1 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1969  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUOEO  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     US  STEEL  CORP. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNEO  BY  AN  UNIDENTIFIED  PARTY. 

SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS. 
METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     US  STEEL  CORP. 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1967.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHOOS 
OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     VULCANUS-INCINERATOR  SHIP 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND 
ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  INCINERATION. 

LOCATION  UNREPORTED     W.R.  GRACE 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1952  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.25  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     W.R.  GRACE  *  CO. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1964  TO  1976.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHOOS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOCATION  UNREPORTED     W.R.  GRACE  I  CO. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  '0  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  FROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.48  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  INORGANICS.   METHODS  OF 
DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOCATION  UNREPORTED     W.R.  GRACE  &  CO. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1965  TO  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  10  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONOS  ANO  LAGOONS. 
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LOCATION  UNREPORTED     W.R.  GRACE  £  CO. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1962  TO  1979.   SITE  IS  STILL  BEING  USED.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  3  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSEO  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

LOCATION  UNREPORTED     W.R.  GRACE  £  CO. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1978.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  UNCATAGCRIZED  METHODS. 

LOCATION  UNREPORTED     W.R.  GRACE  £  CO. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  FROM  1954  TO  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.02  HUNDREO  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE 
MIXED  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     W.R.  GRACE  £  CO. 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1975  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  7  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  PITS,  PONDS  AND  LAGOONS. 

UNREPORTED  WESTERN  LAND  RECLAMINATION  NOl ,  12712  CHURCH  STREET 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PUNT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1974  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  HEAVY  METALS 
AND  TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY),  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL  AND  LANDFILL  IN  WHICH  MUNICIPAL 
WASTE  IS  CO-DISPOSED. 

LOCATION  UNREPORTED     WILLIAM  HILSEY  (DECEASED) 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISFOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF 
WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND  TRACE  METALS  (BONDED  ORGANICALLY  AND 
INORGANICALLY).   METHODS  OF  DISPOSAL  ARE  NOT  KNOWN. 

LOCATION  UNREPORTED     NAME  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 

BEEN  USED  FOR  DISPOSAL  FROM  1964  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY. 

SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  HEAVY  METALS  AND 

TRACE  METALS  (BONDED  ORGANICALLY  AND  INORGANICALLY)  AND  INORGANICS.  METHODS  OF  DISPOSAL  INCLUDE  MIXED 
INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED     NAME  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1968  TO  1976.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  CHEMICAL  COMPANY  INCLUDED 
IN  THIS  SURVEY.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF  AT  THIS  SITE 
THROUGH  1978  WAS  REPORTED  AS  1  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE 
INCLUDE  ACID  SOLUTIONS  (WITH  PH  <  3),  BASE  SOLUTIONS  (WITH  PH  >  12),  ORGANICS  AND  MISCELLANEOUS  WASTE 
MATERIAL.   METHODS  OF  DISPOSAL  INCLUDE  MIXED  INDUSTRIAL  WASTE  LANDFILL,  LAND  FARMING,  INCINERATION, 
TREATMENT  (EG.:  NEUTRALIZATION)  AND  OTHER  UNCATAGORIZED  METHODS. 
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LOCATION  UNREPORTED     NAME  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1970  TO  1979.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS,  INORGANICS  AND  MISCELLANEOUS  WASTE  MATERIAL.   METHODS  OF 
DISPOSAL  INCLUDE  INCINERATION. 

LOCATION  UNREPORTED     NAME  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  IN  1967  AT  LATEST.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE 
DISPOSED  OF  AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0.4  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED    NAME  UNREPORTED 

SITE  IS  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY  AND  IS  KNOWN  TO  HAVE  BEEN 
USED  FOR  DISPOSAL  DURING  1975.   SITE  IS  NO  LONGER  IN  USE.   AMOUNT  OF  CHEMICAL  PROCESS  WASTE  DISPOSED  OF 
AT  THIS  SITE  THROUGH  1978  WAS  REPORTED  AS  0 . 3  HUNDRED  TONS.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT 
THIS  SITE  INCLUDE  INORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  MONO  INDUSTRIAL  WASTE  LANDFILL. 

LOCATION  UNREPORTED    NAME  UNREPORTED 

SITE  IS  NOT  LOCATEO  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  FROM  1976  TO  1978.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  PRIVATE  CONCERN  OTHER  THAN 
CHEMICAL  COMPANY  INCLUDED  IN  THIS  SURVEY.   SITE  IS  STILL  BEING  USED.   CHEMICAL  COMPONENTS  OF  WASTE 
DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS  OF  DISPOSAL  INCLUDE  DEEP  WELL  INJECTION. 

LOCATION  UNREPORTED    NAME  UNREPORTED 

SITE  IS  NOT  LOCATED  ON  PROPERTY  OF  CHEMICAL  PLANT  PARTICIPATING  IN  SURVEY,  BUT  IS  KNOWN  TO  HAVE 
BEEN  USED  FOR  DISPOSAL  DURING  1977.   AT  TIME  OF  USE,  SITE  WAS  OWNED  BY  AN  UNIDENTIFIED  PARTY.   SITE  IS 
POSSIBLY  OPEN  OR  CLOSED.   CHEMICAL  COMPONENTS  OF  WASTE  DISPOSED  AT  THIS  SITE  INCLUDE  ORGANICS.   METHODS 
OF  DISPOSAL  INCLUDE  REPROCESSING  AND/OR  RECYCLING. 
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INDEX  OF  SITES 


tl  GREENSBORO  PUNT  LAGOON  (  NC  ) 

SI  SULFURICA  ACID  PUNT  (FL) 

tl,  GYPSUM  STACK  (FL) 

#2  GYPSUM  STACK  (FL) 

*2  SLUDGE  POND-PLAN  SITE-OPEN  (U) 

A.  GROSS  ft  COMPANY  (NJ) 

A.B.M.  DISPOSAL  SERVICE  (PA) 

A.R.F.  LANDFILL  (ID 

AftB  SEPTIC  TANK  SERVICE  (MI) 

A-l  BLOCK  (TX) 

A-l  DISPOSAL  WELL  (TX) 

A-2  DISPOSAL  SITE  ( TX ) 

A-41  BLOCK  (TX) 

A/B  GENERAL  UNDFILLS  (TX) 

AAA  SEPTIC  TANK  SERVICE  (AD 

ABANDONED  UNOFILL  EAST  OF  PU  (MI) 

ABANDONED  SILO  SITE-GRANDVIEW  (ID) 

ABBEVILLE  COUNTY  LANDFILL  (SO 

ABCO  AND  ROEBUCK  SYSTEMS  (SC) 

ABERDEEN  DUMP  (MD) 

ABONOONED  OIL  WELL  (CA) 

ACETONITRILE  INCINERATOR  (TX) 

ACETYLENE  PLANT  (NE) 

ACID  NEUTRALIZATION  PITS  (CO) 

ACIDULATION  POND  (GA) 

ACIOULATION  SLUDGE  POND  (TN) 

ACIDULATION  SUMP  (  GA ) 

ACME    UNOFILL  CORPORATION   (CA) 

ACME   WORKS    (NC) 

ACTON  TOWN  LANDFILL  (MA) 

ADAM  COUNTY  UNO  FILL  (CO) 

ADAMS  PUNT  (MA) 

ADAMS  SANITARY  LANDFILL  (MA) 

ADAMS  SANITARY  UNDFILL  (MA) 

ADJACENT  NECHES  RIVER  SWAMP  AR  (TX) 

AERO  DRIVE  DUMP  (NY) 

AERO  OIL  COMPANY  (CO) 

AGCHEM  DIVISION  -  BRYAN  PUNT  (TX) 

AGRICO  CHEMICAL  COMPANY  (ID 

AGRICO  CHEMICAL  COMPANY  (U) 

AGRICO  CHEMICALS  CO.  (NC) 

AGRILQ  CHEMICAL  CO   *2  (NC) 

AHEARN  TRUCKING  COMPANY, INC. SA  (MA) 

AIKEN  COUNTY  LANDFILL  ( SC ) 

AIR  PRODUCTS  ft  CHEMICALS,  INC.  (U) 

AIR  PROOUCTS  ft  CHEMICALS,  INC.  (TN) 

AIR  PRODUCTS  UNDFILL  (KY) 

AIRCO  UNDFILL  (KY) 

AIRPORT  DUMP  (VA) 

AKRON  CHEMICAL  PLANT  (OH) 

AKRON  CITY  UNDFILL  (OH) 

AKRON  UNDFILL  AND  WASTE  (OH) 

AL  HUBBARD  (NY) 

AL  TURI  LANDFILL  (NY) 

ALAMEDA  (CA) 

ALASKAIN  GREENHOUSE  WASTE  OIL  (OH) 

ALBANY  UNDFILL  CO.  (CA) 

ALCHEMTRON  INC.  (OH) 

ALEXANDER  AVE  (DONALD  OLINE)  (WA) 

ALEXANDER  PROPERTY  (AD 

ALHEN  INC.  (NJ) 

ALKYD  DISTILUTE  POND  (OH) 


266 

54 

65 

66 

153 

227 

327 

96 

177 

387 

387 

387 

387 

391 

8 

177 

85 

345 

354 

160 

30 

374 

202 

43 

82 

362 

69 

28 

272 

167 

43 

167 

167 

167 

374 

240 

44 

379 

95 

144 

266 

266 

168 

345 

153 

365 

130 

130 

421 

277 

277 

277 

253 

243 

22 

299 

20 

286 

430 

1 

226 

304 


ALKYD  DISTILUTE  POND  (OH) 

ALL  CNTY  ENVIRONMENTAL  SER  COR  (NY) 

ALL  CO  ENVIRONMENTAL  SVCS  ( NJ ) 

ALL  COUNTY  SERVICES  (NY) 

ALLAN  PUSTICS  (MA) 

ALLEGANY  BALLISTICS  UBORATORY  (WV) 

ALLEMANIA  (  U) 

ALLEN  LUKINS  (PA) 

ALLIED  CHEMICAL  AGRICULTURAL  P  ( MD ) 

ALLIED  CHEMICAL  CORP. , JACKSONV  (FL) 

ALLIED  CHEMICAL  CORPORATION  (AL) 

ALLIED  CHEMICAL  CORPORATION  (AD 

ALLIED  CHEMICAL  CORPORATION  ( AR ) 

ALLIED  CHEMICAL  CORPORATION  (FL) 

ALLIED  CHEMICAL  CORPORATION  (GA) 

ALLIED  CHEMICAL  CORPORATION  ( GA ) 

ALLIED  CHEMICAL  CORPORATION  ( GA ) 

ALLIED  CHEMICAL  CORPORATION  (U) 

ALLIED  CHEMICAL  CORPORATION  (U) 

ALLIED  CHEMICAL  CORPORATION  (MS) 

ALLIED  CHEMICAL  CORPORATION-CO  ( SC ) 

ALLIED  CHEMICAL  CORPORATION-CM  ( NE  ) 

ALLIED  CHEMICAL-BAKER  ft  ADAM  W  (PA) 

ALLIED  CHEMICORP  DETROIT  COKE  (MI) 

ALLYN'S  POINT  (CT) 

ALOE  LANDFILL  (PA) 

ALPHA  PORTLAND  CEMENT  CO.  (VIA  (NY) 

ALPHA  QUARRY  (NJ) 

ALTON  LANDFILL  (ID 

ALUM  IMPOUNDS  (1A,  1&2)  (MI) 

AMADEI  LANDFILL  (NJ) 

AMADEI/LISS  LANDFILL  (NJ) 

AMCELLE  (MD) 

AMCHEM   PRODUCTS    (MO) 

AMCHEM  PRODUCTS  (PA) 

AMER  SMELTING  ft  REFINING  CO.  (TX) 

AMERICAN  CHEMICAL  RECOVERY  ( MD ) 

AMERICAN  CHEMICAL  SERVICE  (IN) 

AMERICAN  CHEMICAL  SERVICE, INC. 

AMERICAN  CYANAMID  (OH) 

AMERICAN  CYANAMID  CO.  (GA) 

AMERICAN  CYANAMID  COMPANY  (MI) 

AMERICAN  CYANAMID  COMPANY  ( TX ) 

AMERICAN  CYANAMID  COMPANY  (TX) 

AMERICAN  CYANAMID  COMPANY  DUMP  (VA) 

AMERICAN  CYANAMID  COMPANY  HANN  (MI) 

AMERICAN  CYANAMID-*1  IMPOUND  (MI) 

AMERICAN  CYANAMI0-S2  IMPOUND  (MI) 

AMERICAN  CYANIMIO  CO.  (  NC ) 

AMERICAN  GRADING  STEPS  LANDFIL  (ID 

AMERICAN  RECYCLE  COMPANY  (TN) 

AMES  CHEMICAL  WORKS,  INC.  (NY) 

AMOCO  (NC) 

AMOCO  CHEM  CORP  JOLIET  PLANT  (ID 

AMOCO  NATCHEZ  OFF  SITE  DISPOSA  (MS) 

AMOCO  OIL  COMPANY  REFINERY  (ID 

AMOCO  TX  REFINING  CO  REFINERY  (TX) 

AMOCO  TX  REFNG  CO-TX  CTY  REFNR  (TX) 

AMORE  CHEMICAL  ( NC ) 

ANACORTES  WORKS  (  WA ) 

ANACOSTIA  RIVER  PARK  ( MD ) 

ANDERSON  COUNTY  STARR  UNDFILL  ( SC ) 


304 

255 

233 

258 

168 

442 

151 

336 

161 

57 

3 

10 

18 

64 

76 

79 

80 

149 

150 

193 

347 

202 

328 

174 

46 

329 

244 

207 

86 

177 

234 

221 

164 

198 

319 

385 

161 

112 

456 

300 

81 

175 

385 

408 

420 

176 

175 

175 

261 

99 

366 

242 

275 

97 

193 

108 

411 

411 

264 

428 

164 

356 
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ANDERSON  PLANT  (SO 

ANDOVER  PLANT  INCINERATOR  (MA) 

ANDOVER  TOWN  DUMP  (MA) 

ANDREWS  GASOLINE  PLANT  (TX) 

ANGELINA  COUNTY  ( TEXAS JLNDFILL  ( TX ) 

ANHYDRITE  PONDS  (AL) 

ANILINE  PIT-NORTH  (NJ) 

ANILINE  PIT-SOUTH  ( NJ ) 

ANILINE  TAR  INCINERATOR  ( TX ) 

ANKERSEN  RESOURCE  SYSTEM  (MI) 

ANNE  ARUNDEL  COUNTY  LANDFILL  ( MD ) 

ANNISTON  PLANT  LANDFILL  (AL) 

ANTHONSEN  LANDFILL  (ID 

ANTHONY  MINING  (OH) 

ANTIOCH  DISFOSAL  SITE  ( CA ) 

ANTIOCH  WORKS  ( CA  ) 

APEX  THERMOPLASTICS  INC  (NY) 

AQUA  TK  DIKED  AREA  ( TX ) 

ARANSAS  PASS  PLANT  (  TX ) 

ARCHER  (FL) 

ARDSLEY  PLANT  (NY) 

AREA  S-WASTE  EXP  BURNING  AREA  (TX) 

ARECIBO  PLANT  (PR) 

ARGICO  CHEMICAL  COMPANY  PLANT  (MI) 

ARIVEC  CHEMICAL  ( GA ) 

ARIZONA  CHEMICAL  CO.  (LA) 

ARKANSAS  CHEMICALS,  INC.  ( AR ) 

ARKANSAS  EASTMAN  COMPANY  ( AR ) 

ARKANSAS  WaSTE  LANDFILL  ( AR ) 

ARMCO  LANDFARM  (MO) 

ARMY  REDSTONE  ARSENAL  (AL) 

ARNOLD  (MO) 

ARNOLD  JENSEN  (DECEASED)  ( IA ) 

ARNOLD  FROPERTY  LANDFILL  (TN) 

ARNOLDS  LANDFILL  ( GA ) 

ARRIVEC  CORP.  (GA) 

ARSENIC  SULFIDE  FILTER  SLURRY  (CA) 

ARTESIA  GASOLINE  PLANT  (NM) 

ARTI2ANS  PLANT  SITE  (GA) 

ASCON  LAND  FILL  FACILITY  (CA) 

ASH  PIT  (NJ) 

ASH  POND  AND  LANDFILL  (AL) 

ASH  SETTLING  PONO  (OH) 

ASHLAND  CHEMICAL  COMPANY  ( N J ) 

ASHLAND  COUNTY  LANDFILL  (OH) 

ASHLAND,  KENTUCKY  FACILITY  (KY) 

ASHTABULA  CITY  DUMP  (OH) 

ASHTABULA  COUNTY  WASTE,  INC.  (OH) 

ASHVILLE  HIGHWAY  (MOORE  FARM)  (TN) 

ASHWORTH  LANDFILL.  (  TN ) 

ATLANTA  UTILITY  WORKS  TOM  MOOR  ( GA ) 

ATLANTIC  INDUSTRIAL  TANK  MAINT  ( NJ ) 

ATLANTIC  OCEAN 

ATLANTIC  OCEAN 

ATLANTIC  OCEAN 

ATLANTIC  OCEAN 

ATTLEBORO  LANDFILL  (MA) 

AUBURN  SANITARY  LANDFILL  (CA) 

AUGUSTA  PLANT  (GA) 

AUGUSTA  PLANT  ( GA ) 

AUGUSTA  PLANT  SITE  (  GA ) 

AUSTELL  CITY  DUMP  ( GA ) 

AUSTIN  BROWNING  CO.  (SO 

AVON  LAKE  CITY  DUMP  (OH) 

AVON  LAKE  GENRAL  CHEMICAL  PUN  (OH) 

AVON  PLANT  ( CA ) 

AVON  SANITARY  LANDFILL  (  NJ ) 

AZUSA  RECLAMATION  CO.  (  CA ) 

B  4  0  DUMP  ( OH ) 

B  F  GOODRICH  CHEMICAL  COMPANY  (OH) 

B.F.I.  LANDFILL  ( GA ) 

B.K.K.  CORP.  (CA) 

B-l  DISPOSAL  WELL  ( TX ) 

B-2  DISPOSAL  WELL  ( TX ) 


345 

167 

167 

372 

399 

9 

208 

208 

374 

182 

165 

1 

89 

299 

20 

20 

239 

402 

372 

54 

238 

399 

341 

184 

76 

154 

15 

15 

18 

200 

8 

194 

123 

361 

78 

71 

34 

237 

72 

41 

208 

9 

303 

219 

278 

129 

278 

301 

363 

362 

76 

235 

455 

455 

455 

455 

167 

20 

70 

70 

70 

71 

349 

279 

279 

29 

225 

20 

282 

279 

76 

41 

387 

388 


B-4700/B-4900  (TX) 

BACCHUS  WORKS  ( UT ) 

BACK  40  (MS) 

BADGETT  DRIVE  LANDFILL  ( TN ) 

BAHN  LANDFILL  (PA) 

BAILEYS  SABINE  LAKE  BRIDGE  (TX) 

BAINBRIOGE  LANDFILL  (NY) 

BAINERIDGE  MILLS  (  GA ) 

BAINBRIDGE  RESIN  PLANT  (NY) 

BAINBRIOGE  VILLAGE  DUMP  (NY) 

BAINBRIDGE-AFTON-GUILFORD-SION  ( GA ) 

BAKER  AND  ADAMSON  WORKS  (PA) 

BALDWIN  COUNTY  LANDFILL  MAGNOL  (AL) 

BALTIMORE  SMELTING  (MO) 

BALTIMORE  WORKS  ( MD ) 

BANKHEAD  LANDFILL  (  GA ) 

BANNER  DISPOSAL  SERVICE  CO  (ID 

BARBERTON  PLANT  (OH) 

BARCELONETA  LAND-FILL  OUMPSITE  (PR) 

BARCELCNETA  MUNICIPAL  DUMP  (PR) 

BARCELONETA  MUNICIPAL  SANITARY  (PR) 

BARD  DUMP  (UT) 

BARIUM  REDUCTION  (WV) 

BARKER  CHEMICAL  (ID 

BARKER  CHEMICAL  COMPANY  ( GA ) 

BARTHELMAS  FARM  (OH) 

BARTHELMAS  LANDFILL  (OH) 

BARTLETT  PUNT  (CA) 

BARTLIEN  FARM  (WI) 

BARTON  LANDFILL  (ID 

BARTOW  PHOSPHATE  COMPLEX  (FL) 

BARTOW  PLANT  (FL) 

BARTOW  PLANT  (FD 

BASIN  A  (CO) 

BASIN  BYPRODUCTS  COMPANY  (CA) 

BASIN  F  (CO) 

BASTROP  LOUISIANA  ALUM  POND  1  (U) 

BASTROP,  LOUISIANA  PLANT-ALUM  (LA) 

BATON  ROUGE  (LA) 

BATON  ROUGE  CTY  PARISH  MUN  LND  (LA) 

BATON  ROUGE  CTY  PARISH  MUN  LND  (U) 

BATON  ROUGE  MUNICIPAL  LANDFILL  (U) 

BATON  ROUGE  PLANT  (LA) 

BATON  ROUGE  PLANT  (LA) 

BATON  ROUGE  PLANT  (LA) 

BATON  ROUGE  PLANT  SITES  1,2,3  (U) 

BATON  ROUGE  SOUTH  WORKS  (U) 

BAUER  DUMP  (UT) 

BAUGHER  FARM  ( VA ) 

BAUMGAPDNER  OIL  CO.  (PA) 

BAY  AREA  REFUSE  DISPOSAL  AREA  (UT) 

BAY  CITY  DISPOSAL  (  CA ) 

BAY  CITY  DISPOSAL  CO  (  CA ) 

BAY  CITY  OIL  SERVICE  (NJ) 

BAY  CITY  PLANT  (MI) 

BAY  COUNTY  SANITARY  UNDFILL  (FL) 

BAY  POINT  WORKS  ( CA ) 

BAYAMON  MUNICIPAL  SANITARY  UN  ( PR ) 

BAYONNE  (NJ) 

BAYONNE  LANDFILL  (  NJ ) 

BAYONNE  MUNICIPAL  LANDFILL  ( NJ ) 

BAYPORT  PLANT  (  TX ) 

BAYPORT  PLANT  ( TX ) 

BAYPORT  TERMINAL  ( TX  ) 

BAYTOWN  (TX) 

BAYTOWN  CITY  DUMP  ( TX  ) 

BAYWAY  CHEMICAL  PLANT  (  NJ ) 

BEAUMONT  PLANT  ( TX ) 

BEAUMONT  PLANT  SITE  (TX) 

BEAUMONT  PLANT,  PPG  IND .  ( TX ) 

BEAVER  VALLEY  PUNT  (PA) 

BEECHER  LANDFILL  (ID 

BELL'S  PIT  (FL) 

BELLE  (WV) 


388 
415 
191 
363 
324 
378 
238 

71 
23S 
259 

74 

328 

1 

161 

162 

68 

97 
280 
341 
341 
341 
415 
442 

89 

83 
285 
285 

27 


54 
54 
54 
43 
41 
43 
139 
139 
139 
154 
154 
154 
139 
139 
139 
139 
139 
416 
418 
325 
416 
31 
37 
217 
173 
55 
33 
341 
207 
207 
207 
372 
402 
409 
373 
373 
223 
374 
374 
375 
329 
86 
62 
435 
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BELLE  SANITARY  LANDFILL  (PA) 

BELLEVUE  LANDFILL  (TN) 

BELLMAR  LANDFILL  (NJ) 

BELLVIEM  MUNICIPAL  DUMP  (TN) 

BELMONT  COUNTY  LAND  FILL  (OH) 

BELPRE  PLANT  (OH) 

BEN  GOBER  LANDFILL  ( GA ) 

BENDER  (WI) 

BENNITT'S  PROPERTY  (ID 

BENS  RUN  (WV) 

BENTON  VILLAGE  (OH) 

BENWOOD  CITY  LANDFILL 

BERGEN  COUNTY  LANDFILL  ( N J ) 

BERKELEY  COUNTY  LANDFILL  (SO 

BERKELEY  LANDFILL  CO.  (CA) 

BERLIN  &  FARRO  (MI) 

BESSEMER  PLANT  (AL) 

BETHEL-DANEBO  (OR) 

BEULAH  LANDFILL  (FL) 

BF  GOODRICH  AKRON  CHEM  PLANT  (OH) 

BFI  (TX) 

BFI  (TX) 

BFI  (RENNER)SITE  (TX) 

BFI  HOUSTON  RECEPTION  CENTER  ( TX ) 

BFI  HWY  90  SITE  (LA) 

BFI  INDUSTRIES  ( MD  ) 

BFI  LANDFILL  (LA) 

BFI  LANDFILL  (MO) 

BFI  LIVINGSTON  PARISH  LANDFILL  (LA) 

BFI  SIEGAN  LANE  (LA) 

BFI-BRIDGE  CITY  LANDFILL  ( TX  ) 

BHS  INC  HAZARDOUS  WASTE  LANDFI  (MO) 

BIERMAN  MINE  ( AR  ) 

BIG  BLUE  HILLS  CLASS  I  SITE  (CA) 

BIG  HILL  LANDFILL  (NJ) 

BIG  3  ENTERPRISES  (MO) 

BIGGERSTAFF  LANDFILL  (NC) 

BILLY  RAY  PATTERSON  FARM  (TN) 

BIOECOLOGY  CO  ( TX ) 

BIOLOGICAL  LABORATORIES  (IN) 

BIOSLUDGE  E  LANDFILL-KY082. 06  ( KY  ) 

BIOSLUDGE  W  LANDFILL-KY  082.07  (KY) 

BIRCHAM  BEND  PLAND  (MA) 

BIRMINGHAM  WORKS  (AL) 

BISHOP  LANDFILL  (AL) 

BIWABILE  (MN) 

BKK  LANDFILL  (CA) 

BLACKFIELD  (SO 

BLACKSBURG  CITY  DUMP  (SO 

BLACKWOOD  CARBON  PRODUCTS  CO  (NJ) 

BLADEN  COUNTY  LANDFILL  ( NC) 

BLADENSBURG  ACETYLENE  PLANT  (MO) 

BLAIR  SOUTHERN  PACIFIC  LANDFIL  (CA) 

BLASDELL  SITE  (NY) 

BLAUTHS  LUMBER  &  BUILDRS  SUPP  (NJ) 

BLOOMBERG  ROAD  (OR) 

BLOOMINGDALE/MALLARD  LAKE  UNO  (ID 

BLUE  ISLAND  LANDFILL  (ID 

BMI  DUMP  (NV) 

BMI  PONDS  (NV) 

BMPO  LANDFILL  (NY) 

BOBBY  RATLIFFS  PRIVATE  PROPERT  'MS) 

BODUS  SAND  &  GRAVEL  (WI) 

BOILER  HOUSE,  COAL  FIRED  ( KY ) 

BOISE  SOUTHERN  (LA) 

BOLON  PROPERTY  (AL) 

BONNIE  PLANT  EAST  GYPSUM  STACK  (FL) 

BOONE  COUNTY  LANDFILL  SITE  (ID 

BOOTH  OIL  COINC  (NY) 

BORDEAUX  LANDFILL-METROPOLITAN  ( TN  ) 

BORDEN  CHEMICAL  ( CA  ) 

BORDEN  CHEMICAL  ( GA  ) 

BORDEN  CHEMICAL  (GA) 

BORDEN  CHEMICAL  (ID 


319 

365 

207 

365 

309 

280 

82 

448 

98 

435 

306 

456 

235 

352 

21 

185 

2 

316 

62 

277 

391 

391 

400 

391 

152 

161 

143 

197 

140 

140 

378 

200 

17 

22 

234 

196 

266 

370 

389 

118 

129 

129 

169 

12 

1 

189 

42 

345 

346 

223 

264 

165 

34 

238 

236 

317 

87 

87 

204 

204 

238 

191 

448 

129 

144 

2 

54 

87 

252 

368 

22 

68 

74 

97 


BORDEN  CHEMICAL  (OH) 

BORDEN  CHEMICAL  (WI) 

BORDEN  CHEMICAL  CO  (MT) 

BORDEN  CHEMICAL  CO  (NJ) 

BORDEN  CHEMICAL  CO  ( NJ ) 

BORDEN  CHEMICAL-LOUISVLE  SITE  (  KY ) 

BORDEN  PROFERTY  (NJ) 

BOPDENTOWN  (NJ) 

BORGER  REFINERY  &  NGL  PROCESS  (TX) 

BORGER  TEXAS  LANDFILL  (TX) 

BOROUGH  OF  CARTERET  FU6LIC  DUM  (NJ) 

BOTANICAL  GARDENS  (NY) 

BOUND  EROOK  PLANT  ( N J ) 

BOUND  BROOK  PLANT  (  NJ ) 

BOUND  BROOK  PLANT; (NJ) 

BOURDOW  TRUCKING  CO  LANDFILL  (MI) 

BOWERS  LANDFILL  (OH) 

BRADLEY  HERSHEY  (PA) 

BRAKE  HILL,  TOWN  OF  HOMER  (NY) 

BRAMERS  DUMP  AT  LAKE  DREAMLAND  (KY) 

BRAZORIA  CO.  COLLECT  DIV  FIMCO  (TX) 

BRAZORIA  COUNTY  DISPOSAL  CORP.  (TX) 

BRAZOS  RIVER  LEVEE  LANDFILL  (TX) 

BREA-OLINDA  CANYON  DUMP  (CA) 

BRENKUS  SHOP  (OH) 

BRENTWOOD  LANDFILL 

BREVARD  PLANT  (NC) 

BREY  FARM  (MI) 

BPEY  MCNAR  ( NC) 

BRIDGEPORT  RENTAL  4  OIL  SVCE  ( N J ) 

BRIDGEVILLE  GLASS  PLANT  (PA) 

BRIDGEVILLE  PLANT  (PA) 

BRIGHTON  LANDFILL  (ID 

BRIGHTON  LANDFILL  (ID 

BRILL  EQUIPMENT  CO.  (NJ) 

BRINE  SLUDGE  PONT  ( ONSITE )  (AD 

BRISTOL  PLANT  LANDFILL  (PA) 

BROCKMAN  LANDFILL  (ID 

BROLD  AND  COMPANY  DUMP  (FL) 

BROTHERTON  LANDFILL  (OH) 

BROWING  FERRIS  INOS  (  TX ) 

BROWN  «1  (NO 

BROWN-FERRIS  IND  CHEM  SVCS  INC  (LA) 

BROWN-FERRIS  IND  WASTE  SYS  DIV  (LA) 

BROWNFIELD  PUNT  (TX) 

BROWNING  FERNS  INDUSTRIES  INC  (NJ) 

BROWNING  FERRIS  CO  LANDFILL  (OH) 

BROWNING  FERRIS  IND  (TN) 

BROWNING  FERRIS  IND  LORAIN  CTY  (OH) 

BROWNING  FERRIS  IND.  INC.  (SO 

BROWNING  FERRIS  IND.  INC.  ( VA ) 

BROWNING  FERRIS  INDU-GONZALES  (LA) 

BROWNING  FERRIS  INDUSTRIAL  WAS  (OH) 

BROWNING  FERRIS  INDUSTRIES  (LA) 

BROWNING  FERRIS  INDUSTRIES  (NJ) 

BROWNING  FERRIS  INDUSTRIES  (PA) 

BROWNING  FERRIS  INDUSTRIES  (PA) 

BROWNING  FERRIS  INDUSTRIES  CHE  ( MD ) 

BROWNING  FERRIS  INDUSTRIES  OF  (GA) 

BROWNING  FERRIS  INCUSTRIES-ROC  (ID 

BROWNING-FERIS  (MO) 

BROWNING-FERRIS    IND    (BFI),    SOL    (LA) 

BROWNING-FERRIS  INOUST  CHEM  SE  (OH) 

BROWNING-FERRIS  INDUSTRIES  (AL) 

BROWNING-FERRIS  INDUSTRIES  (KS) 

BROWNING-FERRIS  INDUSTRIES  (LA) 

BROWNING-FERRIS  INDUSTRIES  (LA) 

BROWNING-FERRIS  INDUSTRIES  (LA) 

BROWNING-FERRIS  INDUSTRIES  (OH) 

BROWNING-FERRIS  INDUSTRIES  (  TX ) 

BROWNING-FERRIS  INDUSTRIES  (TX) 

BROWNING-FERRIS   INDUSTRIES    LAN    ( NJ ) 

BROWNING-FERRIS  INDUSTRIES  OF  (GA) 

BROWNING-FERRIS  LANDFILL  (NJ) 


282 
448 
201 
218 
219 
133 
225 
208 
377 
378 
213 
252 
208 
208 
233 
184 
285 
330 
243 
133 
330 
372 
388 

21 
278 
456 
260 
175 
263 
211 
319 
320 

88 

88 
227 
1 
320 
101 

67 
305 
409 
270 
140 
150 
379 
231 
297 
365 
302 
356 
419 
146 
306 
155 
215 
320 
327 
163 

74 
103 
196 
149 
294 

11 
125 
140 
147 
156 
293 
401 
408 
233 

68 
232 
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BROWNING-FERRIS  SYKES  RD.  LAND  (TN) 

BROWNSVILLE  PLANT  ( TX ) 

BROWNWOOO  PLANT  (  TX ) 

BRUNSON  CLAY  PIT  (AL) 

BRUNSWICK  COUNTY  LANDFILL  (NC) 

BRUNSWICK  PLANT  SITE  (  GA ) 

BRUNSWICK  WORKS  (  GA ) 

BRUSHY  ISLAND  (AR) 

BUCKEYE  LAND  FILL  (OH) 

BUCKEYE  RECLAMATION  (OH) 

BUCKNUM  WYOMING  (WY) 

BUDD  LEE  PAVING  CO.  (NC) 

BUENA  VISTA  TOWNSHIP  LANDFILL  (MI) 

BUENEMAN  LANDFILL  (MO) 

BUFFALO  CHEMICAL  PLANT  (NY) 

BULGER  PLANT  (PA) 

BUMPUS  COVE  (TN) 

BURLINGTON  CITY  DUMP  (NJ) 

BURLINGTON  CLAY  *  ENG  CO  ( NJ ) 

BURLINGTON  CLAY  *  ENG  COMPANY  (NJ) 

BURLINGTON  NJ  PLANT  (  NJ ) 

BURNING  PIT  (IN) 

BUSH    LANDFILL    (MO) 

BY-PRODUCT    LAKE    (AL) 

C  *  H  COMPANY  (ID 

C.A.  HUGHES  CO.  ( NC ) 

C.C.  JONES  FARM  (  TN ) 

C.L.  HALE  COMPANY  (ID 

CABARRUS  COUNTY  LANDFILL  (NC) 

CABARRUS  DISPOSAL  COMPANY  INC.  (NC) 

CABIN  RUN  LANDFILL  ( MD ) 

CABIN  RUN  ROAD  LANDFILL  ( MD ) 

CAGUGA  ISLAND  (NY) 

CAL  COMPACT  (CA) 

CAL.  COMPACT  (CA) 

CAL-HARBOR  PROCESS  INC  (ID 

CALABASAS  (CA) 

CALDWELL  LANDFILL  (IN) 

CALDWELL  SYSTEMS  INC  (NC) 

CALEDONIA  DUMP  SITE  (WI) 

CALGON  CORP  (PA) 

CALGON  CORPORATION  CARBON  REGE  (PA) 

CALHOUNSGORDON  COUNTY  LANDFILL  (GA) 

CALHOUN4GORDON  COUNTY  LANDFILL  ( GA ) 

CALIFORNIA  CARBON  (CA) 

CALIFORNIA  SALVAGE  COMPANY  (CA) 

CALUMET  INDUSTRIAL  DISPOSAL  (ID 

CALUMET  NATCHEZ  OFF  SITE  DISPO  (MS) 

CALUMET  WORKS  (ID 

CALVERT  CITY  (  KY ) 

CALVERT  CITY  PLANT  (KY) 

CALVERT  CITY  PLANT(ON  SITE)  (KY) 

CAMBRIDGE  SITE  (  MD ) 

CAMDEN  PLANT  (SCRUB  SETTLING  (NJ) 

CAMDEN  PLANTBLACK  SIDE  LANDFIL  ( N J ) 

CAMDEN  PLANTWHITE  SIDE  LANDFIL  (NJ) 

CAMP  CROFT  LAND-FILL  (SO 

CAMP  STRAUSS  (NC) 

CAMPESI  FARM  (LA) 

CAMPGROUND  LANDFILL  (KY) 

CANAL  RIDGE  ROAD  DUMP  (OH) 

CANNON  ENGINEERING  CO  (MA) 

CANNONS  ENGINEERING  COMPANY  (MA) 

CAPE  FEAR  PUNT  (NC) 

CAPITAL  RECOVERY  (DE) 

CAPRI  TANK  FARM  (CA) 

CARBON  LIMESTONE  LANDFILL  (OH) 

CARLSBAD  POTASH  OPERATIONS  (  NM ) 

CARLSTROM  LANDFILL  (ID 

CARLYSS  (LA) 

CARNES  DISPOSAL  (OK) 

CARNEY  *  SON  LAND  FILL  INC.  ( CA ) 

CAROLAWN  (SO 

CAROLAWN  COMPANY  (  NC ) 


366 

379 

379 

11 

269 

72 

72 

18 

305 

305 

450 

262 

IS* 

200 

239 

320 

362 

211 

212 

212 

212 

110 

160 

2 

102 

270 

370 

108 

263 

263 

160 

160 

248 

22 

22 

89 

21 

114 

269 

447 

334 

334 

73 

73 

42 

38 

88 

193 

89 

130 

130 

130 

164 

212 

212 

212 

355 

260 

158 

133 

282 

172 

168 

275 

52 

28 

305 

237 

102 

143 

311 

32 

348 

267 


CAROLINA  EASTMAN  COMPANY  (SO 

CAROLINA  MUNICIPAL  DUMP  (PR) 

CAROLINA  PLATING  i  STAMPING  CO  ( SO 

CARONDELET  PLANT  (MO) 

CARPOLLTON  CITY  DUMP  (  TX ) 

CARROLLTON  PLANT  (KY) 

CARTER  PROPERTY  (AD 

CARTER  PROPERTY  DUMP  ( TN ) 

CARTERET  (NJ) 

CARTERET  CITY  DUMP  (1)  ( NJ ) 

CARTERET  IMPOUNOS  (NJ) 

CARTERET  MUNICIPAL  GARBAGE  DUM  ( N J  ) 

CARTHAGE  AVE  LANDFILL  (OH) 

CARTHAGE  MISSOURI  PLANT  (MO) 

CARYS  CHAPEL  RD  &  WYTHE  CREEK  ( VA ) 

CASILIO  CHIESA  *  UNITED  REFINE  (PA) 

CASMALIA  DISPOSAL  CO  (  CA ) 

CASPER  CITY  DUMP  ( WY ) 

CAT  BAYOU  PLANT  (  LA) 

CATALYST  HANDLING  SYSTEMS,  INC  (LA) 

CATE  ROAD  LANDFILL  ( GA ) 

CE  CAST  INDUSTRIES  (PA) 

CECIL  COUNTY  LANDFILL  (  MD  ) 

CEDAR  BAYOU  PLANT  (  TX ) 

CEDAR  HILLS  DISPOSAL  SITE  (WA) 

CEDAR  RAPIDS  CITY  SEWAGE  IREAT  (IA) 

CEDAR  RAPIDS  PUBLIC  LAND  FILL  ( IA ) 

CEDAR  RAPIDS,  IOWA  (ON  SITE)  ( IA ) 

CEDAR  SPRNG  PL  STE  SLUDGE  POND  ( GA ) 

CEE  JA  LANDFILL  (ID 

CELANESE  ( TX ) 

CELANESE  CHEM  CO  INC  BAY  CITY  (TX) 

CELANESE  CHEMICAL  COMPANY  INC  (NJ) 

CELANESE  CORP  CHEM  PLANT  ( TX ) 

CELANESE  CORPORATION  (TX) 

CELCO  (VA) 

CELRIVER  ON-SITE  LANDFILL  (S.C  (SO 

CENCO,  INC.  (PA) 

CENTER  &  MULLEN  SANITARY  LANDF  ( WA ) 

CENTRAL  SCRUBBED  INCINERATOR  (TX) 

CESCO  INC  (NJ) 

CESCO,  INC  NEDERLAND  FACILITY  (LA) 

CHALNETT  PLANTATION  (  AR ) 

CHAMBERS  WORKS  (NJ) 

CHANCELLOR  &  OGDEN  (CA) 

CHANCELLOR  &  OGDEN  INC  BARGE 

CHANDLER  LAND  FILL  (OK) 

CHAPPARAL  DISPOSAL  COMPANY  ( TX  ) 

CHAR  LAKE  ( TX  ) 

CHARLES  GEORGE  UNO  FILL  (MA) 

CHARLESTON  COUNTY  SOLID  WASTE  (SO 

CHARLESTON  DISPO  ALSTON  RD  LND  CO 

CHARLESTON  LANDFILL  ( WV ) 

CHARLIE  BELLI  FOUNTAIN  INN  WARE  (SO 

CHARTER  OIL  COMPANY  ( TX  ) 

CHAS.  KNOCH  FARM  (IA) 

CHATEAU  FRESNO  (CA) 

CHATHAM  COUNTY  LANDFILL  (NC) 

CHATTANOOGA  NITROGEN  COMPLEX  (TN) 

CHATTANOOGA  PLANT  ( TN ) 

CHATTANOOGA  PLANT  SITE  ( TN  ) 

CHELYAN  OIL  CO  (WV) 

CHEM  CLEAR  (PA) 

CHEM  CLEAR,  INC.  (PA) 

CHEM  OYNE  (OH) 

CHEM  DYNE,  CORPORATION,  LAMBER  (OK) 

CHEM  MET  (MI) 

CHEM  NUCLEAR  SERVICES,  INC  (SO 

CHEM  PROCESS  OF  GA  PROP  MILL  C  ( GA ) 

CHEM  TPOL  POLLUTION  SVCS  INC.  (ID 

CHEM-CLEAR  (PA) 

CHEM-DYNE  CORP.  (OH) 

CHEM-DYNE  CORPORATION  (OH) 

CHEM-MET  SERVICES  (MI) 


347 
341 
349 
198 
380 
131 
6 
361 
214 
214 
214 
214 
278 
194 
424 
327 

38 
450 
146 
140 

72 
331 
164 
373 
429 
120 
120 
120 

73 

87 
380 
373 
227 
377 
402 
424 
354 
319 
431 
397 
231 
147 

18 
215 

41 
456 
315 
400 
410 
172 
346 
350 
435 
348 
391 
124 

42 
271 
362 
358 
358 
435 
321 
321 
286 
314 
186 
355 

75 
108 
332 
297 
308 
187 
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CHEM-NUCL.  SNELLING  SC  LANDFIL  (SO 

CHEM-NUCLEAR-BARNWELL  SITE  ( SC ) 

CHEM-NUCLEAR,  CHEMICAL  OPERATI  (OR) 

CHEM-SERVE  ( CA ) 

CHEM-TROL  POLLUTION  SERVICE,  I  (NY) 

CHEMDYNE  CORP  (SEYMOUR  PLANT)  (IN) 

CHEMDYNE  CORPORATION  (ROSS  INC  (OH) 

CHEMFIX  DISPOSAL  AREA  (  SC ) 

CHEMFORM  CORPORATION  ( AR ) 

CHEMICAL  £  METAL  INDUSTRY  (CO) 

CHEMICAL  CONTROL  CORP.  ( NJ ) 

CHEMICAL  UNO-BO.  TALLABOA  (PR) 

CHEMICAL  OPERATION  (FL) 

CHEMICAL  PLANT  (LA) 

CHEMICAL  RECOVERY  SYSTEMS  INC.  (OH) 

CHEMICAL  RECOVERY  SYSTEMS  PLAN  (MI) 

CHEMICAL  SEWER  PIT  (TX) 

CHEMICAL  WASTE  DISPOSAL  CORP.  (NY) 

CHEMICAL  WASTE  LANDFILL  (NY) 

CHEMICAL  WASTE  MANAGEMENT  (AL) 

CHEMICAL  WASTE  MANAGEMENT  (ID 

CHEMLIME  CORPORATION  (OH) 

CHEMPRO  (WA) 

CHEMPRO  OF  OREGON  -  PORTLAND  (OR) 

CHEMTROL  COMPANY  (OH) 

CHEROKEE  ALABAMA  PUNT  (AL) 

CHEROKEE  COUNTY  DUMP  ( SC ) 

CHEROKEE  COUNTY  LANDFILL  (SC) 

CHEROKEE  LANDFILL  ( CA ) 

CHERRY  ISLAND  INDUSTRIAL  UNDF  (DE) 

CHERRY  POINT  REFINERY  ( WA ) 

CHESAPEAKE  LANDFILL  (VA) 

CHESAPEAKE  MUNICIPAL  UNDFILL  (VA) 

CHESAPEAKE  PLANT  (VA) 

CHESTERFIELD  COUNTY  LANDFILL  ( VA ) 

CHESTERFIELD  COUNTY  VA  UNDFIL  ( VA ) 

CHESTERFIELD  COUNTY  VA  UNDFIL  ( VA ) 

CHESTERFIELD  PLANT  ( VA ) 

CHESTEPTOWN  PLANT  (TCI)  ( MD ) 

CHESWOLD  PLANT  (DE) 

CHEVRON  CHEMICAL  CO.,  RICHMOND  (CA) 

CHICAGO  ACETYLENE  (PSG)  (ID 

CHICAGO  METRO  SANI  DISTRICT  (ID 

CHICOPEE  (MA) 

CHILLICOTHE  WORKS  (OH) 

CHRIN  INC  (PA) 

CHRIN    LANDFILL    (PA) 

CHRIN    UNDFILL    (PA) 

CHRIN,    INC.    (PA) 

CHRISTMAN'S  (PA) 

CHROMIUM  MINING  &  SMELTING  CO  (TN) 

CHURCH  ROAD  SITE  (TX) 

CIMARRONA  (PR) 

CINCINNATI  PLANT  (OH) 

CIRCLEVILLE  PLANT  (OH) 

CISCO-TEXAS  INDUSTRIAL  WASTE  (TX) 

CITY  BARREL  CO  (NY) 

CITY  DISPOSAL  (MI) 

CITY  DISPOSAL  ( MT ) 

CITY  DISPOSAL  CO.  UNDFILL  (MI) 

CITY  DISPOSAL  PLANT  (HO) 

CITY  DUMP  (U) 

CITY  DUMP  (OH) 

CITY  DUMP  (OH) 

CITY  DUMP  (OH) 

CITY  DUMP  (OK) 

CITY  DUMP  (TX) 

CITY  DUMP  (VA) 

CITY  DUMP  AT  COMPTON  PLACE  (AD 

CITY  DUMP  CITY  OF  CROWLEY  (U) 

CITY  DUMP-CITY  OF  LORAIN  (OH) 

CITY  DUMPS 

CITY  ICE  (WV) 

CITY  INCINERATOR  (FL) 


347 
345 
316 
24 
246 
116 
296 
350 
19 
44 
217 
343 
56 
150 
293 
184 
384 
238 
248 
7 
88 
300 
431 
317 
280 
4 
349 
349 
42 
53 
428 
418 
419 
419 
419 
418 
419 
420 
164 
49 
35 
86 
106 
168 
282 
324 
324 
332 
338 
326 
365 
391 
342 
282 
285 
401 
239 
184 
201 
184 
164 
140 
282 
302 
308 
312 
407 
421 
6 
143 
300 
456 
441 
64 


CITY  LAND  FILL  (MO) 

CITY  LAND  FILL  (MO) 

CITY  LAND  FILL  (MO) 

CITY  LANO  FILL-ROSECRANS  SITE  (MO) 

CITY  UNDFILL  (OR) 

CITY  LANDFILL  (VA) 

CITY  LANDFILL  (  VA ) 

CITY  UNDFILL  CORP.  (OH) 

CITY  LANDFILL  DISPOSAL  GROUNDS  (CA) 

CITY  OF  AKRON  HAROY  UNDFILL  (OH) 

CITY  OF  ALBANY-UNDFILL  (GA) 

CITY  OF  APEX  SANITARY  LANDFILL  (NO 

CITY  OF  ATLANTA-CASCADE  ROAD  L  ( GA ) 

CITY  OF  BAY  MINETTE-CITY  DUMP  (AD 

CITY  OF  BUFFALO  (NY) 

CITY  OF  CEDAR  RAPIDS  SANITARY  (IA) 

CITY  OF  CEDAR  RAPIDS  SANITARY  (IA) 

CITY  OF  CEDAR  RAPIDS  SANITARY  (IA) 

CITY  OF  CEDARTOWN  GA  UNDFILL  (GA) 

CITY  OF  CHILLICOTHE  UNDFILL  (OH) 

CITY  OF  CHILLICOTHE  OHIO  (OH) 

CITY  OF  CINCINNATI  (OH) 

CITY  OF  COVINGTON  UNDFILL  (GA) 

CITY  OF  DALLAS  LENFIELD  DUMP  (TX) 

CITY  OF  DALTON  SANIT  UNDFILL  (GA) 

CITY  OF  DECATUR  (AL) 

CITY  OF  DECATUR  (AD 

CITY  OF  DELAWARE, 0.  UNDFILL  (OH) 

CITY  OF  DEMOPOLIS  DUMP  (AL) 

CITY  OF  ELIZABETH  DUMP  ( NJ ) 

CITY  OF  GARY  DUMP  (IN) 

CITY  OF  HATTIES3URG  UNDFILL  (MS) 

CITY  OF  HIGH  POINT  (NO 

CITY  OF  HIGH  POINT  LAND  FILL  (NO 

CITY  OF  HOUS  HOLMES  RODE  SITE  (TX) 

CITY  OF  HOUSTON  (TX) 

CITY  OF  INDUSTRY  PUNT  (CA) 

CITY  OF  IOWA  CITY  SANITARY  UN  (IA) 

CITY  OF  IOWA  CITY  SANITARY  UN  (IA) 

CITY  OF  KEARNY  DUMP  ( NJ ) 

CITY  OF  LAKELAND  DUMP  (FL) 

CITY  OF  LUBBOCK  MUNICIPAL  UNO  (TX) 

CITY  OF  MEDINA  MUNICIPAL  SERV  (OH) 

CITY  OF  MIDOLETOWN  SANITARY  U  ( OH ) 

CITY  OF  MIDLAND  LANDFILL  (MI) 

CITY   OF    MOBERLY    UNDFILL    (MO) 

CITY  OF  MONTGOMERY  LAND  FILL  (AD 

CITY  OF  NEWBURGH  INCINERATOR  (NY) 

CITY  OF  NEWBURGH  LANDFILL  (NY) 

CITY  OF  PHOENIX  UNDFILL  (AZ) 

CITY  OF  PORT  ST  JOE  PROPERTY  (FL) 

CITY  OF  PRYOR  MUNICIPAL  DUMP  (OK) 

CITY  OF  ROCHESTER  FIRE  ACADEMY  (NY) 

CITY  OF  ROCKY  MOUNT  WASTE  TREA  (NO 

CITY  OF  S  CHARLESTON  DUMP  ( WV ) 

CITY  OF  TACOMA  UNO  FILL  (WA) 

CITY  OF  TAMPA  (FL) 

CITY  OF  TULSA  LANDFILL  I OK ) 

CITY  OF  TYLER  SANITARY  UNDFIL  (TX) 

CITY  OF  WOBURN  DUMP  (WA) 

CITY  SAND  S  LANDFILL  INC  (MI) 

CITY-COUNTY  LANDFILL  (VA) 

CITY-PARISH  UNDFILL  (U) 

CLARENCE  BRUBAKER  FARM  (MI) 

CURK  £  FLOYD  UNO  FILL  (IN) 

CLARK  LANDFILL  (PA) 

CURK  OIL  COMPANY,  INC.  (OH) 

CLARKE  INCINERATOR  (OH) 

CLAW  (LA) 

CLAW  (LA) 

CUYTON  CHEMICAL  CO  (MO) 

CLAYTON  CHEMICAL  COMPANY  (ID 

CUYTON  COUNTY  LANDFILL  (GA) 

CLEAN  RIVER,  INC.  (FL) 


198 
198 
198 
198 
317 
420 
426 
289 

38 
277 

68 
260 

69 
2 
239 
120 
121 
121 

73 
282 
282 
283 

74 
382 

75 

5 

5 

292 

6 

217 

111 

191 

267 

267 

392 

392 

25 
122 
123 
222 

60 
399 
301 
301 
180 
195 

10 
247 
248 

14 

64 
313 
254 
272 
442 
431 

64 
314 
413 
434 
185 
420 
140 
173 
110 
335 
291 
283 
142 
151 
199 
103 

78 

57 
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INDEX 


CLEAR  LAKE  PLANT  (TX) 

CLEVELAND  BUILDERS  SUPPLY  (OH) 

CLEVELAND  CONTAINER  i    WASTE  SE  ( NC ) 

CLEVELAND  LAND  DEVELOPMENT  (OH) 

CLEVELAND  LAND  DEVELOPMENT  (OH) 

CLEVELAND  LAND  DEVELOPMENT  CO.  (OH) 

CLEVELAND  MUNICIPAL  DUMP  (OH) 

CLEVELAND-WEST  (OH) 

CLIFTON  EQUIPMENT  RENTAL  CO.  L  (GA) 

CLINTON  COUNTY  LANDFILL  (IA) 

CLINTON  LAND  FILL  (EAST)  ( IA ) 

CLINTON  PLANT  ( IA ) 

CLOSED  TRASH  DUMP  (ID 

CLOVER  LEAF  SAND  ( TX  ) 

CLYDE  THOMPSON  PROPERTY  (PA) 

CO  OF  TUSCALOSA  MUNICIP  LANDFI  (AD 

CO  PROPERTY  (ID 

COAL  CREEK  DISPOSAL  SITE  (WA) 

COALINGA  CLASS  I  DUMP  ( CA  ) 

COASTAL  ENVIRONMENTAL  SERV  INC  ( NJ ) 

COBB  COUNTY  LANDFILL  (  GA ) 

COBB  COUNTY  SOLID  WASTE  PLANT  (GA) 

COCKE  COUNTY  SANITARY  LANDFILL  (TN) 

COKERS  LANDFILL  (DE) 

COKERS  LANDFILL-SITE  «1  (DE) 

COKERS  LANDFILL-SITE  *2  (DE) 

COLTON  (CA) 

COLTON  LANDFILL  SITE  NO.  8  (CA) 

COLUMBIA  ELEMENTAL  PHOSPHORUS  (TN) 

COLUMBIA  PLANT  (TN) 

COLUMBIA  PLANT  (TN) 

COLUMBUS  CITY  DUMP  (OH) 

COLUMBUS  COATED  FABRICS  (CA) 

COLUMBUS  PLANT  (MS) 

COLUMBUS  WASTE  OIL  CO  (OH) 

COLVAN  (PA) 

COMBINED  LANDFILL-KY  082.08  (KY) 

COMBUSTION  EQUIPMENT  ASSOCIATI  (PA) 

COMMENCEMENT  BAY  (WA) 

COMMERCIAL  PUMPING  &  INCINERAT  (MI) 

COMMON  LANDFILL  (TX) 

COMPANY  PROPERTY  (GA) 

COMPANY  PROPERTY  (PA) 

COMPANY  PROPERTY  (SO 

COMPASS  INDUSTRIES  (OK) 

COMPOSITING  BASIN  SLUDGE  PIT  (NJ) 

COMPOSTING  AREA  (NY) 

CONCENTRATOR  PONDS  (  CA ) 

CONCORD  TOWNSHIP  LANDFILL  (PA) 

CONROE  PLANT  ( TX ) 

CONROE  PLANT  (TX) 

CONROE  PLANT  (TX) 

CONROE  PLANT  (TX) 

CONROE  PLANT  (  TX ) 

CONSERVATION  CHEMICAL  CO  (MO) 

CONSERVATION  SERVICES  (TX) 

CONSERVATION  SERVICES  INC  ( TX ) 

CONSERVATION  SERVICES  INC  (TX) 

CONSOLIDATED  LAND  FARM  t    STORA  (OK) 

CONTI  (OH) 

CONTNTL  OIL  CORP-CARTERET  PLAN  (NJ) 

COOKS  LANDFILL  (  KY ) 

COOKSEY  BROS  DISPOSAL  CO,  INC.  ( KY ) 

COOPER  RIVER  PLANT  (SO 

COOSA  PINES  PLANT  (AD 

COPPER  LIQUOR  POND  (LA) 

COPPERHILL  PLANT  SITE  (TN) 

CORNWELLS  HEIGHTS  PLANT,  PA  (PA) 

CORPORATE  LANDFILL  AREA  (OH) 

CORPUS  CHRISTI  PLANT  (  TX ) 

CORRECT  MAINTENANCE  (IN) 

CORTLAND  COUNTY  LANDFILL  (NY) 

COSDEN  OIL  S  CHEMICAL  CO.  ( TX ) 

COSHOCTON  CITY  LANDFILL  (OH) 


392 

287 

264 

281 

287 

287 

287 

287 

76 

121 

121 

121 

97 

392 

328 

5 

89 

429 

22 

217 

79 

79 

369 

49 

49 

49 

23 

23 

360 

360 

360 

289 

31 

190 

289 

323 

129 

338 

431 

182 

407 

66 

326 

354 

315 

209 

253 

26 

324 

380 

380 

380 

380 

381 

196 

405 

414 

414 

312 

296 

214 

133 

136 

352 

4 

156 

361 

323 

277 

397 

115 

256 

377 

291 


COSHOCTON  PLANT  GROUNDS  (OH) 

COULEE  PLANT  ( WA ) 

COULEE  PLANT  (WA) 

COULTON  CHEMICAL  OREGON  OHIO  P  ( OH ) 

COUNTY  FARM  (CITY  LAND  FILL)  ( GA ) 

COUNTY  LAND  FILL  (FD 

COUNTY  LAND  FILL  (FD 

COUNTY  LAND  FILL  (FD 

COUNTY  LANDFILL  (GA) 

COUNTY  LANDFILL 

COUNTY  LANDFILL  (NICHOLSON  FAR 

COUNTY  OF  VENTURA  LANDFILL  (CA) 

COVINGTON  PLANT  ( VA ) 

COVINGTON  WORKS  ( VA ) 

COWLITZ  COUNTY  SOLIO  WASTE  DIS  ( WA ) 

COYOTE  CANYON  (ORANGE  CO  DISPO  (CA) 

COZART  LAND  FILL  (OH) 

CPS  CHEMICAL  CO.  ( NJ ) 

CRAB  ORCHARD  NATIONAL  REFUGE  (ID 

CRADOOCK  SANITATION  CO  (WV) 

CRAIG  FARM  (PA) 

CRAIG  FARM  (PA) 

CRAIG  LAGOON  (PA) 

CRANE  GASOLINE  PLANT  (  TX  ) 

CRAZY  HORSE  SANITARY  LANDFILL  (CA) 

CREEK  BRIDGE  LANDFILL  ( NC) 

CREEK  CO  RECLAMATION  PLANT  (OK) 

CREEK  RD  FOR  BRENKUS  EXCAV  CO  (OH) 

CRENSHAW  CO.,  ALA  LAND  FILL  (AD 

CRENSHAW  COUNTY  LANDFILL  (AD 

CRINER  LANDFILL  (OK) 

CRITERION  CO 

CROOKSHANK  DUMP  (OH) 

CROSBY  &  OVERTON  (OR) 

CROSBY  PUNT  (  TX  ) 

CROSBY  STEVENS  CO  (GA) 

CROTON  LANDFILL  (NY) 

CROW  i    SON  LANDFILL  (TX) 

CROW  &  SONS  LANDFILL  (TX) 

CROW  MOUNTAIN  LANDFILL  (AD 

CRYMES  ENTERPRISES  INC.  ( GA ) 

CRYMES  LANDFILL  (GA) 

CRYMES  LANDFILL  (  GA ) 

CRYMES  LANDFILL  (  GA ) 

CRYMES  LANOFILL  (  GA ) 

CSD  -  DELAWARE  PLANT  (OH) 

CTD  AND  KINGERY  (ID 

CTY  OF  HATTIES  DIX  YTH  BASEB  F  ( MS ) 

CTY  OF  HATTIESBURG  MENS  SB  FLD  (MS) 

CTY  OF  JACKSONV  IMESON  AIRPORT  (FD 

CTY  OF  JACKSONV  LANDFILL  (FD 

CTY  OF  JACKSONVILLE  LANDF  SANL  (FD 

CTY  OF  JACKSONVILLE  LANDF  SANL  (FD 

CUMBERLAND  COUNTY  LANDFILL  ( NC) 

CUMBERLAND  COUNTY  LANDFILL  ( NC) 

CUMBERLAND  LAND  FILL  (RI) 

CURRENT  GYPSUM  PILE  (ID 

CURTIS  BAY  (MD) 

CURTIS  BAY  PLANT  (  MD ) 

CURTIS  BAY  PLANT  (MD) 

CURTIS  BAY  PLANT  (MD) 

CURTIS  BAY  PLANT  (MD ) 

CUSTOMS  ORGANIC  INC.  (ID 

CYANAMID  AGRICULTURAL  DE  P.R.  (PR) 

D  t    J  DISPOSAL  (NJ) 

DAL-WORTH  INDUSTRIES  INC  ( TX ) 

DALLAS  COUNTY  GRAND  PRAIRIE  ( TX ) 

DALLAS  PLANT  ( TX  ) 

DALLAS  PLANT  ( TX  ) 

DALTON  (GA) 

DALTON  LANDFILL  (  GA ) 

DANBURY  MUNICIPAL  LANDFILL  (  CT ) 

DANVILLE  BRANCH  PLANT  ( VA ) 

DANVILLE  CITY  DUMP  (ID 


291 

428 

430 

306 

79 

54 

60 

61 

70 

456 

456 

32 

420 

420 

429 

25 

291 

229 

99 

437 

332 

332 

332 

381 

36 

265 

314 

299 

10 

8 

311 

457 

283 

317 

381 

76 

240 

386 

386 

7 

77 

75 

82 

83 

83 

292 

92 

191 

191 

57 

57 

58 

58 

263 

265 

344 

97 

162 

162 

162 

162 

162 

90 

342 

227 

382 

414 

382 

382 

75 

75 

46 

421 

92 
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DANVILLE  WORKS  (ID 

DARBY  CREEK  TANK  FARM 

DARLINGTON  COUNTY  SANITARY  LAN  (SO 

DAUPHIN  SITE  (WA) 

DAVENPORT  LANDFILL  (IA) 

DAVENPORT  PLANT  (IA) 

DAVID  BEATY  LANDFILL  (SO 

DAY  ISLAND  (OR) 

DAYTON  CITY  BRUSH  DUMP  (TN) 

DAYTON  CITY  DUMP  (TN) 

DBA  ROTO-ROOTER  SEWER  SERVICE  (ID 

DECATUR  CO  INDUS  PARK  LANDFILL  (GA) 

DECATUR  COUNTY  -  LAND  FILL  (GA) 

DECATUR  MUNICIPAL  LANDFILL  (AD 

DECATUR  PLANT  (AD 

DEEP  DISPOSAL  WELL  (TX> 

DEEP  RIVER  DUMP  (CT) 

DEEP  SEA  DISPOSAL 

DEEP  SEA  DISPOSAL 

DEEP  WELLS  (TX) 

DEEPWELL  *3  (TN) 

DEEPWELL  #4  (TN) 

DEEPWELL  DISPOSAL  (TX) 

DEER  PARK  (TX) 

DEER  PARK  (TX) 

DEER  PARK  MANUFACTURING  COMPLE  (TX) 

DEKALB  COUNTY  LANDFILL  (GA) 

DEL  REY  (CA) 

DELANEY  CAN  CO.  (LA) 

DELAWARE  CITY  LANDFILL  (OH) 

DELAWARE  CITY  PVC  PLANT  (DE) 

DELAWARE  CITY,  DELAWARE  FACILI  (DE) 

DELAWARE  CONTAINER  CORP  (PA) 

DELAWARE  CONTAINER  INC.  (PA) 

DELAWARE  FARMS  INC  (DE) 

DELAWARE  PAINT  PLANT  (OH) 

DELAWARE  RIVER  PLANT  (NJ) 

DELAWARE  RIVER  PLANT  (PA) 

DELAWARE  SAND  &  GRAVEL  CO  (DE) 

DELAWARE  WORKS  (DE) 

DELORENZO  INTERS  WASTE  REM  INC  (N) 

DELORENZO  WASTE  CONTAINER  SER  (N) 

DEMILTA  MAHON  LANDFILL  CORP.  (OH) 

DEMILTA-MAHON  LANDFILL  (OH) 

DEMOPOLIS  CITY  DUMP  (LAGOON)  (AD 

DEMOPOLIS  PLANT  (AD 

DENTON  LANDFILL  (DE) 

DENVER  WORKS  (CO) 

DENVER/LOWRY  LANDFILL  (CO) 

DERRY  NEW  HAMPSHIRE  LAND  FILL  (NH) 

DESTRUCTO  CHEMWAY  CORPORATION  (NO 

DETENRIAN  INDUSTRIES  (IA) 

DETROIT  PUNT  INCINERATOR  (MI) 

DETROIT  WORKS  (MI) 

DEVILS  SWAMP  SANITARY  LANDFILL  (LA) 

DEWANE  LANDFILL  (ID 

DEWEY  LOEFFEL  LANDFILL  (NY) 

DIAMOND  SHAMROCK  (AD 

DIAMOND  SHAMROCK  CORP  (NJ) 

DIAMOND  SHAMROCK  CORPORATION  (AD 

DIAMOND  SHAMROCK  CORPORATION  (CA) 

DIAMOND  SHAMROCK  CORPORATION  (CA) 

DIAMOND  SHAMROCK  CORPORATION  (GA) 

DIAMOND  SHAMROCK  CORPORATION  (NJ) 

DIAMOND  SHAMROCK  CORPORATION  (OH) 

DIAMOND  SHAMROCK  CORPORATION  (TX) 

DIAMOND  SHAMROCK  CORPORTION  (CA) 

DIAMOND  SHAMROCK  CORPORTION  (CA) 

DIAMOND  SHAMROCK  CORPORTION  (CA) 

DIAMOND  SHAMROCK  DEER  PARK  PLA  (TX) 

DIBOLL,  TEXAS  CITY  DUMP  (TX) 

DISPOSAL  AREAS,  INC.  LANDFILL  (NJ) 

DISPOSAL  PONDS  (TX) 

DIV  STREET  -  MUNCY  BOROUGH  (PA) 


92 

457 

347 

431 

121 

120 

345 

316 

361 

361 

103 

71 

71 

5 

5 

385 

46 

455 

455 

375 

366 

367 

397 

383 

383 

383 

74 

23 

151 

292 

49 

49 

322 

323 

51 

292 

211 

323 

51 

49 

235 

236 

309 

293 

6 

6 

51 

44 

43 

206 

268 

120 

174 

183 

140 

87 

247 

9 

213 

12 

32 

32 

73 

221 

294 

382 

32 

32 

33 

383 

384 

218 

405 

330 


DIXIE  METALS  CO  (TX) 

DODGE  CITY  NITROGEN  PLANT  (KS) 

DOEPKE  DISPOSAL  (  KS ) 

DOEPKE  DISPOSAL  SERVICE  (KS) 

DOHERTY  LANDFILL  (OH) 

DOLIMITE  (AD 

DOMINGUEZ  PLANT-CLOSED  (CA) 

DOMINGUEZ   PUNT-OPEN    (CA) 

DON'S  DISPOSAL  SERVICE,  INC.  (WV) 

DONALD  SUDES  PRIVATE  PROPERTY  (MS) 

DONALDSONVILLE  NITROGEN  COMPLE  (U) 

DONS  DISPOSAL  SERVICE  (WV) 

DORCHESTER  LANDFILL  (SO 

DOVER  CHEMICAL  COMPANY, DIVISIO  (OH) 

DOW  CHEMICAL  COMPANY  (LA) 

DOW  CHEMICAL  CORP.  (NO 

DOW  CHEMICAL,  TEXAS  DIVISION  (TX) 

DOW  CORNING-MIDLAND  PLANT  (MI) 

DOW  TREATMENT  FACILITY  (CA) 

DRUM  BURIAL  SITE  (MS) 

DU  BOIS  (LA) 

DUANE  MARINE  CORP.  (NJ) 

DUBLIN  ROAD  (NY) 

DUCK  ISLAND  (NJ) 

DUGWAY  PROVING  GROUNDS  (UT) 

DUKE  REFINING  COMPANY  (NO 

DUMAS  HELIUM  PLANT  (TX) 

DUMP  AREA  (ID 

DUMP  AREA  (MD) 

DUMP  NO  1  (GA) 

DUMP  NO  2  (GA) 

DUMP  NO  3  (GA) 

DUMP  NO  4  (GA) 

DUMP  SITE  (TX) 

DUNDALK  MARINE  TERMINAL  (MD) 

DUPONT  CO  PAR  LIN  FSF  PLANT  (NJ) 

DUPONT  PONTCHARTRAIN  WORKS  (U) 

DUPONT-VICTORIA  PLANT  (TX) 

DURA  DUMP  TYLER  ST  DUMP  (OH) 

DURA  TOLEDO  MUNICIPAL  SANITARY  (OH) 

DUREZ  DIVISION  (OH) 

E  I  DUPONT  (IN) 

E  L  DEUPONT  DE  NEMOURSSCO  INC  (PA) 

E.  H.  SCHILLING  LANDFILL  (OH) 

E.I.  DU  PONT  DE  NEMOURS-COLUMB  (TN) 

E.I.  DUPONT  DE  NEMOURS  &  CO  IN  ( NJ ) 

E.I.  DUPONT  DE  NEMOURS  4  CO.  (IA) 

E.I.  DUPONT  STRUANCE  FIBERS  PL  (VA) 

E.R.  BRANTLEY  UND  FILL  (AD 

EARTH  II  (ID 

EARTH  II  (ID 

EARTHLINE  CO  (NJ) 

EARTH  LINE  CORP  -  WILSONVILLE  I  (ID 

EAST  BATON  ROUGE  CITY  PARISH  W  (U) 

EAST  BAY  DISPOSAL  CO.  (CA) 

EAST  BURIAL  GROUND  (TX) 

EAST  CHICAGO  CITY  DUMP  (IN) 

EAST  DISPOSAL  AREA  (TN) 

EAST  FALLS  CHEMICAL  CO  (PA) 

EAST  MINES  (PA) 

EAST  PILE  (TX) 

EAST  RUTHERFORD  PLANT  (NJ) 

EAST  ST.  CHARLES  LANDFILL  (U) 

EAST  ST.  LOUIS  PLANT  (ID 

EAST  ST.  LOUIS  WORKS  (ID 

EAST  40  (TX) 

EAST  49TH  ST  (OH) 

EASTERN  MATERIALS  (PA) 

EASTERN  SMELTING  (MA) 

EASTON  (PA) 

EASTON  PLANT  (PA) 

ECHO  PLANT  (TX) 

ECOL  (BEDFORD  SITE  «1 )  (OH) 

ECOL  (BEDFORD  SITE  «2 )  (OH) 


382 
125 
125 
125 
296 
3 
27 
27 
438 
191 
144 
435 
347 
292 
151 
262 
388 
180 
33 
193 
147 
231 
253 
234 
415 
267 
385 
106 
162 
70 
70 
70 
70 
411 
162 
229 
147 
377 
306 
307 
299 
111 
322 
298 
360 
213 
122 
425 
2 
90 
90 
227 
108 
141 
24 
375 
111 
358 
326 
336 
402 
216 
152 
94 
95 
402 
287 
339 
170 
324 
324 
400 
289 
289 
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INDEX 


ECOLOGY  SERVICES  INC.  (OH) 

EDGEBORO  DISPOSAL  INC  (  NJ ) 

EDGEBORO  DISPOSAL  INC.  (  NJ ) 

EDGECOMB  COUNTY  LANDFILL  (NO 

EDGEWATER  (AL) 

EDGEWATER  TERMINAL  (NJ) 

EDGEWOOD  ARSENAL  (  MD ) 

EDISON  TOWNSHIP  LANDFILL  (NJ) 

EDWARDS  PROPERTY  (AL) 

EFFLUENT  LAGOONS  ( AR ) 

EI  OU  PONT  (PA) 

EI  DU  PONT  CO  -  INCINERATOR  (VA) 

EI  DUPONT-PONTCHARTRAIN  WORKS  (LA) 

EL  DORADO  ( AR ) 

EL  DORADO  CHEMICAL  PLANT  (AR) 

EL  SEGUNDO  WORKS  (CA) 

ELBERTA  PLANT  (NY) 

ELDA  LANDFILL  (OH) 

ELECTRO-PHOS  CORPORATION  (FL) 

ELGIN-WAYNE  DISPOSAL 

ELIZABETH  PLANT  ( NJ ) 

ELIZABETH  WORKS  (NJ) 

ELKO  (IN) 

ELLERS  LANDFILL  (  WV ) 

ELMER  CATCH  POND  (  NC ) 

ELRAY  CO  (TX) 

ELTEX  CHEMICAL  AND  SUPPLY  (TX) 

ELTEX  CHEMICAL  CO.  (TX) 

END  OF  ANDREWS  ST  (VA) 

END  OF  HOOVER  STREET  (TX) 

ENERGY  BURNING  PAD  (ID 

ENERGY  LAGOON  (ID 

ENERGY  SYSTEM  COMPANY  ( AR ) 

ENERGY  SYSTEMS  COMPANY  ( ENSCO  )  ( AR  ) 

ENERGY  SYSTEMS  COMPANY  (ENSCO)  ( AR ) 

ENGELHARD  IND.  INC.  (NJ) 

ENGLISH  LANDFILL  (WA) 

ENID  NITROGEN  PLANT  (OK) 

ENIGMA  ROAD  (COUNTY  LAND  FILL)  (GA) 

ENVIRO-CHEM  (IN) 

ENVIROMENTAL  DISPOSAL  SERVICES  (CA) 

ENVIRONMENTAL  PROTECTION  CORP  (CA) 

ENVIRONMENTAL  SYSTEMS  (TN) 

ENVIROTROL  CARBON  REGENERATION  (PA) 

EOLA  NO.  94  PLANT  (LA) 

EPPERSON  TRASH  HAULING  LAND  FI  (KY) 

ERIE  COKE  PLANT  (PA) 

ERIEWAY  POLLUTION  CONTROL  (OH) 

ERIEWAY  POLLUTION  CONTROL  INC.  (OH) 

ESCAMBIA  PLANT  (FL) 

ESL  LANDFILL  (ID 

ESTE  AVENUE  DUMP  (OH) 

ESTES  SERVICE  (TX) 

ETHYL  DISPOSAL  WELL  (LA) 

EUGENE  PARKS  (NJ) 

EUGENE,  OREGON  PLANT  (OR) 

EVAPORATION  POND  (KY) 

EVAPORATION  POND  NO.  1  AND  2  (CA) 

EVAPORATION  PONDS-PLANT  SITE-0  (NV) 

EVERETT  PLANT  (MA) 

EVERETT  WASHINGTON  PLANT  ( WA ) 

EVERGREEN  SANITARY  LANDFILL  (OH) 

EWR  INC  (ID 

EXPERIMENTAL  STATION  (DE) 

EXPLOSIVES  BURNING  GROUND  (MO) 

EXXON  BAYTOWN  REFINERY/CHEM  PL  ( TX ) 

EXXON  CO  USA,  BATON  ROUGE  REFI  (LA) 

F  *  R  REFUSE  COMPANY  (PA) 

F4L  SANITATION  CO  LANDFILL  (LA) 

FACILITY  (TX) 

FACILITY  (TX) 

FACILITY  (PLANT)  (SO 

FACILITY  PROPERTY  (MI) 

FACILITY  SITE  (DE) 


281 

227 

216 

274 

3 

222 

165 

216 

7 

15 

337 

427 

147 

15 

15 

24 

254 

283 

61 

457 

218 

218 

115 

441 

268 

375 

410 

392 

422 

379 

99 

99 

15 

16 

16 

228 

433 

311 

79 

118 

26 

21 

365 

324 

145 

138 

325 

280 

287 

62 

98 

283 

390 

156 

221 

316 

133 

34 

204 

169 

428 

309 

92 

52 

194 

373 

141 

335 

143 

378 

378 

348 

176 

52 


FACILITY  SITE  (KY) 

FACILITY  SITE  ( TX ) 

FAIN  SEPTIC  DUMP  (SO 

FAIN  SEPTIC  DUMP 

FAIRBANKS  (FL) 

FAIRFAX  DRAINAGE  DISTRICT  (  KS ) 

FAIRFAX  INDUSTRIAL  AREA  DUMP  ( KS ) 

FAIRFIELD  CITY  DUMP  (AD 

FAIRMONT  CITY  PLANT  (ID 

FAIRPORT  LANDFILL  (OH) 

FAIRVIEW  (PA) 

FARM  BUREAU  (MI) 

FARMLAND  INDUSTRIES,  INC.  (KS) 

FARMLAND  INDUSTRIES,  INC.  (LA) 

FASCO- JACKSONVILLE  FERTILIZER  (FL) 

FASCO-JACKSONVILLE  FERTILIZER  (FD 

FASCO-JACKSONVILLE  FERTILIZER  (FL) 

FASCO-JACKSONVILLE  FERTILIZER  (FL) 

FASCO-JACKSONVILLE  FERTILIZER  (FL) 

FASCO-JACKSONVILLE  FERTILIZER  (FL) 

FAYETTEVILLE  CITY  LANDFILL  (NO 

FAYETTEVILLE  PLANT  ( NC) 

FAYETTEVILLE  PLANT  (NC) 

FAYETTEVILLE  WORKS  (NC) 

FAZZIO  LANDFILL  (NJ) 

FEATHER  RIVER  PLANT  (CA) 

FEDERAL  PAPER  BOARD  COMPANY  (NC) 

FEED  PHOSPHATE  COMPLEX  (FL) 

FERNANDINA  BCH  PL  STE  SLUDGE  P  (FL) 

FERTILIZER  COMPANY  OF  TEXAS  (TX) 

FERTILIZER  PLANT  POND  COOLING  (CA) 

FESTUS  CITY  LANDFILL  (MO) 

FIBER  INDUSTRIES  INC. -PALMETTO  (SO 

FIBER  INDUSTRIES,  INC.  (NC) 

FIBER  INDUSTRIES,  INC.  (NC) 

FIBER  INDUSTRIES,  SHELBY  PLANT  (NC) 

FICKLIN  AND  WALKER  PROPERTY  (GA) 

FIELDS  ESTATE  PROPERTY  (VA) 

FIKE  CHEMICAL  CO.  (WV) 

FILM  INCINERATOR  (NC) 

FIRST  PIEDMONT  LAND  FILL  (VA) 

FLETA  (R.R.  SIDING)  (CA) 

FLETCHER  OIL  CO  (WA) 

FLEXON  INDUSTRIES  (NJ) 

FLORENCE  COUNTY  LANDFILL  (SO 

FLORENCE  LAND  RECONTOURING  INC  (NJ) 

FLORENCE  PLANT  (SO 

FLORIDA  SOLITE  (FL) 

FLOYD  COUNTY! INDIANA )HWY  DEPT  (IN) 

FLY  ASH  DISPOSAL  (PA) 

FLY  ASH  POND  (KY) 

FMC  CORPORATION  (ID) 

FMC  CORPORATION  ( IA ) 

FMC  CORPORATION  ( KS ) 

FMC  CORPORATION  ( MD ) 

FMC  CORPORATION  (NY) 

FMC  MIDDLEPORT  NY  (NY) 

FMC  RESEARCH  FARM  (  CA ) 

FMC-SO  CHARLESTON  ( WV ) 

FOGELSVILLE  PLANT  (PA) 

FOLCROFT  (PA) 

FOLCROFT  LANDFILL  CORP  (PA) 

FOLEY  (AD 

FOLEY  (AD 

FONOESSY  ENTERPISES  (OH) 

FOOTE  MINERAL  (NC) 

FOOTHILL  SANITARY  LANDFILL  (  CA ) 

FORD  ROAD  DUMP  (OH) 

FORD  ROAD  INDUSTRIAL  LANDFILL  (OH) 

FORDS  PLANT  (NJ) 

FORMER  GROCE  LAB  PROPERTY  (SO 

FORMER  JAMES  SMITH  FARM  (TN) 

FORT  DODGE  NITROGEN  PLANT  (IA) 

FORT  DODGE  NITROGEN  PUNT  (  IA ) 


137 

411 

346 

457 

56 

126 

126 

7 

94 

294 

333 

184 

126 

152 

58 

58 

58 

58 

58 

59 

265 

265 

265 

265 

208 

32 

272 

63 

56 

402 

26 

194 

348 

272 

273 

273 

79 

419 

439 

270 

421 

30 

431 

207 

348 

219 

348 

57 

111 

326 

133 

85 

123 

126 

163 

257 

246 

24 

442 

325 

323 

325 

7 

7 

302 

268 

27 

293 

294 

219 

350 

370 

121 

122 
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FORT  HILL  PLANT  (OH) 

FORT  MADISON  MUNICIPAL  LANDFIL  (IA) 

FORT  MADISON  PLANT  (IA) 

FORTIER  PLANT  ON  SITE  DISPOSAL  (LA) 

FORTIER  PLANT-ON  SITE  DISPOSAL  (LA) 

FORTVILLE  PLANT  (IN) 

FORWARD  INC  (CA) 

FOUNTAIN  AVENUE  LANDFILL  (NY) 

FOUR  MILES  WEST  OF  PLANT 

FOUR-WAY  HAULING  (LA) 

FRANK  L.  ARMENTROUT,  CONTRACTO  (OH) 

FRANKLIN  COUNTY  LANDFILL  (OH) 

FRANKLIN  KELLY  DISPOSAL  CENTER  (TX) 

FRANKLIN  PLASTICS  CORP  (NJ) 

FRANKLIN  TOWNSHIP  LANDFILL  (NJ) 

FRANKLIN  TOWNSHIP  LANDFILL  (NJ) 

FRANKLIN  TOWNSHIP  LANDFILL  (NJ) 

FRANKLIN  VIRGINIA  (VA) 

FRANKLIN  VIRGINIA  (VA) 

FRANKLINVILLE  TOWNSHIP  LANDFIL  (NJ) 

FRAUKFORD  PLANT  (PA) 

FRED  BRADLEYS  PRIVATE  PROPERTY  (MS) 

FRED  KAMPO  FARM  (WI) 

FREDERICKSBURG  PLANT  (VA) 

FREEMONT  FRONT  (OH) 

FREEPORT  CTY  DUMP  3  BRYAN  MOUN  (TX) 

FREEPORT  PLANT  (TX) 

FREEPORT  TERMINAL  (TX) 

FREMONT  PLANT  (CA) 

FRENCH  LIMITED  (TX) 

FRENCH  LIMITED  (TX) 

FRENCHIES  OIL  COMPANY  (LA) 

FRESNO  (CA) 

FRONT  ROYAL  WORKS  (VA) 

FRONT  ST  PLANT  (OH) 

FRONTIER  CHEM  WASTE  PROC  INC  (NY) 

FRONTIER  CHEMICAL  CO  (NY) 

FROST  ROAD  EXECUTIVE  ESTATE  (MO) 

FRP  COMPANY  (SUBSIDIARY)  (GA) 

FS-912726-A  C  D  F  G  H  AND  INC  (VA) 

FULLERTON  GASOLINE  PLANT  (TX) 

FULTON  COUNTY  LANDFILL  (OH) 

FULTON  COUNTY  MERCK  ROAD  LANDF  (GA) 

FULTON  LAND  FILL  (CITY  DUMP)  (NY) 

FYLER  AND  HAMPTON  LANDFILL  (MO) 

G.  FREDERICK  SMITH  (OH) 

G.R.O.W.S.  LANDFILL  (PA) 

GADSDEN  RACEWAY  (AD 

GAESS  ENVIRONMENTAL  (NJ) 

GAESS  ENVIRONMENTAL  SERVICES  (NJ) 

GAHANA  LANDFILL  (OH) 

GAINESVILLE  PLANT  SITE  (FL) 

GALAXY  CHEMICAL  (NJ) 

GALLIPOLIS  FERRY  PLANT  (WV) 

GALVESTON  CO.  LANDFILL  (TX) 

GARDEN  CITY  PLANT  (GA) 

GARDEN  STREET  LANDFILL  (OH) 

GARFIELD  PLANT  ( NJ ) 

GARY  CITY  LANDFILL  (IN) 

GARY  LAND  DEVELOPMENT  LANDFILL  (IN) 

GASCO  PROPERTY  (OR) 

GEARHARDT  GARDENS  (WA) 

GEISMAR  COMPLEX  (LA) 

GENERAL  ELECTRIC  COMPANY  (OH) 

GENERAL  ELECTRIC  SERVICE  SHOPS  (TX) 

GENERAL  ELECTRIC  SITE  (IN) 

GENERAL  OIL  (MI) 

GENERAL  PLANT  WASTE  PIT  (NJ) 

GENESEO  PLANT  (NY) 

GEOLOGICAL  RECLAMATION  OPERATI  (PA) 

GEORGE'S  CREEK  (WV) 

GEORGETOWN  PLANT  (SO 

GEORGIA  PACIFIC  LUMBER  PUNT  (AR) 

GERMANTOWN  LANDFILL  (WI) 


302 
122 
122 
157 
157 
111 

39 
239 
457 
144 
309 
289 
410 
222 
219 
220 
220 
421 
421 
220 
334 
191 
447 
422 
295 
388 
388 
388 

24 
381 
410 
143 

25 
422 
283 
248 
248 
195 

71 
424 
387 
292 

69 
241 
199 
290 
330 
8 
230 
224 
295 

57 
229 
437 
390 

77 
294 
220 
112 
112 
317 
429 
145 
287 
392 
114 
182 
209 
242 
327 
444 
349 

15 
445 


GIBSONTON  LANDFILL  (FL) 

GLADSTONE  LANDFILL  (MI) 

GLENDALE  GRAVEL  PIT  (MS) 

GLENWILLOW  WORKS-AUSTIN  POWDER  (OH) 

GLOBAL  LAND  FILL  RECLAIMING  CO  (NJ) 

GLOUCESTER  ENV  MGMT  SVC  INC  (NJ) 

GOINS  PROPERTY  (AD 

GOLDSMITH  SULFUR  PLANT  (TX) 

GOMEX,  UTAH  (UT) 

GOOCHLAND  COUNTY  STATE  FARM  (VA) 

GOODYEAR  DECATUR  PLANT-INCINER  (AD 

GOODYEAR  LANDFILLS 

GOODYEAR  POINT  PLEASANT  CHEMIC  (WV) 

GOODYEAR  ROCKMART  PLANT  INCINE  (GA) 

GOODYEAR  TIRE  &  RUBER  COMPANY  (TX) 

GOODYEAR-ON-SITE  FACILITY  (TX) 

GORDON  SERVICE  CO.,  INC.  (GA) 

GOV  SERV  AOMIN  STORAGE  TANKS  (NJ) 

GRAND  CENTRAL  SANITARY  LANDFIL  (PA) 

GRANITE  CITY  ACETYLENE  PLANT  (ID 

GRANITE  CITY  DUMP  (ID 

GRANITE  CITY  ILLINOIS  FACILITY  (ID 

GRASSELLI  PLANT  ( NJ ) 

GRAVEL  PIT  (ME) 

GRAVES  ROCK  QUARRY  (IN) 

GRAY  ROAO  LANDFILL  (OH) 

GRAYS  LAKE  (ID 

GREAT  FALLS  CITY  LANDFILL  (MT) 

GREAT  FALLS  CITY  LANDFILL  (MT) 

GREAT  FALLS  REFINERY  (MT) 

GREAT  SOUTHERN  CORPORATION  (GA) 

GREATER  GREENVILLE  SANITARY  (SO 

GREEN  POINT  LANDFILL  (MI) 

GREEN  POND  (ID 

GREEN  RIVER   PLANT  (WY) 

GREEN  RIVER  DISPOSAL  LANDFILL  (KY) 

GREEN  VALLEY,  NAPERVILLE  (ID 

GREEN  VILLAGE  DISPOSAL  CO  (NJ) 

GREENE  LANDFILL  «II  (OH) 

GREENE  SLOPES  LANDFILL  (OH) 

GREENS  BAYOU  PLANT  (TX) 

GREENSBORO  CITY  LANDFILL  (NO 

GREENUP  LANDFILL  (KY) 

GREENVILLE  CITY  LANDFILL  (NO 

GREENVILLE  COUNTY  LANDFILL  (SO 

GREENVILLE  COUNTY  PIEDMONT  LAN  (SO 

GREENVILLE  COUNTY  SANITARY  (SO 

GREENVILLE  PLANT  (SO 

GREENWOOD  HELIUM  PLANT  (KS) 

GREENWOOD  NYLON  PLANT  (SO 

GRIFFIN/SPALDING  CO  LANDFILL  (GA) 

GROCE  LABORATORIES  (SO 

GROVE  INCORP-SANITARY  LANDFILL 

GUAYONILLA  MUNICIPAL  LANDFILL  (PR) 

GULF  CHEMICAL  S  METALLURGICAL  (OH) 

GULF  CHEMICAL  AND  METALLURGICA  (TX) 

GULF  METALLURGICAL-HOUSTON  SIT  (TX) 

GULF  OIL  CHEMICALS  CO  (FL) 

GULF  OIL  CHEMICALS  CO  (NO 

GULF  OIL  CHEMICALS  CO 

GULF  OIL  CHEMICALS  CO 

GULF  OIL  CHEMICALS  CO 

GULF  OIL  CHEMICALS  CO.  (LA) 

GULF  OIL  CHEMICALS  COMPANY  (AD 

GULF  OIL  CHEMICALS  COMPANY  (OH) 

GULF  OIL  CHEMICALS  COMPANY  (OH) 

GULF  REFINING  &  MARKETING  CO  (NJ) 

GULF  REFINING  &  MARKETING  CO  (NJ) 

GURLEY  OIL  COMPANY  (  AR ) 

GUTHRIE  PLANT  (KY) 

GUY  RENTZEL  (PA) 

GYP  POND  «2  (TX) 

GYP  POND  83  (TX) 

GYP  POND  NO  1  -  A  (TX) 


57 
175 
192 
296 
229 
218 
4 
389 
416 
422 
5 
457 
441 

80 
375 
392 

77 
233 
333 

95 

96 

96 
224 
159 
113 
283 

86 
201 
201 
201 

73 
349 
185 
106 
450 
136 
100 
221 
300 
310 
392 
266 
132 
267 
353 
353 
353 
349 
127 
349 

77 
350 
457 
342 
298 
411 
393 

56 
269 
457 
458 
458 
153 

10 
300 
300 
236 
236 

19 
131 
325 
402 
402 
403 
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INDEX 


GYP  POND  NO  1  -  B  ( TX ) 

GYP  SPOILS  BASIN  ( TX ) 

GYPSUM  DISPOSAL  AREA  (FL) 

GYPSUM  DISPOSAL  AREA  (FL) 

GYPSUM  DISPOSAL  POND  (MO) 

GYPSUM  PILE  (TX) 

GYPSUM  POND  (NO 

GYPSUM  SETTLING  POND  (ID 

GYPSUM  STACKS  (FL) 

GYPSUM  STORAGE  (FL) 

H  K  CHEMICAL  (  TX  ) 

H.  MUEHLSTEIN  &  CO.  INC.  (MA) 

H4L  DISPOSAL  SITE  2  (ID 

HACKBERRY  SITE  (LA) 

HAFCO  CINDER  STORAGE  AREA  (PA) 

HALIFAX  COUNTY  SOLID  WASTE  LAN  ( NC ) 

HAMILTON  FACILITIES  (MS) 

HAMILTON  IMPOUND  (OH) 

HAMILYN  ROAD  LANDFILL 

HAMMONO  PLANT  (IN) 

HANOI  CAN  DEFFENBAUGH  LANDFILL  (KS) 

HANGING  ROCK  LANDFILL  (OH) 

HANGING  ROCK  LANDFILL  CO  ( OH ) 

HANOVER  PL  WASTE  ACT  SLUDGE  LA  (NC) 

HANOVER  PLANT  INJECTION  WELL  ( NC ) 

HANOVER  PUNT  PROCESS  WASTE  LA  (NC) 

HARDAGE  (OK) 

HARDEE  PHOSPHATE  COMPLEX  (FL) 

HARDIN  COUNTY  LANDFILL  (KY) 

HARDIN  COUNTY  LANDFILL  (OH) 

HARKNESS  LOT 

HARKNESS  LOT 

HAROLD  WILLIAMS  FARM  (LA) 

HARRIS  CO  LANDFILL  NO.  3  (TX) 

HARRIS  COUNTY  LANDFILL  (TX) 

HARRISBURG  PARK  LANDFILL  (NC) 

HARRY  LOPAS  FARM  (WI) 

HARRY   ROCK    &   CLEVELAND    LAND   DE    (OH) 

HARRY  ROCK    LANDFILL    (OH) 

HARRY   THORTON'S   DUMP    (MI) 

HARRY   WOOD    LANDFILL    (DE) 

HARRY'S   PIT    (ME) 

HARSHAW  CHEMICAL  (OH) 

HARTLEY  *  HARTLEY  INC.  (MI) 

HASTINGS  NITROGEN  PLANT  (NE) 

HATFIELD  MUNICIPAL  SEWER  AUTHO  (PA) 

HAUTO  METALLURGICAL  CORP.  (PA) 

HAUTOMETALLURGICAL  INC  (PA) 

HAVERHILL  PLANT  (OH) 

HAVERSTRAW  LANDFILL  (NY) 

HAVRE  DE  GRACE  DUMP  (CURRENTLY  (MD) 

HAWKINS  DRIVE  LANDFILL  (KY) 

HAWKINS  FARM  (TN) 

HAWKINS  LANDFILL  (TN) 

HAWKINS  POINT/MARYLAND  PORT  AD  ( MD ) 

HAYWARD  PLANT  (CA) 

HAZ-O-WASTE  SERVICES  (NY) 

HAZLEHURST  MILLS  (GA) 

HEALING  SPRINGS  PLANT  (NC) 

HEDGES  WORKS  (WA) 

HEIOEN  FARM  (MI) 

HEINRICH  FARM  (  VA ) 

HELENA  PLANT  (AR) 

HELEVA  LANDFILL  (PA) 

HEMLOCK  SEMICONDUCTOR  (MI) 

HEMPSTEAD  DUMP  (TX) 

HEMPSTEM  ROAD  PLANT  (TX) 

HENDERSON  (CO) 

HENDERSON  KY  (OIL  FIELDS)*  (KY) 

HENDERSON  PROPERTY  (AD 

HENNESSEY  BROS.  ROCK  QUARRY  (IA) 

HENRY  COUNTY  LANDFILL  (ID 

HENRY  COUNTY  LANDFILL  (VA) 

HENRY  PLANT  (ID 


403 
375 

54 

56 
195 
403 
273 
106 

55 

55 
375 
169 

93 
146 
328 
267 
191 
294 
456 
112 
127 
298 
297 
275 
275 
275 
312 

65 
131 
299 
458 
458 
144 
398 
398 
262 
446 
288 
288 
186 

51 
159 
294 
179 
202 
322 
328 
331 
297 
243 
165 
131 
369 
364 
161 

25 
258 

78 
264 
428 
174 
427 

16 
323 
176 
390 
393 

44 

132 

4 

121 

86 
420 

96 


HERBERT  POE  (PA) 

HERCEG  LANDFILL  (USED  BY  BARCL  (PA) 

HERCULES  FAPM  ( LAND  FILL)  (MI) 

HERCULES  INCORPORATED  (MO) 

HERCULES  INCORPORATED  (NY) 

HERCULES  INCORPORATED  (OR) 

HERCULES  INCORPORATED  (WI) 

HERCULES  INCORPORATED 

HERCULES  LAKE  CHARLES  PLANT  (U) 

HERCULES  LNDF  VA  PERMIT  164  ( VA ) 

HERCULES  PLANT  (VA) 

HERCULES  PULASKI  VA  PLANT  (VA) 

HERCULES  SANITARY  LANDFILL  (NJ) 

HERCULES  SEC  LAND  BURIAL  FACIL  (NY) 

HERNANDEZ  SITE  A  ( PR ) 

HERNANDEZ  SITE  B  (  PR ) 

HERNANDEZ  SITE  C  (  PR ) 

HICKMAN  PROPERTY  DUMP  ( TN ) 

HICKSVILLE  PLANT  (NY) 

HIDOEN  VALLEY  SANITARY  LANDFIL  (WA) 

HIGGINS  PLANT  (NJ) 

HIGH  ACRES  DEVELOPMENT  CORP  (NY) 

HIGH  ACRES  LANDFILL  (NY) 

HIGH  POINT  LANDFILL  (  NJ ) 

HIGH  POINT  SANITATION  ( NJ  ) 

HIGH  RIDGE 

HIGHGROVE  SANITARY  LANDFILL  (CA) 

HIGHLANDS  LANDFILL  (TX) 

HIGHWAY  90  DISPOSAL  SITE 

HIGHWAY  90  SITE  (TX) 

HIGHWAY  90  SITE  ( TX ) 

HILLSIDE  QUARRY  BELLWOOD  (ID 

HILO  RUBBISH  DUMP  (HI) 

HIMCO-WASTE-AWAY  SERVICE,  INC  (IN) 

HINSDALE/SEXTON  LANDFILL  (ID 

HOBBS  POTASH  FACILITY  (NM) 

HOFFMAN  LANDFILL  ( MD  ) 

HOLDING  POND  FOR  SCRUBBER  WATE  ( GA ) 

HOLDING  POND  FOR  SCRUBBER  WATE  ( NC ) 

HOLDING  POND  FOR  SCRUBBER  WATE  (TN) 

HOLDING  POND  FOR  WASH  WATER  (NC) 

HOLIDAY  KANSAS  (  KS ) 

HOLIDAY  PARK  (NY) 

HOLLAND  TOWNSHIP  LANDFILL  (MI) 

HOLLOWAYS  (MI) 

HOLMES  AND  MADDEN  LANDFILL  (WV) 

HOLMES  ROAD  DUMP  ( TX ) 

HOMA  HILLS  (WY) 

HOMERVILLE  HWY  (CO  LANDFILL)  (GA) 

HOOKER  CHEMICAL  CO  (LANDFILL)  (LA) 

HOPEMILLS  LANDFILL  ( NC ) 

HOPEWELL  CHEMICAL  PLANT  (VA) 

HOPEWELL  CITY  LANDFILL  (  VA ) 

HOPEWELL-ALUM  WORKS  (VA) 

HOPKINSVILLE  CITY  DUMP  (KY) 

HOPKINSVILLE  LANDFILL  (  KY ) 

HOPKINSVILLE  LANDFILL  (  KY ) 

HOPKINSVILLE  PLANT  (KY) 

HOPKINSVILLE  SANITARY  LANDFILL  (KY) 

HOUSTON  CHEMICAL  PLANT  (OK) 

HOUSTON  CHEMICAL  PUNT  (TX) 

HOUSTON  INDUSTRIAL  (  TX ) 

HOUSTON  PLANT  ( TX ) 

HOUSTON  PLANT  (  TX ) 

HOUSTON  PLANT  ( TX ) 

HOUSTON  PLANT  ( TX ) 

HOUSTON  PLANT  (TX) 

HOUSTON  PLANT  ( TX ) 

HOUSTON  PLANT  SITE  ( TX ) 

HOUSTON  REFINERY  (  TX ) 

HOWARD  COUNTY  LANDFILL  (MO) 

HOWEVALLEY  UNDFILL  (KY) 

HRANICA  (PA) 

HRH  INDUSTRIES  INC  (OH) 


330 
331 
177 
196 
242 
317 
446 
458 
148 
423 
422 
424 
223 
243 
342 
341 
342 
362 
243 
430 
220 
241 
254 
235 
211 
458 

35 
390 
458 
393 
414 

87 

84 
111 

96 
237 
160 

68 
266 
365 
275 
125 
252 
176 
174 
436 
393 
450 

80 
146 
263 
423 
423 
423 
132 
132 
132 
132 
132 
313 
393 
393 
383 
393 
393 
394 
403 
403 
394 
394 
165 
138 
336 
281 
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HUBBARD -WILSON'S  LANDFILL  (NY) 

HUBERT  ATKINS  PROPERTY  *4  (NO 

HUDSON  OIL  REFINERY  (NJ) 

HUDSON  REF  (NJ) 

HUDSON  REFINERY  (NY) 

HUDSON  REFINERY  (NY) 

HUGHES  ROAD  SANITARY  LANDFILL  (OH) 

HUGHS  LANFILL  (TX) 

HUKILL  CHEMICAL  COMPANY  (OH) 

HUMBLE  OIL  &  REFINING  CO.  DUMP  (TX) 

HUNTLEY  POWER  STATION  (NY) 

HUNTS  DISPOSAL  (WI) 

HURLWOOD  PLANT  (TX) 

HURON  PLANT  (OH) 

HYDE  PARK  BOULEVARD  (NY) 

HYON  WASTE  MANAGEMENT  (ID 

HYPALON  WASTE  LANDFILL  (TX) 

HYPALON-LINED  ARSENIC  SULFIDE  (CA) 

I  T  YARO  (CA) 

I. P.  CO.  LANDFILL  (LA) 

IGD  KINGSPORT  ACETYLEME  PLANT  (TN) 

IKE  FURRS  PRIVATE  PROPERTY  (MS) 

ILLINOIS  VALLEY  DISPOSAL  (ID 

ILLIOPOLIS  CITY  DUMP  (ID 

IMESON  LANDFILL  (FD 

IMPERIAL  COUNTY  DUMP  (CA) 

IMPOUND  81  (TN) 

IMPOUND  ttZ    (TN) 

IMPOUND  *3  (TN) 

IMPOUND  A  (TN) 

IMPOUND  B  (TN) 

IMPOUND  C  (TN) 

IMPOUND  D  (TN) 

IMPOUND  E  (TN) 

IMPOUND  NOS  13&4)  (MI) 

IMPOUNDING  BASIN  NO.KT.P.CO)  (LA) 

INCINERATION  AND  OPEN  BURNING  (FD 

INCINERATOR  (KY) 

INCINERATOR  (LA) 

INCINERATOR  (TN) 

INCINERATOR  (VA) 

INCINERATOR  COMPLEX  (ID 

INCINERATOR-GENERAL  ELECTRIC  C  (MA) 

IND  LIQUID  WASTE  DISPOSAL  CO  (IN) 

IND  LIQUID  WASTE  DISPOSAL  CO  (IN) 

INDEPENDENCE  EXCAVATING  LANDFI  (OH) 

INDUSTRIAL  CHEMICAL  CO.  INC.  (SO 

INDUSTRIAL  CINDERS  (IN) 

INDUSTRIAL  LAND  RECLAIMING  INC  (NJ) 

INDUSTRIAL  LANDFILL-KY  082.02  (KY) 

INDUSTRIAL  LIQUID  WASTE  DISP  C  (IN) 

INDUSTRIAL  VINYLS,  INC.  (FD 

INDUSTRIAL  WASTE  CONTROL  (TX) 

INDUSTRIAL  WASTE  CONTROL-ORANG  (TX) 

INDUSTRIAL  WASTE  DISPOSAL  (KY) 

INDUSTRIAL  WASTE  DISPOSAL  CO. 

INDUSTRIAL  WASTE  HAULING,  INC.  (KY) 

INDUSTRIAL  WASTES  INC  (PA) 

INDUSTRIAL  WELDING  SITE  (NY) 

INED  IMPERVIOUS  EVAPORATION  (NV) 

INGLEWOOD  PLANT  (  CA ) 

INLAND  CHEMICAL  PUERTO  RICO  (PR) 

INLAND  CHEMICORP.  SPECIALITY  C  (KY) 

INLAND  LAND  FILL  (OH) 

INSTITUTE  PLANT  (WV) 

INTEC  INDUSTRIAL  TECTONICS  INC  (IN) 

INTEREX  CORPORATION  (MA) 

INTERFLOW  SYSTEMS,  LTD.  (CANADA) 

INTERNATIONAL  PAPER  COMPANY  LA  (FD 

INTERNATIONAL  PETROLEUM  CORP  (FD 

INTERNTL  MINERALiCHEMICAL  CORP  (AD 

INTERNTL  MINERALSCHEMICAL  CORP  (GA) 

INTERNTL  MINERAL8CHEMICAL  CORP  (MS) 

INTERNTL  MINERAL4CHEMICAL  CORP  (NO 


240 
266 
216 
216 
245 
246 
283 
394 
280 
373 
257 
445 
399 
298 
249 
90 
375 
35 
42 
154 
363 
192 
101 
97 
59 
25 
358 
359 
359 
359 
359 
359 
359 
359 
177 
154 
64 
129 
157 
367 
427 
100 
171 
110 
113 
298 
354 
112 
216 
129 
110 
60 
378 
401 
131 
458 
131 
319 
249 
204 
25 
343 
136 
296 
436 
116 
170 
452 
62 
63 
7 
69 
193 
276 


INTERNTL  MINERAL4CHEMICAL  CORP  (SO 

INTERNTL  MINERAL&CHEMICAL  CORP  (SO 

INTERSTATE  CONCENTRATING  CO.  (NJ) 

INTL  POLLUTION  CONTROL  INC  (TX) 

IOWA  PARK  LANDFILL  (  TX ) 

IRONTON  COKE  CORPORATION  (OH) 

IRONTON  TAR  PLANT  (OH) 

IRONWOOD  LANDFILL  (MN) 

IRVING  CITY  DUMP  (TX) 

ISHPEMING  MI  CITY  LAND  TALL  (MI) 

ISLAND  INCINERATOR  (NO 

ISLAND  LANDFILL  (NO 

ISLAND  PARK  LIQUID  WASTE  DISPO  (NY) 

IT  ENVIRONMENTAL  OF  CONTRA  COS  (CA) 

IT  ENVIRONMENTAL  OF  SOLANO  COU  (CA) 

IVANHOE  PLANT  (LA) 

IWC  SITE  (TX) 

IWD  LIQUID  WASTE  (OH) 

IWD  LIQUID  WASTE  INC  (OH) 

J  &  L  (IN) 

J  4  L  OIL  SERVICE  (LA) 

J  B  LOCKHART  CONSTRUCTION  CO  (OH) 

J  FRYE  LNDFL  DER  PERMT  *100939  (PA) 

J  LEE  PHARR  FARM  (NO 

J  R  MC  CALLA  (MI) 

J  S  BOWERS  ASSOCIATES  (CA) 

J.  FONS  CO.  INC.  (MI) 

J.  PHILLIPS  PROPERTY  (PA) 

J.  PHILLIPS  PROPERTY  (PA) 

J.  R.  OPP  PROPERTY  (PA) 

J.  TEXAS  HOWARD  ORGANIZATION  (OH) 

J.  TEXAS  HOWARD  ORGANIZATION  (OH) 

J. A.  SEARS  OFFICE  SITES  (IN) 

J.D.  CRAWFORD  LANDFILL  (ID 

J.D.  HERSHBERGER  LANDFILL  (OH) 

J.I.S.  COMPANY  (NJ) 

J.L.  MANLEY  (IN) 

J.R.  SIEMONEIT,  CHEM  RECYCL  IN  (TX) 

J-2  DUMP  (INDLUDING  ALL  PONDS  (NV) 

JACK  NEFF  SAND  &  GRAVEL  (OH) 

JACKSON  COUNTY  LANDFILL  (MS) 

JACKSON  PLANT  (MS) 

JACKSONV  CTY  LANDFILL  ATLANTIC  (FD 

JACKSONVILLE  PLANT  (FD 

JACKSONVILLE  PLANT  (FD 

JAEGER  SAND  &  GRAVEL  (WI) 

JAMES  RIVER  (VA) 

JAMES  SMITH  FARM  (TN) 

JAMES  SMITH  PROPERTY  (TN) 

JAMESON  (PA) 

JAYHAWK  PLANT  (KS) 

JEFF  MEAD'S  LANDFILL  (KY) 

JEFFCO  LAND  RECLAMATION  (MO) 

JEFFERSON  BARRACKS  LANDFILL  (MO) 

JEFFERSON  COUNTY  LANDFILL- JOHN  (AD 

JEFFERSON  DISPOSAL  LANDFILL  (LA) 

JEFFERSON  DISPOSAL  LANDFILL  (LA) 

JEFFERSONVILLE  PLANT  (IN) 

JEM  LANDFILL  (NJ) 

JEROME  STRUNK  (IA) 

JERSEY  SANITATION  (ID 

JOE  C.  REVELETTE,  JR.  CO.  (TX) 

JOHN  SCOGGINS  FLOOR  SWEEP  COMP  (OK) 

JOHN  SEXTON  (ID 

JOHN  SEXTON  (ID 

JOHN  SEXTON  (ID 

JOHN  SEXTON,  BLUE  ISLAND  (ID 

JOHN  SMITH  DISPOSAL  SITE  (GA) 

JOHN  SMITH  SOLID  WASTE  SITE  (CA) 

JOHN  W.  PARHAM  (TN) 

JOHNNY  LEE  RANCH  (WY) 

JOHNS  ISLAND  (SO 

JOHNS  LANDFILL  (AD 

JOHNSON  &  SPEAKE  (MD) 


350 
355 

222 
381 
397 
298 
298 
189 
397 
177 
271 
271 
244 
29 
21 
150 
400 
291 
306 
113 
156 
277 
335 
261 
186 
34 
182 
329 
329 
330 
290 
290 
116 
107 
304 
221 
116 
414 
204 
309 
193 
192 
59 
59 
59 
448 
425 
370 
364 
333 
127 
138 
195 
199 
2 
152 
153 
113 
207 
122 
97 
390 
313 
101 
102 
107 
87 
80 
25 
371 
451 
351 
8 
161 


52-419  0-79 
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JOHNSON  COUNTY  LAND  FILL  (KS)  127 

JOHNSON  COUNTY  LANDFILL  (KS)  125 

JOHNSON  LANDFILL  (AL)  5 

JOHNSON,  MALTHY  I   MALLORY,  LTD  (CANADA)       452 

JOHNSON,  MALTHY  4  MALLORY,  LTD  (CANADA)       452 

JOHNSONBURG  WORKS  (PA)  327 

JOHNSONVILLE  PLANT  ( TN  )  369 

JOINT  MEETING  SEWAGE  TREATMENT  ( NJ )           218 

JOLIET  PLANT  (ID  98 

JOLIET,  ILLINOIS  60436  (ID  98 

JONAS,  COMPANY  ( NJ  )  233 

JONES  FARM  (NO  273 

JONES  LANDFILL  (OH)  279 

JONES  LANDFILL  (OH)  291 

JONESBORO  MUNICIPAL  LANDFILL  ( AR )  16 

JOSLYN  ROAD  LANDFILL  (MI)  182 

JOY  RECLAMATION  CO.  ( MD  )  164 

KAILUA  LANDFILL  (HI)  84 

KALAMAZOO  COUNTY  LANDFILL  (MI)  181 

KALAMAZOO  LAND  FILL  (MI)  177 

KALAMAZOO  WORKS  (MI)  178 

KANAWHA  BLOCK  CO  ( WV )  436 

KANAWHA  COUNTY  LANDFILL  ( WV )  436 

KANSAS  CITY  REFINERY  (KS)  126 

KANSAS  INDUS  ENVIRO  SERV,  INC.  459 

KATY  PLANT  (TX)  397 

KAWKAWLIN  PLANT  (MN)  189 

KEARNY  DUMP  ( NJ  )  222 

KEARNY  PLANT  ( NJ )  223 

KECK  FARM  (NY)  241 

KEEFE  ENVIRONMENTAL  SERVICES  (NH)  206 

KEENAN  REPROCESSING  (OH)  284 

KELLY  RUN  SANITATION  (PA)  325 

KEMMERER  COKE  PLANT  (MY)  451 

KENAI  CITY  DUMP  ( AK )  13 

KENNEDY  SANITARY  LANDFILL  (PA)  327 

KENNETH  HARRIS  OIL  FACILITY  (TN)  360 

KENNEWICK  PLANT  (WA)  428 

KENT  CO  DELAWARE  LANDFILL  (DE)  50 

KENT  COUNTY  LANDFILL  (DE)  50 

KENT  COUNTY  LANDFILL  (DE)  50 

KENT  HIGHLANDS  OISPOSAL  SITE  (WA)  429 

KENT  PLANT, WASTE  PONDS  *  SOLID  (WA)           429 

KENTUCKY  PETROLEUM  PRODUCTS  CO  ( KY )           133 

KEOKUK  PLANT  (IA)  123 

KERMAN  CITY  DUMP  (CA)  26 

KERN  COUNTY  DUMP  ( CA )  23 

KERR-MCGEE  CHEMICAL  CORP  (FD  56 

KERSHAW  COUNTY  LANDFILL  ( SC )  351 

KETTLEMAN  HILLS  ( CA )  22 

KEWANEE  INDUSTRIES,  INC.  459 

KEYSTONE  COKE  CO.  (PA)  322 

KEYSTONE  SANIT/MONTG  CO  SALIS  (PA)            338 

KEYSTONE  SPORTSMAN  ASSOCIATION  (PA)           332 

KIES  DISPOSAL  SITE  (KS)  128 

KILLCREASE  RD .  LANO  FILL  (CITY  ( AL)             2 

KILLINGLY  TOWN  DUMP  (CT)  48 

KIM-BYCK  SANITARY  LANDFILL  ( NJ )  227 

KIM-STAN  LANDFILL  ( VA )  426 

KIMBLE  COAL  COMPANY  (OH)  293 

KIN-BUC  COMPANY  ( NJ  )  217 

KING  ROAD  LUCAS  COUNTY  SANITAR  (OH)           307 

KINGMAN  COUNTY  LANDFILL  ( KS )  126 

KINGSVILLE  TWP.  DUMP  (OH)  299 

KINSLEY  LANDFILL  (NJ)  216 

KINSLEY  LANDFILL  INC  ( NJ )  219 

KINSTON  CITY  LANDFILL  (NO  268 

KINSTON  PLANT  DISPOSAL  AREA  (NO  268 

KINSTON  PLANT  INCINERATOR  (NO  268 

KLONDIKE  LANDFILL  (FD  63 

KNICKERBOCKER  SANITARY  LANDFIL  (PA)           328 

KNOB  CREEK  (NO  261 

KNOLLS  ATOMIC  POWER  LAB  (NY)  255 

KNOX  COUNTY  LANDFILL  (ID  107 


(MD) 
(MD) 
(NO 
(SC) 
,  SEABOARD  PL  ( NJ ) 
INC.  (CA) 

(CO) 

(GA) 

(MD) 

(NH) 

(NO 

(PA) 

(PA) 

(WA) 


INC. 
INC. 
INp. 
INC. 
INC. 
INC. 
INC. 
INC. 


KNOXVILLE  PLANT  (TN) 

KOCIDE  CORPORATION  ( TX  ) 

KODAK  PARK  (NY) 

KOPPER'S  (AL) 

KOPPERS  (ID 

KOPPERS  CO.  INC  (TX) 

KOPPERS  CO.  INC.  (OH) 

KOPPERS  CO.,  INC  (MI) 

KOPPERS  CO. ,  INC. 

KOPPERS  CO.,  INC. 

KOPPERS  CO. ,  INC. 

KOPPERS  CO.,  INC. 

KOPPERS  CO. ,  INC. 

KOPPERS  COMPANY, 

KOPPERS  COMPANY, 

KOPPERS  COMPANY, 

KOPPERS  COMPANY, 

KOPPERS  COMPANY, 

KOPPERS  COMPANY, 

KOPPERS  COMPANY, 

KOPPERS  COMPANY, 

KOPPERS  COMPANY, 

KOPPERS  COMPANY,  INC.  (WD 

KOPPERS  COMPANY,  INC.  (WI) 

KOPPERS  COMPANY,  INC. 

KRAMER  MINE  INCLINED  SHAFT  (MO) 

KRAMER'S  LANDFILL  ( NJ ) 

KRAMER'S  LANDFILL  ( NJ ) 

KSF  POND  (ID 

L  A  COUNTY  JOINT  WATER  POLLUTI  ( CA ) 

L.  FINE  (MA) 

LA  GRANDE  PLANT  (OR) 

LA  PORTE  PLANT  (  TX ) 

LADSON  LANDFILL  ( SC) 

LADSON  LANDFILL  (SO 

LAGEON  AN0  LANDFILL  DISPOSAL  ( TX ) 

LAGON  (CA) 

LAGOON  (OH) 

LAGUNA  TOSTON  ( NM ) 

LAKE  CHARLES  PLANT  (LA) 

LAKE  CHARLES  REFINERY  SITE  (LA) 

LAKE  COUNTY  BAILER  (OH) 

LAKE  COUNTY  LAND  IMPROVEMENT  (OH) 

LAKE  LAND  FILL  (WILLOW  DUMP)  (ID 

LAKE  LANDFILL  INC  (ID 

LAKE  ZURICH  VILLAGE  DUMP  (ID 

LAKEMAR  (IN) 

LANCASTER  LANDFILL  (NY) 

LAND  J  LAKES  LANDFILL  (ID 

LAND  AND  LAKES  (ID 

LAND  AND  LAKES  COMPANY  (ID 

LAND  FILL  «2  ( CA ) 

LAND  FILL  AREA  (ID 

LAND  RECLAMATION  (NY) 

LAND  RECLAMATION  SITE  (NY) 

LANDER  LAGOON  ( WY ) 

LAND FARM  (LA) 

LANDFARM  (WV) 

LANDFILL  (  AR ) 

LANDFILL  (IN) 

LANDFILL  (IN) 

LANDFILL  (  LA) 

LANDFILL  (  LA) 

LANDFILL  (OH) 

LANDFILL  (ON  SITE)  (GA) 

LANDFILL  &  NON-EXP  OPEN  BURN  (MO) 

LANDFILL  -  LINTON  -  SOUTH  (IN) 

LANDFILL  -  VICTORY  DISPOSAL  (IN) 

LANDFILL  AND  DEVELOPMENT  CO  (NJ) 

LANDFILL  AND  DEVELOPMENT  CO  ( NJ  ) 

LANDFILL  AND  SETTLING  POND  ( KY ) 

LANOFILL  AND  WASTE  PONDS  (LA) 

LANDFILL  EXTENDING  INTO  THE  BA  ( CA ) 

LANOFILL  EXTENOING  INTO  THE  BA  (CA) 


363 
394 
255 
12 
106 
394 
310 
183 
165 
166 
270 
348 
223 
42 
44 
79 
166 
206 
270 
320 
339 
429 


459 
195 
215 
225 
106 

22 
171 
317 
398 
351 
351 
398 

34 
278 
237 
155 
148 
303 
281 
101 
101 

99 
112 
244 

90 

93 
101 

33 
107 
241 
249 
451 
142 
437 

18 
110 
116 
142 
145 
303 

80 
194 
118 
118 
208 
226 
137 
143 

36 

37 
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LANDFILL  INC  (KY) 

LANDFILL  NUMBER  8  (MO) 

LANDSCO,  INC.  (CT) 

LAPORTE  PLANT  (TX) 

LARKIN  OIL  (OH) 

LARRY   METZ    LANDFILL    (OH) 

US  MAREAS    (PR) 

LATHROP,  CALIFORNIA  FACILITY  (CA) 

LAUER  LANDFILL  (WD 

LAWRENCE  TODTZ  FARM  (IA) 

LAYCO  CHEMICAL  COMPANY  (FL) 

LEAD  WASTE  BURIAL  PIT  (TX) 

LEDYARD  LANDFILL  (CT) 

LEE  COUNTY  UNO  FILL  (NC) 

LEE  HILL  DISPOSAL  SITE  (VA) 

LEE'S  LANE  LANDFILL  (KY) 

LEE'S  LANE  SANITARY  LANDFILL  (KY) 

LEES  LANDING  LANDFILL  (KY) 

LEES  LANE  NORTH  SITE  (KY) 

LEES  LANE  SOUTH  SITE  (KY) 

LEESPORT  LANDFILL  (PA) 

LELAND  CITY  DUMP  (MS) 

LEMAY  SEWAGE  TREATMENT  PL  OF  M 

LEMOYNE  PLANT  (AL) 

LENAWEE  DISPOSAL  SERVICE  (MI) 

LENOIR  COUNTY  LANDFILL  (  NC ) 

LEOMINSTER  MUNICIPAL  LANDFILL  (MA) 

LEROY  EARNHARDT  PRIVATE  PROPER  (SD) 

LETART  WV  LANDFILL  (WV) 

LEWISTON  QUANY-ART  PARK  (NY) 

LEXINGTON  COUNTY  LANDFILL  (SO 

LIBERTY  TOWNSHIP  DUMP  (OH) 

LIBERTY  WASTE  DISPOSAL  ( TX ) 

LIBERTY  WASTE  DISPOSAL  ( TX ) 

LIBERTY  WASTE  DISPOSAL  CO. -DAY  (TX) 

LIBERTY  WASTE  DISPOSAL  SITE  ( TX ) 

LIDO  INDUSTRIAL  PROOUCTS  (CANADA) 

LIGHT  OIL  SLUDGE  LAGOON-EAST  (NJ) 

LIGHT  OIL  SLUDGE  LAGOON-WEST  (NJ) 

LIGONIER  CITY  DUMP/LANDFILL  (IN) 

LIME  DISPOSAL  AREA  (MA) 

LIME  PONDS  (SEC  36  T5S  R67W  6T  (CO) 

LIME  SLURRY  PONDS  (AL) 

LINDEN  SITE  (NJ) 

LIPARI  LANDFILL  (NJ) 

LIQUID  DISPOSAL  COMPANY  (MI) 

LIQUID  WASTE  DISPOSAL  OF  KENTU  (KY) 

LIQUID  WASTE  DISPOSAL,  INC.  (VA) 

LIQUID  WASTE  INC.  (ID 

LIQWACON  CORP.  (CT) 

LITTLE  ROCK  PLANT  (AR) 

LIVINGSTON  (AL) 

LIVINGSTON  PARISH  LANDFILL  BFI  (LA) 

LLANGOLLEN  COUNTY  LANDFILL  (DE) 

LLANGOLLEN  ESTATES-LANDFILL  (DE) 

LLANGOLLEN  LANDFILL  (DE) 

LNDFIL  WESTSIDE  BNK  STURGN  CRK  (NC) 

LOCKPORT  CITY  LANDFILL  (NY) 

LOCK PORT  PLANT  (NY) 

LOCKPORT  WATER  WORKS  S  SEWAGE  (ID 

LOG  CABIN  INN  (PA) 

LOMBARD Y  ST.  FOOT  OF  NEWTOWN  C  (NY) 

LONG  BEACH  (CA) 

LONOKE  PUNT  (  AR  ) 

LOT  ADJACENT  TO  JOHN  RANDOLPH  (VA) 

LOUISIANA  DIVISION  (LA) 

LOUISIANA  DIVISION  (U) 

LOUISVILLE  PLANT  (KY) 

LOUISVILLE  PUNT  (KY) 

LOUISVILLE  PLANT  (KY) 

LOUISVILLE  WORK  EI  OU  PONT  DE  ( KY ) 

LOUISVILLE  WORKS  (KY) 

LOUVIERS  PLANT  (CO) 

LOUVIERS  WORKS  (CO) 


133 

197 

47 

398 

299 

286 

342 

26 

445 

120 

63 

376 

47 

273 

426 

134 

134 

134 

134 

134 

337 

193 

459 

1 

173 

268 

170 

357 

438 

244 

351 

297 

391 

399 

383 

373 

452 

209 

209 

114 

171 

43 

9 

224 

232 

186 

134 

425 

95 

48 

17 

8 

141 

51 

51 

53 

269 

245 

245 

99 

330 

239 

27 

17 

423 

152 

152 

134 

135 

135 

135 

135 

45 

45 


LOWER  40  (UT) 

LUBBOCK  COUNTY  DUMP  (TX) 

LUCIDOL  DIVISION  BUFFALO  PLANT  (NY) 

LUDINGTON  (MI) 

LULING    PLANT   SITE    (LA) 

LUTTER  BRICK  YARD  (ID 

LWD  SANITARY  LANDFILL  ( KY ) 

LWD/KETTLEMAN  CITY  (CA) 

LYNNCOR/LYNN  VINYL  PUSTICS  (MA) 

LYONDELL  PLANT  (TX) 

M  &  E  SERVICE  (OK) 

lit  J  SOLVENT  (GA) 

M  4  W  UND  FILL  CO  (ID 

M  &  Y  SOLVENTS  (GA) 

M.C.ANDERSON  INC.  PROPERTY  (GA) 

M.T.  SULLIVAN  CO.  (MA) 

M*J  CONSTRUCTION  COMPANY  (U) 

MACOMB  COUNTY  (MI) 

MACOMB  COUNTY  DUMP  (MI) 

MACON  COUNTY  LANDFILL  (ID 

MACON  PRESTRESSED  CONCRETE  CO.  (GA) 

MADERA  COUNTY  DUMP  »1  (CA) 

MADERA  COUNTY  DUMP  811  (CA) 

MADERA  PLANT  (CA) 

MAGNESIA  PLANT  (CA) 

MAGNET  COVE  CHEMICAL  PUNT  (AR) 

MAGNOLIA  CITY  DUMP  (AR) 

MAGNOLIA  PUNT  (AR) 

MAGNOLIA  PUNT  (AR) 

MAJETTE  TOWER  SITE  (FL) 

MAL  LANDFILL  (ID 

MALURO  CREEK  RD.  (NC) 

MALLORY  AIRPORT  LANDFILL  (WV) 

MANAHAWKIN  SITE  ( N J ) 

MANILLA  CREEK  (WV) 

MANSFIELD  TOWN  FILL  (MA) 

MANVEL  DISPOSAL  SITE  (TX) 

MANZARRO  COAL  CO.  (PA) 

MAPICO  PUNT  121  (NJ) 

MARATHON  SERVICE  COMPANY,  INC.  (PA) 

MARBLECLIFF  QUARRIES  DUMP  (OH) 

MARCH  CHEMICALS  (LA) 

MARCUS  HOOK  REFINERY  (PA) 

MARENGO  COUNTY  LANDFILL  (AD 

MARIETTA  PLANT  (OH) 

MARIETTA  SANITATION  CORPORATIO  (OH) 

MARINA  DISPOSAL  SITE  (CA) 

MARINE  VIEW  DRIVE  SITE  (WA) 

MARIO'S  (NJ) 

MAR ISO L  INC  (NJ) 

MARSHALL  CONSTRUCTION  DUMP  (VA) 

MARTIN  HOLLOW  UNDFILL  (WV) 

MARTIN-MARIETTA  AGGREGATES,  AR  ( NC ) 

MARTIN-MARIETTA  QUARRY  (  NC ) 

MARTINEZ  REGENERATION  SULFURIC  (CA) 

MARTINTOWN  UNDFILL  (AD 

MARYLAND  SAND,  GRAVEL  4  STONE  (MO) 

MASON  4  ELMORE  OIL  CO.  (SO 

MATTHEW  4  LORRAINE  CANESTRALE  (PA) 

MAURY   COUNTY    SANITARY    UNDFILL    (TN) 

MAY    PLANT    (SO 

MAZZARO  LAND  FILL  (PA) 

MAZZARO  LAND  FILL  (PA) 

MC  MANUS  LANDFILL  (IA) 

MCCARTY  DEVELOPMENT  CO.  (MO) 

MCCARTY  LANDFILL  (TX) 

MCCARTY'S  BALD  KNOB  SITE  (IN) 

MCCARTY'S  HIGHWAY  62  SITE  (IN) 

MCCARTY'S  HOLLER  ROAD  SITE  (IN) 

MCKEE  PUNTS  (TX) 

MCKINLEY   AVENUE    DUMP 

MCKINNEY    UNDFILL    (ID 

MCRACKEN  FARM  ( NC) 

MEDFORD  WORKS  (MA) 


415 

399 

240 

179 

149 

95 

131 

26 

170 

380 

311 

69 

102 

69 

77 

169 

142 

181 

187 

96 

79 

28 

28 

28 

31 

17 

17 

17 

17 

55 

94 

262 

442 

212 

435 

170 

399 

321 

226 

334 

290 

144 

328 

8 

300 

301 

37 

431 

213 

226 

421 

438 

262 

261 

29 

8 

165 

350 

329 

360 

346 

321 

329 

120 

197 

394 

114 

115 

115 

410 

459 

93 

273 

170 
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MEDINA  PLANT  (OH) 

MEMPHIS  PLANT  (TN) 

MENASHA  WORKS  (HI) 

MENLO  PARK  DISPOSAL  FACILITY  (CA) 

MENNEGANS  LANDFILL  (ID 

MERCURY  CELL  BRINE  PONDS  &  LAN  (AL) 

MERICHEM  (TX) 

MESA  ARIZONAFACILITY  (  AZ  > 

METALORES  INTERNATIONAL  (JAPAN) 

METRO  DEPARTMENT  OF  WATER  SERV  (TN) 

METRO  DISPOSAL  SERVICE  (  WI ) 

METRO  NASHVILLE  DUMPS  (  TN ) 

METROPOLIS  WORKS  (ID 

METROPOLITAN  DISPOSAL  (ID 

METROPOLITAN  LANDFILL  (ID 

METROPOLITAN  SEWER  DISTRICT  (OH) 

METUCHEN  N.J.  PUNT  (  NJ  ) 

METUCHEN  WORKS  ( NJ ) 

MEXICO,  KENTUCKY  MILL  (  KY ) 

MICHIE  DUMP  (TN) 

MICHIGAN  PETROLEUM  (MI) 

MICHIGAN  SILICA  CO  (MI) 

MID  DISPOSAL  SITE  (WA) 

MID-AMERICA  INDUSTRIAL  DISTRIC  (OK) 

MIDDLE  RD  FOR  BRENKUS  EXCAV  CO  (OH) 

MIDDLEPORT  PLANTSITE  (NY) 

MIDDLESEX  BORO  DUMP  (  NJ ) 

MIDDLESEX  N.J.  PLANT  SITE  (NJ) 

MIDDLETOWN  CITY  DUMP  (NY) 

MIDDLETOWN  WORKS  (OH) 

MIDDLETOWN,  OHIO  FACILITY  (OH) 

MIDLAND  PLANT/MICHIGAN  DIVISIO  (MI) 

MIDLAND  PROCESSING  INC.  (NY) 

MIDLAND  PROCESSING  INC.  (NY) 

MIDWAY  LANDFILL  (ID 

MIDWAY  TANK  CAR  WASHING  ( TX ) 

MIDWEST  OIL  RECOVERY  (OH) 

MILAM  (ID 

MILAM  81  (ID 

MILAN  YARD  LANDFILL  (NO 

MILE  ROAD  DUMP  (MA) 

MILL  SERVICE  INC  (PA) 

MILL  SERVICES  (PA) 

MILLER  WASTE  SOLVENTS 

MILLIGAN  ST.  (CHERRY  ST,  WALKE  (TN) 

MILLIKEN  SITE  «1  (  CA ) 

MILLMASTER  CHEMICAL  CO.  (NY) 

MILWAUKEE  COUNTY  LANDFILL  (WI) 

MINERA  ROSICLER  S.A.  DE  C.V.  (MEXICO) 

MINERA  ROSICLER  S.A.  DE  C.V.  (MEXICO) 

MINK  SHOALS  LANDFILL  (WV) 

MINNESOTA  COKE  PLANT  (  MN ) 

MIRABITO  PROFERTY  (NY) 

MIRAMAR  LANDFILL  (  CA ) 

MISCELLANEOUS  DISPOSAL  AREAS  (TN) 

MISSILE  SILO  CONTAINMENT  FACIL  (  IA ) 

MISSION  CANYON  LAND  FILL  *3  (CA) 

MISSISSIPPI  RIVER  U.S. CORPS  OF  (LA) 

MOBIL  CHEM  CO  -  MT  PLEASANT  FU  (TN) 

MOBIL  CHEM  CO  -  NICHOLS  PLANT  (FD 

MOBIL  CHEM  CO  -NICHOLS  PLANT  (FD 

MOBIL  CHEM  CO-CARTERET  PLANT  (NJ) 

MOBIL  CHEM  CO-CHARLESTON  PLANT  (SO 

MOBIL  CHEM  CO-FERNALD  PLANT  (OH) 

MOBIL  CHEM  CO-GARY  PLANT  (IN) 

MOBIL  CHEM  CO-NICHOLS  FURNACE  (FD 

MOBIL  CHEMI  O-CROP  CHEM  PLANT  ( TN ) 

MOBIL  CHEMICAL  CO-DEPUE  PLANT  (ID 

MOBIL  CHEMICAL  COMPANY  (MA) 

MOBIL  CHEMICAL  COMPANY  (PA) 

MOBIL  OIL  CORPORATION  (TX) 

MOBIL  OIL  CORPORATION  (  TX ) 

MOBIL  OIL  CORPORATION  (  TX ) 

MOBILE  FACILITY  (AL) 


301 
365 
446 

29 

90 

9 

395 

14 
453 
368 
446 
368 
100 

93 
103 
284 
225 
225 
136 
366 
174 
184 
429 
313 
278 
246 
226 
226 
246 
301 
301 
180 
252 
254 

86 
389 
290 
103 

96 
265 
169 
335 
340 
459 
363 

32 
246 
445 
454 
454 
438 
189 
242 

36 
358 
122 

41 
149 
367 

61 

61 
214 
346 
295 
112 

61 
367 

93 
169 
336 
376 
376 
376 

11 


MOBILE  PLANT  (AL) 

MOBILE  PLANT  (AL) 

MOBILE  PLANT  (AL) 

MOBILE  WASTE  CONTROL  INC.  (KY) 

MODEL  CITIES  LANDFILL  (OH) 

MODERN  DISPOSAL  SERVICES  INC  (NY) 

MODERN  SANITARY  LANDFILL  (PA) 

MODERN  TRANSPORTATION  ( NJ  ) 

MODERN  TRANSPORTATION  (  NJ ) 

MODERN  TRANSPORTATION  CARLSTAD  (NJ) 

MODERN  TRANSPORTATION  CO  ( NJ  ) 

MODERN  TRANSPORTATION  CO.  (NJ) 

MODESTO  PLANT  ( CA ) 

MODESTO  SAND  AND  GRAVEL  ( CA ) 

MODIGLASS  LAND  FILL  (OH) 

MONCUPE  PLANT  (NO 

MONCURE  PLANT  (NO 

MONONGAHELA    PUNT    (PA) 

MONROE  PORT  COMMISSION  LANDFIL  (MI) 

MONROE- LIVINGSTON  CTY  UNDFILL  (NY) 

MONSANTO  (MO) 

MONSANTO  (SAUGET)  IL  UNDFILL  (ID 

MONSANTO  -  LONG  BEACH  (CA) 

MONSANTO  CHEMICAL  COMPANY  (CA) 

MONSANTO  CHEMICAL  COMPANY  (IL) 

MONSANTO  CHOCOUTE  BAYOU  PUNT  (TX) 

MONSANTO  COMPANY  (NY) 

MONSANTO  INDUSTRIAL  CHEMICALS  (IL) 

MONSANTO  LANOFILL  (IL) 

MONSANTO  NORTH  80  ( TX ) 

MONSANTO  SOUTH  20  ( TX  ) 

MONSANTO "S  COLUMBIA  PUNT  (TN) 

MONTAGUE  PLANT  (MI) 

MONTAGUE  WORKS  (MI) 

MONTEREY  PARK  DUMP  (CA) 

MONTEZUMA  FLY  ASH  PILE  (IN) 

MONTGOMERY  COUNTY  UNDFILL  (IN) 

MONTGOMERY  PROPERTY  DUMP  (TN) 

MONTICELLO  PUNT  (MS) 

MONTROSE  EVAPORATION  POND  (NV) 

MONTVILLE  LANDFILL  (OH) 

MORENCI  TOWN  DUMP  SITE  1  (MI) 

MORENCI  TOWN  DUMP  SITE  2  (MI) 

MORRISVILLE  PLANT-CLOSED  (PA) 

MORRISVILLE    PUNT-SLUDGE    POND    (PA) 

MOSTELLER  OIL  CO.  (NO 

MOTOR  OIL  REFINING  (ID 

MOUNDSVILLE  PLANT  (WV) 

MOUNTAIN  VIEW  LANDFILL  (CA) 

MOUNTAINTOP  LANDFILL  (PA) 

MOYER  LANDFILL  (USED  BY  LUKINS  (PA) 

MOYER  LANDFILL  INC.  (USED  BY  R  (PA) 

MOYERS  SANITARY  LANDFILL  (PA) 

MR.  MCCLUSKEY'S  FARM-RAVINE  (  GA ) 

MRS  HALMON  MIDDLETONS  PRIV  PRO  (MS) 

MSTR  LUBRICANTS-DEMENNO  RESERV  (CA) 

MT  ST  MARY'S  HOSPITAL  (NY) 

MT.  VERNON  CITY  DUMP  (IN) 

MULLINS  LANDFILL  (  MD ) 

MUMFORD-CALEDONIA  SANI  UNDFIL  (NY) 

MUNOIS  MILLS  81  (PA) 

MUNDIS  MILLS  82  (PA) 

MUNICIPAL  DISPOSAL  SITE  (CA) 

MUNICIPAL  DUMP 

MUNICIPAL  DUMP 

MUNICIPAL  DUMP  (KENT  PRICE  FAR  ( MD ) 

MUNICIPAL  INCINERATOR  (  WI ) 

MUNICIPAL  LANDFILL  (MA) 

MUNICIPAL  LANDFILL  (NO 

MUNICIPAL  LANDFILL  ( TN ) 

MUNICIPAL  LANDFILL  ( TN ) 

MUNICIPAL  LANDFILL  (  TN ) 

MUNICIPAL  LANDFILL-TOWN  OF  GRO  1 CT ) 

MUNICIPAL  LANFILL-BORDEAUX  ( TN ) 


1 
9 
9 
135 
286 
247 
339 
222 
223 
213 
234 
223 

29 

30 
280 
269 
269 
329 
180 
240 
199 
103 

27 

38 
103 
372 
247 
104 
104 
411 
412 
360 
180 
180 

30 
114 
111 
361 
192 
204 
301 
181 
181 
330 
330 
262 
100 
439 

31 
327 
322 
322 
324 

75 
192 

23 
244 
115 
165 
240 
339 
339 

36 
459 
459 
164 
448 
171 
269 
368 
368 
368 

46 
368 
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MUNICIPAL  LNDFILL  (TN) 

MUNICIPAL  SANITARY  LANDFILL  (NJ) 

MUNICIPAL  SANITARY  LANDFILL  AU  (NJ) 

MUNICIPAL  SEWAGE  SYSTEM  (DE) 

MUNICIPAL  SEWAGE  TREATMENT  PLT  (NJ) 

MUNICIPAL  SEWER  PLANT  (MA) 

MUNICIPAL  SITES  OF  HILLSBORO  C 

MUSCANTINE  PLANT  (IA) 

MUSCATINE  CO  SANITARY  LANDFILL  ( IA ) 

MUSCLE  SHOALS  PLANT  (AL) 

MUSGROVE  PROPERTY  (GA) 

MUSKEGO  LANDFILL-WAVER  (WI) 

N  CAROLINA  NITROGEN  COMPLEX  (NO 

N  CAROLINA  NITROGEN  COMPLEX  (NO 

N  R  HAMM-WILLIAMSTOWN  QUARRY  (KS) 

N  TONAWANDA  PUNT  DUREZ  DIVISI  (NY) 

N.  CHARLESTON  P.S.  LANDFILL  (SO 

N.  CHARLESTON  P.S.  LANDFILL  (SO 

N.Y.C  DEPARTMENT  OF  SANITATION  (NY) 

N/A  ( LA ) 

NALCO  CHEMICAL  COMPANY  (TX) 

NALCO  CHEMICAL  COMPANY  ( TX ) 

NAME  UNREPORTED  (ID 

NAME  UNREPORTED  (ID 

NAME  UNREPORTED  (ID 

NAME  UNREPORTED  (LA) 

NAME  UNREPORTED  (NE) 

NAME  UNREPORTED  (NJ) 

NAME  UNREPORTED  ( NJ ) 

NAME  UNREPORTED  ( N J ) 

NAME  UNRE PORTED  (OH) 

NAME  UNREPORTED  (OK) 

NAME  UNREPORTED  (OK) 

NAME  UNREPORTED  (PA) 

NAME  UNREPORTED  (TX) 

NAME  UNREPORTED  (TX) 

NAME  UNREPORTED  (TX) 

NAME  UNREPORTED  (VA) 

NAME  UNREPORTED  (WV) 

NAME  UNREPORTED  (WV) 

NAME  UNREPORTED  (WV) 

NAME  UNREPORTED  (WV) 

NAME  UNREPORTED  (WV) 

NAME  UNREPORTED  (WV) 

NAME  UNREPORTED  (WV) 

NAME  UNREPORTED 

NAME  UNREPORTED 

NAME  UNREPORTED 

NAME  UNREPORTED 

NAME  UNREPORTED 

NAME  UNREPORTED 

NAME  UNREPORTED 

NASHUA  PLANT  (NH) 

NATIONAL  DISTILLERS  &  CHEMICAL  (CA) 

NATIONAL  DISTILLERS  £  CHEMICAL  (ID 

NATIONAL  DISTILLERS  4  CHEMICAL  ( KS ) 

NATIONAL  DISTILLERS  &  CHEMICAL  (NJ) 

NATIONAL  DISTILLERS  8  CHEMICAL  (OH) 

NATIONAL  DISTILLERS  &  CHEMICAL  (TX) 

NATIONAL  DISTILLERS  S  CHEMICAL  (TX) 

NATIONAL  OIL  SERVICE  OF  LA., IN  (LA) 

NATIONAL  WASTE  OIL  CO  ( TN ) 

NATIONAL  WASTE  OIL  CO 

NATIONAL  WORKS  (OH) 

NATRIOM  PLANT  (WV) 

NECHES  BUTANE  BURNING  AREA  (TX) 

NECHES  BUTANE  LANDFARM  (TX) 

NECHES  BUTANE  FRODUCTS  CO  (TX) 

NECHES  RIVER  TREATMENT  CORP  (TX) 

NECO  CHEMICAL  WASTE  DISPOSAL  F  (TX) 

NELA  PARK  DUMP  (OH) 

NELSON  (MAPLEWOOD)  (LA) 

NELSON  CHEMICAL  COMPANY  (MI) 

NELSONS  DUMP(S)  (LA) 


369 
228 
223 
52 
222 
171 
460 
123 
123 
10 
68 
446 
260 
260 
127 
252 
352 
352 
239 
149 
384 
406 
91 
91 
91 
144 
202 
217 
221 
221 
305 
315 
315 
321 
383 
396 
396 
418 
437 
437 
437 
437 
439 
439 
443 
463 
463 
464 
464 
464 
464 
464 
206 
20 
107 
125 
228 
284 
384 
413 
150 
359 
460 
288 
439 
407 
407 
407 
376 
408 
293 
148 
174 
156 


NEUCES  COUNTY  (TX) 

NEUTRALIZATION  POND  (IN) 

NEUTRALIZING  BASIN-103  WEST  (NJ) 

NEVILLE  ISLAND  PLANT  (PA) 

NEW  ALBANY  DUMP  (IN) 

NEW  CITY  LANDFILL  ( GA ) 

NEW  CLAY  DUMP  (PA) 

NEW  COLUMBUS  LANDFILL  INC.  (OH) 

NEW  CUMBERLAND  SANITATION  INC  (WV) 

NEW  EBENEZER  CHURCH  PKNG  LOT  (MS) 

NEW  GEORGIA  LANDFILL  (AD 

NEW  HANOVER  COUNTY  LANDFILL  (NO 

NEW  HANOVER  CTY  LNDFL  (NO 

NEW  ROAD  LANDFILL  ( NJ ) 

NEW  STERLING  LANDFILL  (GA) 

NEW  WALES  CHEMICALS,  INC.  (FD 

NEW  YORK  CITY  DUMP-LANDFILL  (NY) 

NEWARK  NJ  PLANT  OF  SCA  CHEM  SE  ( N J ) 

NEWARK-PHOSPHATE  PLANT  (CA) 

NEWBERRY  COMPANY  (OH) 

NEW3ERRY  DUMP  (CA) 

NEWBERRY  PLANT  ( CA ) 

NEWBURGH  INCINERATOR  PLANT  (NY) 

NEWBURGH  PLANT  LANDFILL  (NY) 

NEWBY  ISLAND  ( CA ) 

NEWCO  CHEMICAL  WASTE  (NJ) 

NEWCO  CHEMICAL  WASTE  SYSTEMS  (OH) 

NEWCO  CHEMICAL  WASTE  SYSTEMS  (OH) 

NEWCO  CHEMICAL  WASTE  SYSTEMS  I  (NY) 

NEWELL  WORKS-PLANT  DUMPSITE  (PA) 

NEWPORT  PIGMENTS  PLANT  (DE) 

NEWTON  COUNTY  LANDFILL  ( GA ) 

NEWTON  COUNTY  LANDFILL  ( GA ) 

NEWTOWN  REFINERY  (NY) 

NEWTOWN  REFINING  CO 

NIAGARA  COUNTY  DUMP  (NY) 

NIAGARA  COUNTY  LANDFILL  (NY) 

NIAGARA  COUNTY  REFUSE  DISP  DIS  (NY) 

NIAGARA  COUNTY  REFUSE  DISPOSAL  (NY) 

NIAGARA  CTY  REFUSE  DISP  DIST  (NY) 

NIAGAPA  FALLS  PLANT  (NY) 

NIAGARA  FALLS  PUNT  (NY) 

NIAGARA  RECYCLING  (NY) 

NICHOLS  PLANT  (FD 

NITRO  LANDFILL  (WV) 

NITRO  LANDFILL  ( WV ) 

NITRO  LANDFILL  (WV) 

NITRO  PLANT  ( WV ) 

NITRO  PUNT  (WV) 

NITRO  SANITARY  DEPT.  MAIN  4  LO  (WV) 

NITRO  WORKS  (WV) 

NITROGLYCERIN  WASTE  WATER  POND  ( WI ) 

NL  CHEMICALS, TITANIUM, ST. LOUIS  (MO) 

NL  INDUSTRIES,  NL  CHEMICALS  DI  (MO) 

NO  1  TRP  (ID 

NO  2  TRP  (ID 

NO  3  WASTE  WATER  POND  (TX) 

NO.  SHORE  MAT'L  (ID 

NO.  1  (KS) 

NO.  1  (NM) 

NO.  1  (TX) 

NO.  1  (TX) 

NO.  1  (TX) 

NOLTE  PROPERTY  (PA) 

NOPBERT  NEJDL  ( IA ) 

NORFOLK  SUPERPHOSPHATE  PLANT  (VA) 

NORRIS  FARM  LANDFILL  (MD) 

NORRIS  UNDFILL  (OH) 

NORTH  ADAMS  SANITARY  UNDFILL  (MA) 

NORTH  AMERICAN  ENVIRONMENTAL  (  TN ) 

NORTH  ANDOVER  TOWN  LAND  FILL  (MA) 

NORTH  BEND  DUMP  (OH) 

NORTH  BEND  PLANT  NO.  95  ( U ) 

NORTH  BUFFALO  POLLUTION  CONTRO  (NO 


408 
110 
209 
331 
115 
78 
321 
290 
439 
192 
3 
261 
275 
226 
82 
61 
239 
228 
31 
284 
31 
31 
248 
248 
37 
228 
286 
309 
249 
331 
52 
74 
75 
246 
460 
245 
245 
245 
245 
259 
249 
249 
250 
61 
439 
440 
440 
440 
440 
440 
440 
445 
199 
199 
98 
98 
403 
100 
127 
237 
379 
398 
409 
323 
123 
419 
163 
281 
171 
371 
171 
284 
145 
266 
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NORTH  CENTRAL  LANDFILL  (  TX ) 

NORTH  DAVIS  COUNTY  LANDFILL  (LTD 

NORTH  DISPOSAL  AREA  (WY) 

NORTH  EMERGENCY  SPILL  BASIN  (OH) 

NORTH  LANDFILL  CITY  OF  JACKSON  (FL) 

NORTH  PILE  (TX) 

NORTH  RETENTION  POND-ON  SITE  (  TX ) 

NORTH  TONAWANDA  CITY  DUMP  (NY) 

NORTHEAST  SOLITE  CORP  (NY) 

NORTHEAST  SOLITE  CORPORATION  (NY) 

NORTHERN  KENTUCKY  SANITATION  C  ( KY ) 

NORTHGATE  PLANT  (CO) 

NORTHSIDE  LANDFILL  (FL) 

NORTHSIDE  SANITARY  LANDFILL  (IN) 

NORTON  CONSTRUCTION  CO  LANDFIL  (OH) 

NORTON  LANDFILL  (OH) 

NORWOOD  WILSON  PROPERTY  (  VA ) 

NORWOOD  WILSON,  SR.,  FARM  ( VA ) 

NORYL  SOLID  WASTE  MANAGEMENT  F  ( NY ) 

NOT  APPLICABLE  (TN) 

NU-WAY  INDUSTRIES  PUBLIC  LANDF  ( CA ) 

NUCLEAR  ENGINEERING  BEATTY  NEV  ( NV ) 

NUCLEAR  ENGINEERING  COMPANY, IN  (ID 

NUCLEAR  ENGINEERING  MOREHED  KY  (KY) 

NUCLEAR  FUELS  SERVICES  (TN) 

NUCLEAR  RESEARCH  CORPORATION  (PA) 

NUCLEAR  SOURCES  &  SERV,  INC.  (TX) 

NUECES  CO  NAVIGATION  OIST  PROP  ( TX ) 

NUMEROUS  SMALL  FARMS  t   GARDEN  ( NC ) 

O'SHIELDS  ELY  ASH  ( NC ) 

OAKDALE  PLANT  (SITE  »1 )  (LA) 

OAKDALE  PLANT  (SITE  «2  )  (LA) 

OAKLAND  COUNTY  DUMP  (MI) 

OAKLAND  SCAVENGER  (CA) 

OAKRIDGE  (TN) 

OCHES  (WI) 

OCONEE  COUNTY  LANDFILL  (SO 

ODENTON  PLANT  (MD) 

OFF  RIDGE  RD  ( VA ) 

OH  SITE  (OH) 

OHIO  LIQUID  DISPOSAL  COMPANY  (OH) 

OHIO  LIQUID  DISPOSAL,  INC.  (OH) 

OHIO  ROAD  OILING  CO.  (OH) 

OHIO  SANITATION  LANDFILL  (OH) 

OIL  *  SOLVENT  PROCESS  COMPANY  (CA) 

OIL  BURNING  PIT  (LA) 

OIL  CITY  PLANT  (PA) 

OIL  RECOVERY  COMPANY,  INC  (NJ) 

OKLA  STATE  DEPT  OF  HEALTH  PERM  (OK) 

OKLAHOMA  CITY  REAGENT  PLANT  (OK) 

OLD  BETHPAGE  LANDFILL  (NY) 

OLD  BMI  PONDS  ( NV ) 

OLD  BRINE  SLUDGE  LANDFILL  (DE) 

OLD  BURNING  PIT  (  KY ) 

OLD  CITY  LAND  FILL  ( GA ) 

OLD  CLAY  DUMP  (PA) 

OLD  DEARCROP  FARM  (NY) 

OLD  DELAWARE  CITY  LANDFILL  (OH) 

OLD  DUMP  (MI) 

OLD  EAST   LANDFILL  (  KY ) 

OLD  FIREPOND  (  CA ) 

OLD    FORT   NURSERY    (PA) 

OLD  GYPSUM  PILE  (ID 

OLD   HICKORY   GOLF    CLUB    (TN) 

OLD  HICKORY  SITE  ( TN ) 

OLD  HICKORY  SITE  (  TN ) 

OLD  INTERCEPTOR  POND  (WY) 

OLD  KNOX  COUNTY  LANDFILL  (ID 

OLD  PLANT  LANDFILL  (AD 

OLD  SINCLAIR  REFINERY  (OK) 

OLD  STERLING  LANDFILL  (  GA ) 

OLD  WEST  LANDFILL  (KY) 

OLDMANS  TOWNSHIP  SANIT  LANDFIL 

OLDMANS  TOWNSHIP  SANIT  LANDFIL 


386 
415 
450 
279 

59 
403 
386 
252 
238 
247 
138 

44 

59 
119 
281 
288 
423 
423 
256 
371 

26 
204 
105 
136 
362 
337 
395 
381 
274 
261 
150 
151 
173 

37 
369 
447 
352 
166 
424 
290 
295 
308 
290 
299 

21 
157 
332 
215 
315 
312 
252 
205 

50 
129 

77 
325 
255 
292 
187 
130 

26 
331 

98 
370 
370 
370 
450 

95 

9 

313 

82 
130 
460 
460 


OLDMANS  TOWNSHIP  SANIT  LANDFIL 

OLDOVER  CORPORATION  (NY) 

OLDOVER  CORPORATION  (VA) 

OLIN  CORP  (CA) 

OLIN-MATHIESON  DUMP  (NY) 

OMAHA  PAPILLION  CREEK  WASTE  WA  (NE) 

ON  PLANT  LANDFILL  AREA  (NY) 

ON  SITE  (DE) 

ON  SITE  BURIAL  PITS  (FL) 

ON  SITE  DEEP  WELL  (IN) 

ON  SITE  DISFOSAL  AREA  ( TX ) 

ON  SITE  FILL  (VA) 

ON   SITE    LAGOON   AND    LANDFILL   AR    (IN) 

ON  SITE-MEMPHIS  PLANT  (TN) 

ON-PLANT  DISPOSAL  FACILITY  (SC) 

ON-SITE  BURIAL  AREA  (NJ) 

ON-SITE  DISPOSAL  (DE) 

ON-SITE-PLANT  PROPERTY  (ID 

ONSITE  EVAPORATION  PONDS  ( CA ) 

ONSITE  LANDFILL  ( CA  ) 

ONSITE  LANDFILL  (TX) 

ONYX  CHEMICAL  BLUE  ISLAND  PLAN  (ID 

ONYX  CHEMICAL  CO  PLANT  NO  2  (NY) 

OPELOUSAS  PLANT  (LA) 

OPEN  INCINERATOR  ( TX ) 

ORANGE  AVE.  DISPOSAL  SITE  (CA) 

ORANGE  CNTY  SANITARY  LANDFILL  (TX) 

ORANGE  CO  NY  SANITARY  LANDFILL  (NY) 

ORANGE  COUNTY  PRECINCT  NO.  1  ( TX ) 

ORANGE  PLANT  (TX) 

ORANGE  PLANK  ON  SITE  LANDFILL)  ( TX ) 

ORANGE  TEXAS  (TX) 

ORDILL  -  OGDEN  ROAD  (ID 

ORDILL  AREA  12  (ID 

ORDILL  D-AREA  (ID 

OPDILL  FIRE   STATION  (ID 

ORDILL  I-AREA  (ID 

ORDILL  WATER  TOWER  (ID 

ORGANIC  CHEMICALS  AFFILIATEE  (MI) 

ORGANIC  CHEMICALS  DIVISION-HOU  (TX) 

ORGANIC  CHEMICALS  DIVISION-PLA  (MA) 

ORGANICS  DIVISION  ( TX ) 

ORIGINAL  LANDFILL  ( NC ) 

ORLANDO,  FLORIDA  PLANT  (FL) 

ORONOCO  SANITARY  LANDFILL  (MN) 

ORRINGTON  PLANT  (ME) 

ORRVILLE  PLANT  (OH) 

ORRVILLE  PLANT  (OH) 

OSBORNE  (AD 

OSBORNE  PROPERTY  (AD 

OSCAR  CLOYD  PROPERTY  (LA) 

OSWALD'S  (PA) 

OSWEGO  COUNTY  LAND  FILL  (NY) 

OTSEGO  AVENUE  DUMP  (OH) 

OTTATI  4  SONS  ( NH ) 

OWEN'S  LANOFILL  (  NC ) 

OWENS  AVE  LANDFILL  CITY  OF  JAC  (FL) 

OWENSBORO  CITY  LANDFILL  ( KY ) 

OWENSBORO  PLANT  SITE  (KY) 

OXNARO  CITY  DUMP  (  CA ) 

OXNARD  PUBLIC  DUMP  (CA) 

OYSTER  CREEK  DIVISION  ( TX  ) 

P.W.C.  LANDFILL 

P»M  SANITATION  (NJ) 

PACIFIC  CONCRETE  &  ROCK  LANDFI  (HI) 

PACKARD  ROAD  SITE  (NY) 

PAINESVILLE  (OH) 

PAINESVILLE  PLANT  (OH) 

PALMER  SITE  (NY) 

PALMETTO  LAND-FILL  (  SC ) 

PALOS  VERDES  LAND  FILL  NO  4  ( CA ) 

PALOS  VERDES  LANDFILL  tl  (CA) 

PALUZ2I  BROS.  ( NJ ) 

PARADISE  LAKE  (CA) 


460 
247 
418 

28 
250 
202 
254 

49 

64 
114 
406 
425 
114 
366 
352 
232 

50 
100 

30 

30 
372 

87 
255 
151 
376 

25 
400 
247 
401 
400 
401 
401 


89 

89 

89 

175 

395 

168 

403 

271 

62 

189 

159 

303 

303 

10 

4 

156 

329 

253 

291 

206 

261 

59 

136 

137 

33 

33 

389 

460 

229 

84 

250 

303 

304 

257 

351 

36 

36 

213 

21 
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PARK  AREA  LEAD  STYPHNATE  DISPO  (CT) 

PARK  AREA  WASTE  TREATMENT  SLUD  (CT) 

PARKERSBURG  CWV) 

PARKING  LOT  (KS) 

PARKING  LOTS  (NY) 

PARKVILL  DUMPSITE  (MI) 

PAR LIN  (NJ) 

PARLIN  F8F  (NJ) 

PAR LIN  PLANT  (NJ) 

PARSIPPANY  WATER  POLLUTION  CON  (NJ) 

PARSIPPANY-A  (NJ) 

PARSIPPANY-B  (NJ) 

PASADENA  PLANT  <TX) 

PASADENA  PVC  PLANT  (TX) 

PASCO  DISPOSAL  SITE  (WA) 

PASTURE  LAND  (TX) 

PASTURES  (VARIOUS)  (GA) 

PAUL  GRAHAM'S  LANDFILL  (SC) 

PAUL  LOVE'S  PIT  (NO 

PAULSBORO  NJ  PLANT  ( NJ ) 

PAULSBORO  PLANT  (NJ) 

PAULSBORO  PLANT  (NJ) 

PAXTON  LANDFILL  (ID 

PB  4  S  CHEMICAL  CO  (KY) 

PEARCE  AND  LEBLANC  LANDFILL  (LA) 

PEDRICKTOWN  PLANT  WASTE  CHEM  P  (NJ) 

PELICAN  STATE  ENVIRONMENTAL  LA  (LA) 

PENDLETON  SITE  (NY) 

PENNSYLVANIA  COAL  PRODUCTS  (PA) 

PENSACOLA  PLANT  (FD 

PEORIA  DISPOSAL  (ID 

PEORIA  DISPOSAL  (ID 

PERINS  LANDFILL  (PA) 

PETARCIK  SITE  (WA) 

PETER  DIVINO  (  NJ ) 

PETRA-PROCESSORS  ( TX ) 

PETRO-PROCESSORS  OF  LOUISIANA,  (LA) 

PETROCHEMICAL  (LA) 

PETROCHEMICAL  PLANT  (LA) 

PETROCHEMICAL  PLANT  SITE  (LA) 

PETROLEUM  RECYCLING  CORP  (TN) 

PETROLIA  PLANT  (PA) 

PETROLIA  PLANT  (PA) 

PETROLIA  PLANT  (PA) 

PFEIFFER  LANDFILL  CO  (PA) 

PFIZER  INC  (CT) 

PFIZER  INC.  (NJ) 

PFIZER  INC.  (NO 

PFIZER  INC.  (NO 

PFIZER  KINGSTON  &  ARNAULT  MINI  (MO) 

PFIZER  OFF  SITE  FARM  (NO 

PFIZER  PHARMACOUTICALS  INC  (PR) 

PGP  INDUSTRIES  INC  (CA) 

PH  ADJUSTMENT  POND  (TX) 

PHILA  PLANT  (PA) 

PHI LB LACK  PLANT  (TX) 

PHILLIPS  BROS  DIV  OF  ENGLE-MIN  (OK) 

PHILLIPS  CAMP  DUMP  (TX) 

FHILLIPS  PETROLEUM  CO  (TX) 

PHILTEX  CAUSTIC  EVAPORATION  PO  (TX) 

PHILTEX  DRUM  DISPOSAL  SITE  (TX) 

PHILTEX  ON-SITE  LANDFILL  &  BUR  (TX) 

PHILTEX  ONE-ACRE  DISPOSAL  POND  (TX) 

PHOS  UNIT-GYPSUM  PILE  &  RECIRC  (FD 

PICKAWAY  COUNTY  LANDFILL  (OH) 

PICKEL  ISLAND  ( TN ) 

PICKETTVILLE  LAHDF  CO  OF  JACKS  (FD 

PIEDMONT  LANDFILL  ( SC) 

PIGEON  POINT  SANITARY  LANDFILL  (DE) 

PIGMENTS  DIV  OF  PRINTING  INK  (OH) 

PINAL  COUNTY  DUMP  (AZ) 

PINE  SWAMP  (CT) 

PINEWOOD  (SO 

PINEY  POINT  PHOSPHORIC  PRODUCT  (FD 


46 

46 
441 
126 
250 
181 
229 
230 
230 
230 
230 
230 
404 
404 
430 
397 

73 
345 
274 
231 
231 
231 

90 
132 
141 
231 
153 
254 
333 

63 
101 
102 
333 
432 
228 
412 
141 
146 
148 
148 
363 
333 
333 
333 
335 

47 
225 
267 
273 
200 
274 
341 

38 
389 
334 
378 
311 
404 
395 
405 
405 
405 
405 

55 
286 
364 

60 
353 

53 
284 

14 

47 
353 

62 


PIONEER  SAND  COMPANY  (FD 

PIT  SOUTH  OF  JUNC  OF  BELLS  LNE  (KY) 

PIT  SOUTHWEST  OF  JUNC  OF  BELLS  (KY) 

PITS/PONDS/LAGOONS  (LA) 

PITTSBURG  PLANT  (CA) 

PITTSBURGH,  PENNSYLVANIA  FACIL  (PA) 

PLANT  (AD 

PLANT  (NE) 

PLANT  (NE) 

PLANT  (PR) 

PLANT  BURNING  GROUND  (TX) 

PLANT  CITY  PHOSPHATE  COMPLEX  (FD 

PLANT  DUMP  (MI) 

PLANT  FACILITY  (AD 

PUNT  FACILITY  (  AR  ) 

PLANT  FACILITY  (ID 

PLANT  FACILITY  (ID 

PLANT  FACILITY  (MO) 

PLANT  FACILITY  (OH) 

PLANT  INCINERATORS  (NY) 

PLANT  LANDFILL  (AD 

PLANT  LANDFILL  (DE) 

PLANT  LANDFILL  ( NJ ) 

PLANT  LANDFILL  ( SC) 

PLANT  LANDFILL-VA  PERMIT  1156  (VA) 

PLANT  LOCATION  (ME) 

PLANT  MANAGER'S  PROPERTY  (NO 

PLANT   ON-SITE    DUMP    (TX) 

PLANT  PROPERTY  (DE) 

PLANT  PROPERTY  (LA) 

PUNT  PROPERTY  (NY) 

PLANT  PROPERTY  (WI) 

PLANT  SITE  (AD 

PUNT  SITE  (CA) 

PLANT  SITE  (CA) 

PLANT  SITE  (FD 

PLANT  SITE  (IN) 

PUNT  SITE  (U) 

PLANT  SITE  (MS) 

PLANT  SITE  (NV) 

PLANT  SITE  (NJ) 

PLANT  SITE  (NY) 

PUNT  SITE  (OR) 

PUNT  SITE  (SC) 

PLANT  SITE  (TN) 

PLANT  SITE  (TX) 

PLANT  SITE  (TX) 

PLANT  SITE  (TX) 

PLANT  SITE  (WV) 

PLANT  SITE  (POND)  (NY) 

PLANT  SITE  (WELD  (NY) 

PLANT  SITE  -  CLOSED  (WA) 

PLANT  SITE  -  CLOSED  (WY) 

PLANT  SITE  -  OPEN  (UT) 

PLANT  SITE  -  OPEN  ( UT ) 

PLANT  SITE  -  OPEN  ( WA ) 

PLANT  SITE  -  OPEN  (WY) 

PLANT  SITE  FARM  (NO 

PLANT  SITE-CLOSED  (FD 

PUNT   SITE-CLOSED    (U) 

PUNT  SITE-CLOSED    (MT) 

PLANT  SITE-CLOSED  (NE) 

PLANT  SITE-CLOSED  (NV) 

PLANT   SITE-CLOSED    (OH) 

PLANT  SITE-CLOSED  (TN) 

PLANT  SITE-CLOSED  ( TN ) 

PLANT  SITE-OPEN  (FD 

PLANT   SITE-OPEN    (U) 

PLANT  SITE-OPEN  (MT) 

PLANT  SITE-OPEN  (NV) 

PLANT  SITE-OPEN  (OH) 

PLANT  SITE-OPEN  (OR) 

PLANT  SITE-OPEN  ( TN ) 

PUNT  SITE-OPEN  (TN) 


63 

135 

135 

145 

34 

335 

6 

202 

202 

342 

376 

64 

181 

10 

18 

88 

95 

196 

302 

253 

11 

50 

214 

350 

424 

159 

269 

384 

51 

148 

250 

447 

6 

30 

35 

63 

115 

141 

192 

205 

231 

250 

318 

356 

369 

381 

395 

406 

436 

250 

251 

432 

450 

415 

415 

432 

450 

274 

65 

153 

201 

202 

205 

304 

367 

367 

65 

153 

201 

205 

304 

317 

367 

368 
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WASTE  DISPOSAL  SITE  DIRECTORY 


PLANT  SPILL  AREA  (SO 

PLANT  TAILINGS  POND  ( UT  ) 

PLANT  WASTE  WATER  SED/AER  POS  ( WI ) 

PLANT  YARD  (NY) 

PLASTIC  PIPE  PLANT  -  M.A.I.D.  (OK) 

PLATCO  SANITARY  LANDFILL  (MO) 

PLATINA  REFINING  LABS.  INC.  ( NJ ) 

PLATING  WASTE  FIELD-ON  SITE  (MS) 

PLATTCO  LANDFILL  (MI) 

PLATTSMOUTH  LANDFILL  (NE) 

PLAYA  LAKE  ( TX  ) 

PLOW  CREEK  FARM  (ID 

PLUTO  PLANT  (MI) 

PLYMOUTH  RUBBER  CO  INC  (MA) 

PLYMOUTH  SHOPPING  CENTER  (NO 

PO  BOX  171  ROUTE  47  (NJ) 

POCA  RIVER  DUMP  ( WV ) 

POLK  COUNTY  GEORGIA  LANDFILL  (GA) 

POLK  ST.  PLANT  (TX) 

POLLUTION  ABATEMENT  SERVICES  0  (NY) 

POLLUTION  CONTROL  INC  (  AR ) 

POLLUTION  CONTROL  INC.  (MN) 

POLYMERS  DIV. -AUSTELL  PLANT  (GA) 

POLYFROPYLENE  PLANT  INCINERATO  ( TX ) 

POMPTON  LAKES  WORKS  (NJ) 

PONCE  PLANT  (PR) 

PONCHARTRAIN  PLANT  (LA) 

POND  &  INCINERATOR  (MA) 

POND  *2  t    POND  «1  (MI) 

POOL  AREA  FLY  ASH  PILE  (ID 

PORT  ACRES  SITE  (  TX ) 

PORT  ARTHUR  PLANT  "BORROW  PIT"  ( TX ) 

PORT  ARTHUR  PLANT  "BURN  PIT"  ( TX ) 

PORT  ARTHUR  PLANT  DUMP  ( TX ) 

PORT  DISPOSAL  (  CA ) 

PORT  READING  ( NJ ) 

PORTER'S  LANDFILL  (DE) 

PORTLAND,  OREGON  PLANT  (OR) 

POTLATCH  DISFOSAL  SITE  (MN) 

POTOMAC  RIVER  WORKS  ( WV ) 

POWDER  OPERATION  SITE  (ID 

POWER  HOUSE  (TX) 

POZO  HONDO  (PR) 

PPG  -  CIRCLEVILLE  (OH) 

PFG  INDUSTRIES  (LA) 

PPG  INDUSTRIES  (CARIBE)  (PR) 

PRESENT  PORT  ELIZ-PORT  NEWARK  (NJ) 

PRIMARY  &  SECONDARY  SLUDGE  STO  ( NJ ) 

PRIMARY  SLUDGE  BASIN-SOUTHEAST  (  NJ ) 

PRIMARY  SLUDGE  BASIN-SOUTHWEST  (  NJ ) 

PRIMARY  SLUDGE  STORAGE  LAGOON  (NJ) 

PRIMARY  TREATMENT-COMPOSITING  (  NJ ) 

PRIMARY  TREATMENT-SETTLING  LAG  (  NJ ) 

PPINCETON  DISPOSAL  SERVICE  INC  ( NJ ) 

PRISTINE  INC  (OH) 

PRISTINE  INC.  (OH) 

PRIVATE  FARM  (MI) 

PRIVATE  FARM  (NO 

PRIVATE  OWNED  FARMLAND  (IN) 

PRIVATELY  OWNED  FARM  (OK) 

PRIVATELY  OWNED  FARMLAND  (MI) 

PRIVATELY  OWNED  GROUND  ON  CANA  (IN) 

PRIVATELY  OWNED  PASTURE  (OH) 

PPOSSER  RD  (WALKER  FARM)  (TN) 

FRYOR  PLANT-M.C.C.  (OK) 

PUENTE  HILLS  NO.  2  ( CA ) 

PUERTO  RICO  OLEFINS  CORP.  (PR) 

PURE  WATERS  NW  QUADRANT  TREATM  (NY) 

PUTNAM  TOWN  DUMP  (  CT ) 

PUTNAM  TOWN  DUMP  (  CT ) 

PUTT'S  FARM  (NY) 

PUYALLUP  DISPOSAL  SITE  (  WA ) 

PVA/VAC  PROCESS  INCINERATION  ( TX ) 

QUALITY  DRUM  CO.  (SO 


346 
416 
445 
242 
313 
197 
234 
190 
182 
203 
385 
106 
177 
168 
271 
225 
444 

73 
395 
253 

16 
189 

71 
404 
232 
343 
147 
170 
176 
107 
406 
406 
406 
406 

42 
232 

50 
318 
189 
438 

94 
377 
342 
286 
148 
343 
218 
209 
209 
210 
210 
210 
210 
233 
284 
305 
176 
274 
110 
312 
179 
116 
295 
364 
313 

41 
343 
255 

47 

48 
238 
430 
398 
354 


QUARANTINE  ROAD  LANDFILL  (MO) 

QUARRY-OLD  COUNTY  ROAD  AT  GOLF  (ME) 

QUEENSBURY-GLENS  FLS  SAN  LANOF  (NY) 

QUICKWAY  TRASH  REMOVAL  COMPANY  (PA) 

R  *  E  LANDFILL  (MO) 

R.  WELLINGTON  (OH) 

R.T.  SMITH  LAND  ( TN ) 

RACELAND  DUMP  (LA) 

RAOIOACTIVE  WASTE  VAULT  (IN) 

RAISCH  QUARRY  ( CA ) 

RAMSEY  SALVAGE  (  GA ) 

RANDLE  PROPERTY  (AD 

RANDOLPH  REFINERY  ( CA ) 

RANDOLPH  SANITARY  LANDFILL  (MA) 

RANGER  (TX) 

RAPID  CITY  ACETYLENE  PLANT  (SO) 

RAPONI  PROPERTY  (NY) 

RAY  DINGUS  (OH) 

RAY  OBERLY  DISPOSAL  (OH) 

RAYMOND  CARPENTER  LANDFILL  FAC  (KY) 

REAR  82  (ME) 

RECLAMATION  RESOURCES  (PA) 

RECLAMATION  SERVICES  (PA) 

RECOVERY  SERVICES  (MS) 

RECYCLE  INO  INC  MONTAVALE  LABS  (MA) 

RECYCLING  INDUSTRIES  LANDFILL  (MA) 

RECYCLING  LABS  INC  (NY) 

RED  HILL  LAND  FILL  (AD 

RED-BIRD  LANDFILL  (MO) 

REDCOLE  FARM  (NJ) 

REEDBIRD  LANDFILL  (MO) 

REFINERY  (NORTH  PROPERTY)  (LA) 

REFUSE  ENERGY  SYS  CO  (RESCO)  (MA) 

REGAL  PETROLEUM  PRODUCTS  CORP  (NJ) 

REGISTERED  CLASS  III  LANDFILL  (TX) 

REICHHOLD  CHEM  INC  ST  HELENS  P  ( OR ) 

REICHHOLO  CHEM,  INC.  KALISPELL  (MT) 

REICHHOLD  CHEM,  INC.  MALVERN  ( AR ) 

REICHHOLD  CHEM,  INC.  SEWICKLEY  (PA) 

REICHHOLD  CHEMICALS  INC 

REICHHOLD  CHEMICALS  INC 

REICHHOLD  CHEMICALS  INC 

REICHHOLD  CHEMICALS,  INC. 

REICHHOLO  CHEMICALS, 

REICHHOLD  CHEMICALS, 

REICHHOLD  CHEMICALS, 

REICHHOLD  CHEMICALS, 

REICHHOLD  CHEMICALS, 

REICHHOLD  CHEMICALS, 

REICHHOLD  CHEMICALS, 

REICHHOLD  CHIMICALS, 

REICHHOLD  SANITARY  LAND  FILL  (OH) 

RELIABLE  IND  WASTE  DISPOSAL  (CT) 

RENNER  (TX) 

REPAUNO  PLANT  LANDFILL  ( NJ ) 

REPUBLIC  STEEL  (OH) 

RESEARCH  &  DEVELOPMENT  LABORAT  (IN) 

RESERVE  ENVIRONMENTAL  SERVICES  (OH) 

RESIDUE  BURIAL  GROUND  (LA) 

RESIDUE  PIT-101  WEST  (NJ) 

RESINITE  DEP'T  -  NO  ANDOVER  (MA) 

REYNOLDS  DUMP  (PA) 

RHEA  COUNTY  SANITARY  LANDFILL  ( TN ) 

RICHLAND  CO  LNDFL  (BLUFF  RD  SI  (SO 

RICHLAND  COUNTY  LANDFILL  (OH) 

RICHLAND  COUNTY  LANOFILL  (SO 

RICHMOND  PLANT  (CA) 

RICHMOND  SANITARY  COMPANY  ( CA ) 

RICHMOND  WORKS  (CA) 

RICHMOND,  VIRGINIA  PLANT  ( VA ) 

RICHTON  PARK  (ID 

RIVER  FRONT  LANO  (  TX ) 

RIVER  ROAD  ENTERPRISES  (PA) 

RIVERSIDE  COUNTY  DUMP-BLYTHE  S  ( CA ) 


INC. 

(FD 

INC. 

(KY) 

INC. 

(MI) 

INC. 

(NO 

INC. 

(PA) 

INC. 

(SO 

INC. 

(TX) 

INC. 

-GULF    (MS) 

INC. 

(WA) 

163 
159 
243 
334 
197 
308 
364 
152 
117 

37 

83 
4 

23 
172 
414 
357 
242 
278 
307 
138 
159 
322 
326 
190 
168 
168 
240 
2 
195 
224 
163 
150 
172 
211 
377 
316 
201 

17 
336 
460 
461 
461 

60 
132 
175 
270 
337 
350 
372 
190 
432 
281 

46 
400 
220 
310 
113 
279 
157 
210 
171 
326 
362 
347 
300 
347 

35 

38 

35 
425 
102 
407 
337 

21 
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WASTE  DISPOSAL  SITE  DIRECTORY 


RIVERSIDE  PUKT  (MO)  197 

RIVERVIEW  LAND  PRESERVE  (MI)  183 

RIVERVIEW  LANDFILL  (MI)  183 

ROANOKE  VALLEY  PLANT  (VA)  425 

ROBB  TYLER  LANDFILL  461 

ROBB-TYLER  (MO)  161 

ROBB-TYLER  (MD)  163 

ROBBIN  TIRE  (AD  12 

ROBERT  BEND  FARM  (ID  105 

ROBERT  ROSS  *  SONS  (OH)  297 

ROBSTOWN  (TX)  408 

ROBSTOWN  LANDFILL  (TX)  408 

ROCHESTER  PLANT  (NY)  255 

ROCKSIDE  LANDFILL  (OH)  296 

ROCKSIDE  LANDFILL  (OH)  298 

ROCKY  MOUNT  FIBER  PUNT  DUMP  (NC)  272 

RODEWAY  INN/LASALLE  YACHT  CLUB  461 

ROEBUCK  SYSTEMS,  INC.  (SO  354 

ROGERS  RENTAL  4  LANDFILL  CO.  (MS)  190 

ROHM  &  HAAS  BRISTOL  PL  LANDFIL  (PA)  320 

ROHM  &  HAAS  NORTH  CAROLINA  INC  ( NC )  265 

ROLLING  HILLS  LAND  FILL- JONES  (GA)  76 

ROLLING  HILLS  LANDFILL  (GA)  74 

ROLLINS  BATTLEGROUND  ROAD  SITE  (TX)  384 

ROLLINS  ENV  SERVICES  (U)  INC  (LA)  142 

ROLLINS  ENVIRONMENTAL  (LA)  141 

ROLLINS  ENVIRONMENTAL  SERV  INC  (NJ)  224 

ROLLINS  ENVIRONMENTAL  SERVICES  (NJ)  211 

ROLLINS  ENVIRONMENTAL  SERVICES  (TX)  395 

ROLLINS  INT  (NJ)  218 

ROME  CITY  LANDFILL  (GA)  80 

ROMIC  CHEMICAL  CO  (CA)  24 

ROMIC  CHEMICAL  CORPORATION  (CA)  33 

ROMINE  EQUIPMENT  RENTAL  INC.  (GA)  77 

ROMINE  FLY  ASH  PILE  (ID  107 

ROSE  FARM  (TN)  364 

ROSICLARE  PUNT  (ID  103 

ROSS  *  ROBERTS  (CT)  48 

ROSS  STEEL  (NY)  251 

ROUND  MTN  DISPOSAL  SITE  (CA)  31 

ROUTE  197  INJECTION  WELL  (TX)  412 

ROWLAND  UNDFILL  (NC)  272 

ROWLEY  UND  FILL  (UT)  415 

RUBY  LANDFILL  (SO  354 

RUMPKE  UND  FILL  (OH)  289 

RUMPKE,  INC.  (OH)  285 

RUSSELL  SNYDER  PIT  (KS)  125 

RUSSELLVILLE  CITY  DUMP  (AR)  19 

RUSSELLVILLE  CITY  DUMP  (KY)  137 

RUSSELLVILLESANITATION  CO  (KY)  137 

RUSSELLVILLESANITATION  CO  (KY)  137 

RUTLEDGE  PIKE  (CORUM  PROPERTY)  (TN)  364 

S  *  L  UNDFILL  (ID  106 

S  *  R  OIL  COMPANY  (TX)  395 

S  ESSEX  SEWERAGE  TREATMENT  PLT  (MA)  172 

S.  BANKOFF  CO  ( N J )  215 

S.S.  SANITARY  UNDFILL  461 

SABINE  RIVER  WORKS  (TX)  401 

SAFETY  KLEAN  (NJ)  215 

SAFETY  KLEEN  (CA)  34 

SAGINAW  PUNT  (MI)  185 

SAGINAW  TOWNSHIP  LANDFILL  (MI)  185 

SAGINAW,  TOWNSHIP  UNDFILL  (MI)  185 

SAINT  BERNARD  DUMP  (OH)  305 

SAINT  LAWRENCE  CEMENT  COMPANY  (CANADA)  452 

SAINT  MARYS  LANDFILL  (GA)  80 

SALIDA  PLANT  (CO)  45 

SALISBURY  PLANT  (MD)  166 

SALT  LAKE  CITY  UND  FILL  (UT)  416 

SALT  UKE  COUNTY  &  SALT  LAKE  (UT)  416 

SALT  LAKE  COUNTY  LAND  FILL  (UT)  416 

SALT  LAKE  PLANT  PLNT  SITE  CLSD  (UT)  416 

SALTVILLE  TOWN  DUMP  (VA)  426 

SALUMET  RALOMY  AREA  (IN)  116 


SAME  (ID 

SAME  (KS) 

SAME  (LA) 

SAME  (MO) 

SAME  PLANT  SITE-CLOSED  (TN) 

SAME  POND  SITE  1  (U) 

SAME  POND  SITE  2  ( LA ) 

SAN  BERN  LANOFL  FONT  SITE  NO  2  (CA) 

SAN  BERNARDINO  COUNTY  UNDFILL  (CA) 

SAN  BERNARDINO  COUNTY  LANDFILL  (CA) 

SAN  BERNARDINO  COUNTY  LANDFILL  (CA) 

SANDFILL  LANDFILL  INC.  (U) 

SANFORD  MUNICIPAL  UNDFILL  SYS  (ME) 

SANIT  SYST  OF  OH  VALLEY,  INC.  (WV) 

SANITARY  LANDFILL  (NJ) 

SANITARY  LANDFILL  AREA  (NY) 

SANITARY  LANDFILL  CO  INC  (PA) 

SANITARY  UNDFILL  CO.  (PA) 

SANITARY  LANDFILL  INC  (NJ) 

SANITARY  LANDFILL  INC  (NJ) 

SANITARY  LANDFILL,  INC.  (RI) 

SANITARY  LANDFILL,  PERU  TWNSHP  (ID 

SANITATION  SERVICES  LANDFILL  ( NC) 

SANTA  CLARA  SANITARY  LANDFILL  (CA) 

SANTA  ROSA  COMBUSTIBLE  UNOFIL  (FD 

SANTA  ROSA  COUNTY  (FD 

SANTA  ROSA  UNDFILL  (3)  (FD 

SANTA  ROSA  NON-COMBUSTILE  DUMP  (FD 

SARPY  COUNTY  UNDFILL  (NE) 

SARPY  COUNTY  LANDFILL-SITE  *1  (NE) 

SARPY  COUNTY  UNDFILL-SITE  *2  (NE) 

SAUFFER  CHEMICAL  CO.  (TX) 

SAUGET  AND  CO.  UNDFILL  (ID 

SAVANNAH  (GA) 

SAVANNAH  (GA) 

SAVANNAH  (GA) 

SAVANNAH  ( GA ) 

SAVANNAH  (GA) 

SAVANNAH  ( GA ) 

SAVANNAH  (GA) 

SAVANNAH  (GA) 

SAVANNAH  ( GA ) 

SAYREVILLE  MUNICIPAL  DUMP  (  NJ ) 

SCA  CHEMICAL  SERVICE,  INC.  (SO 

SCA  CHEMICAL  WASTE  SERVICE  INC  (NJ) 

SCA  LANDFILL  (SO 

SCA  SERVICES  OF  OHIO  (OH) 

SCA  SERVICES,  INC.  (TX) 

SCHENECTADY  MAIN  PUNT  LAND  FI  (NY) 

SCHIAVO  BROTHERS,  INC.  (PA) 

SCHIAVO  LANDFILL  (PA) 

SCHLUETER  BROTHERS  (MO) 

SCHNEIDER  DISPOSAL  (VA) 

SCHNEIDER  LANDFILL  (VA) 

SCHULHOFFER'S  JUNKYARD  (NC) 

SCHULL  DUMP  CLASS  I  (CA) 

SCHUYLKILL  PRODUCTS  COMPANY  (LA) 

SCIENTIFIC  CHEM  PROCESSING  INC  (NJ) 

SCIENTIFIC  CHEMICAL  PROCESSING  (NJ) 

SCIENTIFIC  CHEMICAL  PROCESSING 

SCIENTIFIC  LANDFILL  NO.  5  (NY) 

SCOTTS  BLUFF  PLANT  BURNING  PIT  (U) 

SCOTTSBORO  PLANT  (AD 

SCRAPYARD-LANDFILL  (TX) 

SE  OAKLAND  CO  INCINER  AUTHORIT  (MI) 

SEABOARD  CHEMICAL  COMPANY  (NO 

SEABOARD  RAILROAD  (SO 

SEADRIFT  PLANT  (TX) 

SEAFORD  PLANT  (DE) 

SEAGRAVES  PLANT  (TX) 

SEAGPAVES  PLANT  NO.  64  (TX) 

SEAL  BEACH  PLANT  (CA) 

SEATTLE    PUNT    (WA) 

SEAWAY  INDUSTRIAL  PARK  (NY) 


101 

128 

142 

196 

369 

154 

155 

36 

23 

24 

32 

144 

159 

441 

215 

253 

335 

336 

215 

232 

344 

102 

272 

33 

60 

62 

60 

60 

203 

203 

203 

386 

104 

81 

81 

81 

81 

81 

81 

81 

82 

82 

233 

353 

226 

348 

288 

386 

256 

334 

334 

197 

425 

418 

274 

24 

154 

228 

213 

461 

254 

142 

11 

405 

179 

267 

352 

407 

52 

409 

409 

38 

430 

257 
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HASTE  DISPOSAL  SITE  DIRECTORY 


SEDIMENT  REMOVERS  (LA) 

SEIBERLING  ST  CORP  LANDFILL  (OH) 

SEIPLE  PLANT  (PA) 

SEL-PEX  OIV  WAPWICK  (RI) 

SEMI-WCRKS  PLANT  PROPERTY  (OH) 

SEMINOLE  PLANT  NO.  66  (  TX  > 

SENECA  FALLS  LANDFILL  (NY) 

SENECA  WORKS-DYNAMITE  BURNING  (ID 

SENECA  WORKS-WG  LANDFILL  (ID 

SERVICIOS  CARBAREON  INC.  (PR) 

SETTLING  BASINS  (NY) 

SETTLING  POND 

SETTLING  POND-GENERAL  ELECTRIC  (MA) 

SETTLING  PONDS  (LA) 

SEWAGE  DISPOSAL  PLANT  ( TX ) 

SEWER  CONNECTION  ( VA ) 

SEXTON  LANDFILL  (ID 

SEYMOUR  RECYCLING  (IN) 

SHAMROCK,  TEXAS  PLANT  ( TX ) 

SHANNON  LANDFILL  (AD 

SHARKEY'S  DISPOSAL  ( NJ ) 

SHARKEY'S  FARMS  ( NJ ) 

SHARKEY'S  LANOFILL  t   DUMPING  (NJ) 

SHARONVILLE  PLANT  (OH) 

SHAVERS  FARM  ( GA ) 

SHAWANO  LANOFILL  ( WI ) 

SHEFFIELD  LANDFILL  (ID 

SHELBY  COUNTY  LANDFILL  (OH) 

SHELBY  DRIVE  LANDFILL  (TN) 

SHELL  (CA) 

SHELL  CHEMICAL  CO  (OH) 

SHELL  CHEMICAL  COMLEASEHOLD  (CO) 

SHELL  CHEMICAL  WOODBURY  PLANT  (NJ) 

SHELL  CREEK  (OK) 

SHELL  CREEK  DUMP  (OK) 

SHELL  HOUSE  INCINERATOR  (MO) 

SHELL  OIL  COMPANY  (CA) 

SHELL  OIL  COMPANY  ( LA) 

SHERIDAN  DISPOSAL  ( TX  ) 

SHERMAN  HELIUM  PLANT  (OK) 

SHERRIL  COMPANY  ( TX ) 

SHIELDS  DISPOSAL  ( TX  ) 

SHORT  MOUNTAIN  (OR) 

SHORTY  GRAHAM  LANDFILL  (WV) 

SIBLEY  QUARRY  (MI) 

SIEGAN  LANE  (LA) 

SIKES  DISPOSAL  SITE  ( TX ) 

SILRESIN  CHEMICAL  CORPORATION  (MA) 

SIMI  VALLEY  LANDFILL  ( CA  ) 

SIMPSONVILLE  COMPLEX  (SO 

SINGLETON  RD  MUNI  DISP  GROUNDS  (CA) 

SIOUX  CITY  LANDFILL  (IA) 

SISTERSVILLE  PLANT  (WV) 

SITE  81  (FD 

SITE  810  (FD 

SITE  811  (FD 

SITE  812  (FD 

SITE  82  (FD 

SITE  83  (FD 

SITE  84  (FD 

SITE  85  (FD 

SITE  86  (FD 

SITE  «7  (FD 

SITE  88  (FD 

SITE  89  (FD 

SITE  NO  3  PLANT  LANOFILL40ETER  ( WI  ) 

SITE  NO  6  BUPNING  GROUNDS 

SITE  NO.  001-LANDFILL  (WV) 

SITE  NO.  003-ASH  POND  ( WV ) 

SITE  NO.  004-PNP  DRUM  DUMP  ( WV ) 

SITE  NO.  005-OXBOW  ( WV  ) 

SITE  NO.002-OLD  TRASH  DUMP  (WV) 

SITE  NO.006-SLUDGE  NORTH  OF  OX  (WV) 

SITE  1  PLANT  SITE  CLOSED  (OR) 


156 

277 

319 

344 

279 

409 

256 

105 

105 

343 

257 

461 

172 

157 

385 

422 

93 

116 

409 

3 

232 

230 

232 

285 

78 

447 

105 

306 

366 

39 

280 

43 

235 

312 

313 

194 

29 

146 

390 

311 

390 

373 

316 

440 

183 

142 

396 

170 

40 

355 

37 

123 

442 

66 

66 

66 

66 

66 

66 

66 

67 

67 

67 

67 

67 

445 

461 

443 

444 

444 

444 

444 

444 

318 


SIX  STAR  LIMITED  (MI) 

SKAGIT  COUNTY  DUMP  (WA) 

SKINNER  (OH) 

SKYLINE  DISPOSAL  (ID 

SLUDGE  DISPOSAL  AREA  ( NC  ) 

SLUDGE  HOLDING  POND  ( TX  ) 

SLUDGE  HOLDING  PONDS  (LA) 

SMITH  CREEK  DUMP  ( WV ) 

SMITH  FARM  COLFAX  83  ( NC ) 

SMITH-DOUGLAS  (MI) 

SMITH'S  DUMP  (KY) 

SMYRNA  PLANT  (DE) 

SODA  SPRINGS  (10) 

SODA  SPRINGS  PLANT  (ID) 

SOLANO  COUNTY  DUMP  (  CA ) 

SOLID  WASTE  DISPOSAL  CLASS  III  ( TX ) 

SOLLEY  LANDFILL  (MO) 

SOLVENT  RECOVERY  SERVICES  (NJ) 

SOLVENTS  RECOVERY  SERV  OF  NEW  ( CT ) 

SONICS  INTERNATIONAL  (  TX ) 

SONICS  RANGER  TEXAS  DEEPWELL  ( TX ) 

SORPELL  LANOFILL  ( NC ) 

SORRELL  LANDFILL  (NC) 

SOUTH  BANK  OF  MISSOURI  RIVER  (KS) 

SOUTH  BARRINGTON  (ID 

SOUTH  CAROLINA  RECYCLING  *  DIS  (SO 

SOUTH  CHARLESTON  PLANT  (WV) 

SOUTH  DISPOSAL  AREA  (TN) 

SOUTH  GATE  PLANT  (CA) 

SOUTH  OTTAWA  DISPOSAL  (MI) 

SOUTH  PIERCE  CHEMICAL  WORKS  (FD 

SOUTH  PLAINFIELD  PLANT  (  NJ ) 

SOUTH  PORTLAND  CITY  LANDFILL  (ME) 

SOUTH  RETENTION  POND  (ON-SITE)  (TX) 

SOUTH  S.F.  SCAVENGER  CO  (CA) 

SOUTH  SECTOR  (ON-SITE)  ( TX ) 

SOUTH  SHORE  KENTUCKY  (KY) 

SOUTH  SIDE  CARTING  ( NJ ) 

SOUTH  ST.  JOSEPH  SEWER  DIST.  (MO) 

SOUTH  WILLAMETTE  ST.  (OR) 

SOUTHEAST  INC.  LANDFILL  (LA) 

SOUTHEAST,  INC.  LANDFILL  (LA) 

SOUTHEASTERN  POLLUTION  CONTROL  (NO 

SOUTHEASTERN  WASTE  TREATMENT  (GA) 

SOUTHERN  ALLEGHENNIES  DISPOSAL 

SOUTHERN  CALIFORNIA  WASTE  REDU  ( CA ) 

SOUTHERN  INDUSTRIAL  MAINT  CORP  (TN) 

SOUTHERN  LATEX  CORP.  (NC) 

SOUTHERN  LATEX  CORP.  ( NC) 

SOUTHERN  MATERIALS  LANDFILL  (KY) 

SOUTHSIDE  SANITARY  DISFOSAL  (IN) 

SOUTHWESTERN  DISPOSAL  INC  (OK) 

S02  SCRUBBER  CIRCULATING  POND  (FD 

S02  SCRUBBER  CIRCULATING  POND  (FD 

SPADRA  LAND  FILL  NO  2  ( CA ) 

SPARTAN  CHEMICAL  CO  (MI) 

SPARTAN  WASTE  CONTROL  INC  (NO 

SPARTAN  WASTE  CONTROL  INC  2ND  ( NC) 

SPARTAN  WASTE  CONTROL  INC  4TH  (NO 

SPARTAN  WASTGE  CONTROL  INC  3RD  ( NC) 

SPARTANBURG  COUNTY  LAND-FILLS  (SO 

SPARTANBURG  COUNTY  LANDFILL  (SO 

SPARTANBURG  SANITARY  SEWER  DST  (SO 

SPECIAL  CHEM  *  SULFURIC  ACID  (OK) 

SPOIL  LANOFILL  (IN) 

SPOIL  PILE  (MI) 

SPRINGDALE    PLANT    (PA) 

SPRINGFIELD  LANDFILL  (MA) 

SPRINGFIELO  PLANO  (MA) 

SPRINGFIELD  PLANT  (OR) 

SPROUT-WALDRON   MUNCY    PLANT   SIT    (PA) 

SRD  INC  TREATMENT  PLANT  ( CA ) 

ST  CHARLES  PARISH  LANDFILL  (LA) 

ST  LOUIS  CRDINANCE  PLANT  (MO) 


183 

428 

309 

105 

271 

389 

145 

443 

263 

183 

137 

52 

85 

85 

40 

385 

166 

224 

48 

382 

408 

260 

260 

126 

86 

347 

443 

358 

39 

176 

55 

2  34 

159 

386 

39 

386 

137 

222 

198 

316 

156 

145 

270 

75 

462 

39 

362 

263 

263 

136 

113 

312 

55 

56 

40 

188 

264 

264 

264 

264 

356 

355 

355 

314 

110 

178 

337 

172 

169 

318 

331 

29 

157 

199 


485 
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ST.  JOHN'S  LANDFILL  (OR) 

ST.  LANDRY  PARISH  POLICE  JURY  (LA) 

ST.  LANDRY  PARISH  POLICE  JURY  (LA) 

ST.  REGIS  PAPER  CO  (FL) 

STABATROL  (PA) 

STAMFORD-SHIPPAN  ( CT ) 

STANDARD  CONCRETE  PRODUCTS  (PA) 

STANDARD  OIL  CO.  (SO 

STANDARD  TANK  TERMINAL  (NJ) 

STATE  POWER,  AUTHORITY  SITE  (NY) 

STATESVILLE  ROAD  LANDFILL  (NO 

STATEWIDE  WASTE  OIL  &  CHEMICAL  (SO 

STATON  ISLAND  LANDFILL  (NY) 

STAUFFER  CHEM.  CO.  (TN) 

STAUFFER  CHEMICAL  CO  (AL) 

STAUFFER  CHEMICAL  CO. -GREENS  B  (  TX ) 

STAUFFER  CHEMICAL  CO-BAYTOWN  (TX) 

STAUFFER  CHEMICAL  CO-MANCHESTE  (TX) 

STAUFFER  CHEMICAL  COMPANY  (AL) 

STAUFFER  CHEMICAL  COMPANY  (  AR ) 

STAUFFER  CHEMICAL  COMPANY  (NE) 

STAUFFER  CHEMICAL  COMPANY  (NJ) 

STAUFFER  CHEMICAL  COMPANY  PLAN  (NY) 

STAUFFER  CHEMICAL-CHICAGO  HEIG  (ID 

STAUFFER  CHEMICAL-CHICAGO  HEIG  (ID 

STEEL  BROTHERS  LANDFILL  (GA) 

STERLING  LANDFILL  (  AK ) 

STERLINGTON  PL  PACE  LAKE  STE  I  ( LA ) 

STERLINGTON  PL  PACE  LKE  STE  II  (LA) 

STERLINGTON  PLANT  DEEP  WELLS  (LA) 

STEVENS  FARM  (NO 

STEVENSON  LAND  FILL  (PA) 

STICKNEY  AVE  DUMP  (OH) 

STONINGTON  SANITARY  LANDFILL  (CT) 

STONINGTON  TOWN  DUMP  (CT) 

STORY  BURIAL  AREAS  (NO 

STRATTON  FARMS  (AR) 

STRATTON  FARMS  (AR) 

STRAVAGGI'S  (PA) 

STRINGFELLOW  QUARRY  (CA) 

STUFFER  CHEMICAL  COMPANY  PUNT  (NY) 

SUGAR  CREEK  REFINERY  (MO) 

SUGAR  LAND  CITY  DUMP  (TX) 

SULFUR  DISPOSAL  (ID 

SULFUR  PIT  (MI) 

SUMMIT  NATIONAL  REFUSE  SERVICE  (OH) 

SUMMIT  NATIONAL  SERVICES  (OH) 

SUMNER  PLANT  SITE  (WA) 

SUMPTER  SANDS  INC  (MI) 

SUN  OIL  (LA) 

SUN- LIVONIA  (MI) 

SUPERIOR  PLANT  (WI) 

SURBURBAN  SANITATION  (SO 

SUSSEX  COUNTY  LANDFILL  NO  5  (DE) 

SWAN  CREEK  LANDFILL  (OH) 

SWAN  HOSE  (OH) 

SWAN  LAKE  (TX) 

SWAN  LAKE  PLANT  (TX) 

SWANTON  PLANT  (OH) 

SWEENEY  LANDFILL  (PA) 

SWEENY  REFINERY  &  PETRO  CHEM  (TX) 

SWIFT  AGRI  CHEMICALS  CORP.  (SO 

SWIFT  AGRI.  CHEMICALS  CORP.  (AL) 

SWIFT  AGRI.  CHEMICALS  CORP.  (AL) 

SWIFT  AGRI.  CHEMICALS  CORP.  (GA) 

SWIFT  AGRI.  CHEMICALS  CORP.  (GA) 

SWIFT  AGRI.  CHEMICALS  CORP.  (NO 

SWIFT  AGRI.  CHEMICALS  CORP.  (TN) 

SWIFT  AGRI.  CHEMICALS  CORP.  ( TX ) 

SWIFT  AGRI.  CHEMICALS  CORP.  ( VA ) 

SWS  EVAPORATION  POND  (MI) 

SWS  FACILITY  LANDFILL  (MI) 

SYKES  ROAD  LANDFILL  (TN) 

SYOSSET  LANDFILL  (NY) 


318 

151 

151 

56 

323 

48 

339 

346 

207 

244 

262 

355 

247 

361 

10 

396 

374 

396 

4 

18 

203 

217 

256 

92 

92 

78 

13 

155 

155 

155 

274 

326 

307 

47 

47 

262 

18 

19 

339 

36 

256 

200 

410 

98 

178 

278 

292 

430 

185 

149 

179 

448 

355 

51 

307 

281 

397 

412 

306 

320 

411 

352 

3 

7 

68 

82 

276 

366 

377 

426 

173 

173 

371 

257 


SYSTECH  INC  (MI) 

SYSTEMS  TECHNOLOGY  CORP.  (OH) 

SYSTEMS  TECHNOLOGY  CORP.(SYSTE  (OH) 

SYSTEMS  TECHNOLOGY  CORPORATION  (OH) 

T  STREET  DUMP  (GA) 

T.O.  TENCH  FARM  (VA) 

TACKETTS  CREEK  (WV) 

TACOMA  CITY  LANDFILL  (WA) 

TACOMA  PLANT  (WA) 

TACOMA  WORKS  (WA) 

TAFT  PLANT  (LA) 

TAFT,  LA  (LA) 

TAMPA  PLANT  (FL) 

TANTALO  LANDFILL  (NY) 

TAR  LAGOON-NORTHWEST  (NJ) 

TAR  LAGOON-SCUTHWEST  (NJ) 

TAR  PIT-S8GATE  (NJ) 

TAR  PIT-WEST,  (NJ) 

TARPON  APRINGS  PLANT-CLOSED  (FL) 

TARPON  APRINGS  PLANT-OPEN  (FL) 

TAYLOR  PROPERTY  (NY) 

TAYLOR  ROAD  SITE  (FL) 

TCL  (CA) 

TECHNICAL  CENTER  (WV) 

TECUMSEH  (KS) 

TELOGIA  PLANT  PROPERTY  (FL) 

TENNECO  (NJ) 

TENNECO  CHEMICAL  (NJ) 

TENNESSEE  EASTMAN  COMPANY  (TN) 

TENNESSEE  EASTMAN  COMPANY  (TN) 

TENNESSEE  OIL  AND  REFINING  CO  (TN) 

TENNIS  COURTS-CHILDERSBURG  (AL) 

TERRACE  HEIGHTS  SOLID  WASTE  ( WA ) 

TERRE  HAUTE  EAST  PLANT  (IN) 

TERRE  HAUTE  FAC  WASTE  DIS  AREA  (IN) 

TERRE  HAUTE  NITROGEN  COMPLEX  (IN) 

TERRE  HAUTE  SANITARY  DIST  (IN) 

TERRE  HAUTE  WASTE  TREATMENT  PL  (IN) 

TERRY  LITTLE(SOLD  TO  COMM  OIL)  (OH) 

TEXAS  ALKYLS  INC  (TX) 

TEXAS  BITULITHIC  CO.  (TX) 

TEXAS  BRICK  PUNT  (  TX  ) 

TEXAS  CITY  LANDFILL  (OLD)  (TX) 

TEXAS  CITY  MUNICIPAL  LANDFILL  (TX) 

TEXAS  CITY  PLANT  (TX) 

TEXAS  CITY  PLANT  (MONSANTO)  (TX) 

TEXAS  EASTMAN  COMPANY  (TX) 

TEXAS  ECOLOGISTS  ( TX ) 

THE  HARSHAW  CHEMICAL  CO. -A  DIV  (NY) 

THE  HARSHAW  CHEMICAL  COMPANY  (NJ) 

THERMAL  CONVERSION  CORP.  (MI) 

THERMATO  CARBON  LANDFILL&LAGOO  (LA) 

THF  AREA  LUCINERATORS  I  &  II  (TX) 

THOMAS  DOBBS  PROPERTY  (AL) 

THOMAS  GARAGE  (ID 

THOMAS  SOLVENTS  CO  (MI) 

THOMAS  TOWNSHIP  LANDFILL  (MI) 

THOMAS  12TH  ST  SANITARY  LNDFIL  (ID 

THREE  B'S  LANDFILL  (WV) 

THREE  B'S  LANDFILL  (LOST  PAVMN  (WV) 

TIDE  FLATS  -  LINCOLN  AVENUE  (WA) 

TIE  PLANT  FACILITY  (MS) 

TIFTON  ROAD  (CITY  LAND  FILL)  (GA) 

TITANIUM  PIGMENT  PLANT  (NJ) 

TITUSVILLE  PLANT  (PA) 

TOLEDO  PLANT  (OH) 

TOLEDO  SEWAGE  DISPOSAL  PLANT  (OH) 

TOM  HICKS  (LA) 

TOMMIE  HARRIS  FARM 

TOMMY  DUNCAN  (GA) 

TONAWANDA  COKE  CORPORATION  (NY) 

TONAWANDA  PUNT  (NY) 

TORK  LANDFILL  CORPORATION  (WI) 

TORONTO  (OH) 


181 
310 
297 
295 

72 
418 
442 
432 
432 
432 
146 
147 

65 
256 
210 
210 
210 
211 

65 

65 
242 

64 

28 
443 
127 

65 
219 
212 
363 
363 
370 
5 
434 
117 
118 
117 
117 
117 
295 
384 
387 
379 
412 
412 
412 
413 
399 
409 
251 
220 
174 
155 
398 

11 

95 
181 
176 

93 
441 
438 
433 
190 

80 
233 
337 
307 
307 
143 
462 

74 
257 
258 
449 
308 
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CITT    LANDFILL    (CA)  3« 

•CA)  39 

-  -       - '  338 

TOWN  oc    : :  - :                                             NT  )  :  -  I 

TOWN  Cc    -                                                    NT )  :  - 1 

- 1  5 
TOWN  Of    !  ..    («) 

TOWN   :•"  NY) 

..■.-:."-  ICT1  W 

-  (MO)  L63 

-  (NY)  ;-- 
I      M 

-  (PA) 

-  (SC)  346 

TRBKE?  DHENXCA1  ::mpany  (id  ioo 

36  T5S  BATH  (COl  43 

:_ANT   (HI)  1S6 

I    (HI)  166 

ma                   inc.  (St)  353 

::::.   msn   m    -::-:-.  ltd.   (cam:-  452 

—  :-::.  MSTt   -       :::•-.  ltd.  (Canada)  -.-: 

TRI-COUNTY    LANDFILL    (CO)  44 

"       LAMM  ILL  CXI  MS 

nrZ-TOHNSHXP   LANDFILL   (OH)  SM 

H    (NJ)  221 

---:-           :-:::..  inc.   (TX)  378 

. .      SC )  351 

--:.-    :   M5TBXAI   EUXLHMG  oper  (ID  92 

- : .  f     :  i  - : 

a  tarn  t  l  (nd  25s 

TULALIP    LANDFILL    (WA)  430 

IVLMK    COUNTY   DUMP    (CA)  40 

TULLY    LANDFILL   (NY)  256 

^-OFILL   (CA)  40 

-OJNTAIN    (OK)  314 

TUSCALOOSA   PLANT    (AL)  12 

SAMX    LANDFL  SSS   INC    (OH)  296 

TTBOUT'S  CORNER   (DE)  53 

TTBOUTS  CORNER   (DE)  53 

TYBOLT:    :::            --  CFILL   (DE)  53 

tlBl  ::: 

u  0  p  -; SCE                        -A)  143 

.    :     Ml  :::-::-.   ::--     (ID  91 

.    :       -rLLUTION  CONTROLS    (OK)  312 

I'EEL    (AL)  4 

U.S.s           - ::-.:     ar)  16 

unico  LAM             DC.    (OH)  ::- 

.-■-  i  plas  (TX)  :■- 

::-  KKATXW    (TN)  369 
--    (ID 

::.:::-:- .::     =A)  339 

-.-■  a    ak) 

.   : :-:-             :    .:-   (CA)  :: 

K  CHEMICAL  CORF      I  SC )  356 

rra  =ollution  control,  inc.  (so  351 

-   :   -   ! - E     wi )  447 

HI)  447 

:rv.  (pa)  33a 

-0  SRAV   PIT    (OH) 
UNKNOWN    (CA) 

UNKNOWN    (NY)  251 

UNKNOWN    (PA)  336 

--.-    -OUNTAIN  RD . ( WHITTAKES  S    (NY)  1-- 

--IT    LANDFIL    (NJ)  234 

443 

-----       (NJ)  224 

--. : 

T-ILL    (WY)  451 
--0  FAC    (OK) 

(FD  53 
'AP) 

16 

'CA)  23 


VALE  SUMMIT  LANDFILL  (MO) 

--IT  LANDFILL  (MO) 

-OFILL  (WV) 
VALERO  MUNICIPAL  LANDFILL  ( WV ) 

-ASOFILL  LEA  (WV) 

S  LANDFILL   - 
VALLEY  CHEMICAL  (MS) 
VALPARAISO  PLANT  (IN) 
VANCOUVER  PLANT  (UA) 
VANCOUVER  PLANT  (WA) 

VANCOUVER  SANITARY  SERVICE  ( LE  ( WA ) 
VANCOUVER  WORKS  (  WA ) 

nw»  gpacM  ::.:sion  (ny) 
--::.-:  :$   (TX) 

VESA   CHEMICAL   CO.    (SC) 
EMXCE    =LANT   (CA) 

i    COUNTY   REGIONAL  SANTTA    (CA) 
ESDI     ^NDFILL   (NY) 

"    :  -.ECTION  WELL    (OK) 
CITY    LANDFILL   OLD    (TX) 
: ..-NEW    (TX) 
PLASTICS       :    (MA) 
m     OF    PXME    I    TUSCAPORA   A    (NY) 
PUNT    (TX) 

reran  landfill  un) 

VISO  COUNTY  LANDFILL  (IN) 

"    Li    :     :  -.    (IN) 
VILLAGE   DUMP    (NY) 
E    DUMP    (NY) 
VINE    STREET  DUMP    (OH) 
VINYLF-E         -l-       :-    fL*.    (FD 

CHEMICALS   INC   (VA) 
VISTA   CHEMICAL    (OH) 
• [TULLfl    (NY) 
VLSE    OF    D05BS   FERRY  MUNI  BOOKF    (NY) 

. .: -    . ;-:    ::   --    -   - 

U  6  KPUMMRICH    INCINERATOR    (ID 
H.A.    PORTEP    PROPERTY    (GA) 
ESEDXTM   CO.    (GA) 
.-TPICH    (ID 
KPUMMRICH    PLANT    (ID 
ALLGOODS    LANDFILL    (GA) 

■-    (OK) 
BRACE 

(LA) 
(MO) 
(SC) 


M.G 
H.H 
W.J 

W.R 
H.R 
W.R 
U.P 
W.R 
H.R 
U.R 
U.R 
U.R 
U.R 
U.R 
U.R 


BRACE 
BRACE 


co-d=:- •■::  :---:c  (ma) 

r    (OH) 
UF    (OH) 

-  - :  e   : : : : :  5  -  L  (  pa  ) 

HAIKAUPU  DUMP -MAUI  COUNTY  DUMP  (HI) 
HAKE  COUNTY  LANDFILL  (NC) 
HALLACE  HASTE  CONTAINEPS/MOBIL  (TX) 
.  (TX) 
-_ANT  (CT) 

mallc   a   Bit  DO  ( OH ) 

-AY    PLANT  -CLOSED    (ID 

:--:   EMEMT  co.   (OH) 

:  HILL  LAND  :  OH) 

-  OFILL  (OH) 
:  =LANT  (NJ) 

=  _ANT  (MI) 
HASHBU:  TX) 

HASHINGTON  t  1ST  STREET  (HA) 
HASHINGTON  COUNTY  SANITARY  LAN  ( VA ) 
-X  PA  PLANT  (PA) 


160 
160 
»3M 
436 
%3f 
134 
190 
118 

433 
434 
434 

:si 

374 
MB 

40 

SI 

255 

311 
413 
413 

169 

413 
117 
117 
117 
243 

285 

57 

424 

251 
241 
462 

::- 

77 
104 

::- 

69 
314 
462 

195 
353 
462 
462 
462 
463 
463 
463 
463 
167 
307 
SM 
332 

64 
260 
396 
396 

46 
293 

91 

:?; 

286 

224 

167 

-:- 
428 
416 


4S7 
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WASHINGTON  WORKS  INCINERATOR  (MM 
MASTE  ACID  SERVICES  tlO  I 
WASTE  AREA  WEST  CF  PLANT-  INS] 
WASTE  CONVERSION  [PA] 

WASTE  DISPOSAL  CENTEP  [TX] 
WASTE  DISFOSAL  FOND  S5  ( VA ) 
HASTE  DISPOSAL  POND  M  IVA1 

WASTE  DISPCSi.  FOND  APEA  (WY) 

WASTE  DUMP  (AL) 

WASTE    LAGOON'S    (NO 

WASTE    LATEX   EVAPORATION   FIELD    I GA ) 

WASTE    MANAGEMENT    (OH) 

WASTE    MANAGEMENT   OF    WISCONSIN    (WI) 

WASTE    FONO    ( CA  ) 

WASTE    FCND    (WV) 

WASTE   RESEARCHIRECLAHATION   CO    (WI) 

WASTE    TECHNIQUES    CORP.     (PA) 

WASTE    TREATMENT    PL    t    LANCFARMS    ( TX ) 

WASTE    WATEP    LAGOON    (MO) 

WASTE    WATEP    LAGOON    ( TX  ) 

WASTE,    INCC=FC=ATED    (IN) 

WASTEWATER    TREATMENT    PONDS    (MI) 

WATER    FRONT   BANK    FILL    ( WA ) 

WATER    TREATER    EVAPORATION    POND    ( TX ) 

WATE=FC=D    (NT) 

WATEFWAY  PLANT-ACID  PLAN!  SLUD  (ID 

WATKINS  LANDFILL  (  TN ) 

MATSOM  JOHNSONtUSED  BY  LUXINS)  (FA) 

WATSONVILLE  LANDFILL  (  CA  ) 

WATTS  DISPOSAL  (ID 

HAUCONDA  LANDFILL  (ID 

WAUCCNOA  SAND  I    G=AVEL  CO.  (  IL 

WAUER  LAND  FILL,  INC.  (WI) 

WAYNE  DISPOSAL  (MI ) 

WAYNE  DISPOSAL  (MI ) 

WAYNE  DISFOSAL  CO  (  MI ) 

WAYNE  DISFOSAL  INC  SITE  *1  (MI) 

WAYNE  DISPOSAL  DC  SITE  *2  (MI) 

WAYNESECPO  NURSERIES  (  VA ) 

MATNES80R0  PLANT  ( VA ) 

WEAN  PCRI  LTD  ( CH  ) 

WELCH  LANDFILL  (OH) 

WELCH'S  DIS  =  0SAL  AND  SiNITAPY  (PA) 

WELD  COUNTY  LANDFILL  (CO) 

WELD  LANDFILL  NO  1  (CO) 

WELL  DISPOSAL  ( VA  ) 

WES  CON  INC  (IA) 

WES-CON  INC  (ID) 

WEST  CHICAGO  ( IL) 

WEST  CONTRA  COSTA  COUNTY  SANIT  ( CA ) 

WEST  DEFTFCFO  MUNICIPAL  DUMP  (NJ) 

WEST  DISPOSAL  A=EA  ( TN ) 

WEST  MEMPHIS  CITY  LANDFILL  ( AP ) 

WEST  MEMPHIS  CITY  LANDFILL  IAR1 

WEST  MEMFHIS  CITY  LANDFILL  ( AP ) 

WEST  ST.  CHARLES  LANDFILL  I LA] 

WEST  VIRGINIA  PULP  t    PAFER  ( VA ) 

WEST  40  (TX) 

WESTCHESTER    COUNTY    DUMP    (NY) 

MESTEND    (CA) 

WESTERN  BERKS  REFUSE  AUTHORITY  (PA) 

WESTERN  CHEMICAL  CO.  (CA) 

WESTERN  LAND  RECLAMINATICN  NOl 

WESTERN  F-CCESSING  COMPANY  ( WA  ) 

WESTERN  REFUSE  (  TX ) 

WESTLAKE    LANDFILL    (MO) 

WEStoVER   CORPORATION   SiNITAPY    (CH) 

WESTVIEW   LANDFILL   INC.    (SA) 

WET    WASTE    (IN) 

WEYEFHAEUSER    LANDFILL    (NO) 

MBi     LANDFILL    (ID 

WHEATFIELD    (NIAGARA   CO   REFUSE    (NY) 

WHEELING   DISFOSAL    (MO) 

WHITE   CITY    PLANT   (  CR  ) 


441 

174 

190 

IZb 

410 

426 

426 

451 

3 

261 

73 

302 

446 

27 

435 

445 

333 

396 

195 

404 

114 

187 

433 

4C4 

253 

91 

366 

335 

41 

ICE 

107 

106 

447 

175 

133 

182 

173 

136 

427 

427 

263 

291 

321 

44 

45 

426 

124 

85 

=  1 

35 

235 

353 

19 

19 

19 

153 

420 

404 

241 

40 

319 

34 

463 

429 

359 

194 

303 

69 

111 

271 

L04 

252 

198 

318 


WHITE     LA.*E    LAND- ILL    (MI  i 

WVITE^EATHERS    FARM    (KY) 

WHITES    LANDFILL    '  3A  I 

W-ITEWA  •     Si.NITiTIO'N    I  MC 

WICHITA    Fi.LS    LANDFILL    IT/,) 

WILDCAT    LANDFILL      BE 

HLLIAtl    -    MARTIN    LANDFILL    (PA) 

milliam  hose-   '-ece^se; 
william  j.  benson  la.nd  fill  (nt) 
williahs  paving  co  landfill  [va] 
-:..:-  springs  (la) 
willow  springs  plant  (il) 
milhfnstom  branch  '  mc  i 
hxlsonville  landfill  (id 
wi'co.'ep  landfill  >  "i 
Wisconsin  =i-::s  una s  "wi) 

W"-E  =  Sf::n    LANDFILL   (TN) 
WW.    CLA  =  -     VKWtMXI    (FA) 
WOLF    LAKE    PLANT    (IL) 
WO  •:  =  :•-£    DISPOSAL   INC.     (MI  j 

hood  river  refinery  (id 
hooobine  (c-a) 

wcdde'idge  municipal  dum  =  ( nj  ) 
wco:e=idge  plant  (nji 

woodland    :=    VE    AT   MILL   0=EE-    (KY) 

WOOD -AND    LAND-ILL    i  IL) 
WCO-D-AS    PLANT       - 
WOODS    C---E^    LA'C-OL    (  "0  ) 
WOODS   CROSS   REFINERY    IUI  I 

WCDDWA  =  :    COUNT r    LA-."0'_    (  O-  1 
WOODWARD    TAP    PLANT    (AD 

-:-■  HOSE   ;.;- '      "Z 
HRENN   DRIVE   SITE    [VA1 
W~    ■  0'"--0-    =lANT      IL 
:     PLANT    (KY) 
TTE    P .-    I    'MI) 
WYLAM  HEIGHTS    (AD 
WYOMING    PLANT    I  ELI 

■    "  -    :    " 
r-LANDFIU   WEST   TERRE   HAUTE    (IN) 
■  i  •  ;  -  ■-      „  i 

'ARC  OLE    PLANT    (NJ) 
■"-■  IS    (NY) 

rORl     COUNTY    LANDFILL    (SO) 
rORKTOHN   REFINER!    ( VA ) 

rou  se -coos  (sai 

ZANILSI  I    SC  =  A=   CO.    (NJ) 

ZONE    4    BURNING    GROUNDS    (ID 

ZOE    4    S0=i=    G SOUNDS    (IL) 

ZU3    ISLAND    (HI) 

009    LANDFILL 

1ST    PRESBYTERIAN   CH    PRE    LOT    (MS) 

1C2NO    STREET    (NY) 

1953    LIWE    PONOS-PLANT    SITE    ( WA ) 

1-52    SITE    (MI) 

1955   SITE    (MI) 

1953   SITE    (MI) 

1961    SITE    (MI) 

1964    SOE    ("I) 

1968  SITE    (MI) 

1969  SITE    (MI) 

1972    LIME    PONDS- PLANT    SITE    ( WA ) 

1976-77SITE    (MI) 

21    EAST    WATE=    STPEET    (PA) 

2501    W    4TH    ST    TPAILO=    COURT      MS 

3   MILES   NORTH    OF    INTERSECTION    ( TX ) 

O:    LANDFILL      WE 

MH    S"EET    LANDFILL    (GA) 

49' E=    LANDFILL    i  IN 

53   AC=E    ERRIGATTOM    PLOT    ( TX ) 

E    "-    WARD    (NY) 

9    PAR    DUMP    (CA) 

96TH   ST.    SANITARY    LANDFILL    (IN) 
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O-- 
413 
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196 

417 
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3 
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421 

104 

133 

IE" 

11 

109 

31: 

118 
-O 
13- 

240 
3  0 

-:- 

71 

229 

94 

"-- 

183 

72 

192 

251 

433 

ltb 

178 
178 
178 
178 
179 
179 
433 
179 
333 
192 
413 
03 

72 
115 
•55 
242 

20 
113 
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